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Copyright 1984, 1985, 1986,1987,1988 

Jointly by: VIM, Inc., ECODU, VIM-AUSTRALASIA, and Control Data Corporation 

NOTICE 

This Membership Roster is distributed only to the official representatives of VIM Inc., 
ECODU, VIM-AUSTRALASIA User Groups, and Control Data Corporation, solely for their 
use and information in conduct of User Group Business in accordance with the 
constitutions, by-laws and Board of Directors' Policy Statements currently in effect. It 
may not be copied, disseminated or used for any other purposes without the written 
permission, obtained in advance, from the VIM Secretary. 
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Section 1 



• VIM/VIM-AUSTRALASIA Roster 
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AS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ABS 
PRIMARY USER GROUP: VIM 

NAME: AUSTRALIAN BUREAU OF STATISTICS 



STATUS C0DE(V1M ): VM CHANGED: 861028 
STATUS CODE(ECODU): - PRI- INDUSTRY: GOVT 



AS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AC 
PRIMARY USER GROUP: VIM 

NAME: VOITH HYDRO INC 

FORMERLY ALLIS-CHALMERS HYDRO 



STATUS C0DE1VIM ): VM CHANGED: 861015 
STATUS COOE(ECODU): PRI-INDUSTRY: ENGN 



MAIL ADDRESS: 



ADDRESS-CODE: XX NAIL-CODE: AV 



STREET: P. 0. BOX 10 

STREET-2: 

CITY: BELCONNEN-CANBERRA 

STATE/POSTAL: ACT 2B1B 

COUNTRY: AUSTRALIA 

TELEX/TNX: AA6202O 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: P. 0. BOX 712 

STREET-2: 

CITY: YORK 

STATE/POSTAL: PENNSYLVANIA 

COUNTRY: USA 

TELEX/TNX: 4764013 VOITH UI 



17405 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-810 197 




OS/85 


4M 


- 


NOS 


APPIICATION 




PERCENTAGE 








DATA PROCESSING 




100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL 



IM 



RP 



TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


MR. BRIAN F. BIRO 
DIRECTOR OPERATIONS 


062 525801 


1 


MR. DARRYL ERBACHER 
DIRECTOR SOFTNARE 


062 525817 


1 


MR. DON AITKEN 
ASSISTANT DIRECTOR SOFTNARE 


062 525482 


1 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-855 238 




12/13/86 


32MB 


- 


NOS-NOS/VE 


APPLICATION 
CAD/CAM 
ENGN 
R&D 




PERCENTAGE 
060 

030 
010 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. JOHN GRAYBILL 
MANAGER ENG. DATA PROCESSING 



717-792-3511 



NL-QTY 
1 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION COPE: ACCU 
PRIMARY USER GROUP: ECODU 

NAME: ACADEMISCH COMPUTER CENTRUM UTRECHT 



AS OF 1988/11/09 

STATUS CODEfVIN ): VM CHANGED: 850208 
STATUS CODE (ECODU): VM PRI -INDUSTRY: EDUC 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY : 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: SU 



BUDAPESTIAAN 6 
35B4CD UTRECHT 
NETHERLANDS 



•• THIS PAGE INTENTIONALLY LEFT BLANK •• 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-855 231 



INST-DATE CM ECS 
09/84 32MB - 



OPERATING SYSTEM 
NOS/VE-NOS/BE 



APPLICATION 


PERCENTAGE 


BUSN 


010 


SCIE 


090 



COMMITTEE MEMBERS 

COMMITTEE CODE NAME 

ECCOS VAN AAROENNE 



INITIALS 
C. 4. 



CHAIR 
M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME 
RP 



SR 



IM 



MR. C.A.C. 
DIRECTOR 



MR. C. J. 

HEAD OF SOFTNARE GROUP 



MR. 



F.J.M. 



LAST 


PHONE 


NL-QTY 


GOERTS 


030-531438 


1 


VAN AARDENNE 

IP 


030-531436 


1 


VON DER LINDEN 


030-531436 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ACMC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS C0DEIV1M ): VM CHANGED: 870116 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



NAME: UNIVERSITY OF GEORGIA 

ADVANCED COMPUTATIONAL METHODS CTR. 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: ATHENS 

STATE/POSTAL: GEORGIA 

COUNTRY: USA 

TELEX/TNX: 



ADDRESS-CODE: 
COMPUTER SERVICES ANNEX 



30602 



XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 



10/22/85 S12K 

2MN 2MB 

01/88 8MN 

07/88 1BMN 



CYBERPLUS 
CYBER 205 
ETA 10 P108 
ETA 10 Q21E 


113 

626 

6 

? 


APPLICATION 
SCIE 


COMMITTEE MEMBERS 




COMMITTEE CODE 


NAME 


SSC 


GARD 


2SD 


GARD 



PERCENTAGE 
100 



ECS 



OPERATING SYSTEM 

NOS/HPPRES 
VSOS 
VSOS 
VSOS 



INITIALS CHAIR 
CAROLYN Y 
CAROLYN Y 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



SR 



MS. CAROLYN GARD 
MGR. SUPERCOMPUTING SERVICES 



DR. CHARLES 
DIRECTOR-ACMC 



BENDER 



404-542-5110 



Nl-QTY 

1 
1 



o 



o 



•"*:_• 



ECODU/VIM MEMBERSHIP RECORD 



IM 



AS OF 1988/11/09 



MR. HALTER B. MCRAE 
ASSOCIATE DIRECTOR-ACMC 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ADC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE I VIM ): VN CHANGED: 880517 
STATUS CODE(ECOOU): - PRI-INDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 



AS OF 1988/11/09 



NAME: 



ADC TELECOMMUNICATIONS INC. 
COMPUTER-AIDED SYSTEMS 



IM MR. PETER HEMP 
DIRECTOR OF MANUFACTURING 



RP MR. VICTOR VACHHANI 
MANAGER-ENGINEERING 



612-896-2793 



MAIL ADDRESS: ADDRESS-CODE: XX 

S501 GREEN VALLEY DRIVE 



STREET: 

STREET-2: 

CITY: BLOOMINGTON 

STATE/POSTAL: MINNESOTA 

COUNTRY: USA 

TELEX/TNX: 



55435 



MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-825 747 



APPLICATION 
ENGN 



INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


02/06/84 


2M 


NOS 2. 


NOS 2.3 


PERCENTAGE 








100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTl FIRST - NAME 


- LAST 


PHONE 


IM 


MR. CHRIS 
ANALYST 


NELSON 


612-893-3212 


IM 


MR. DANIEL BODIMER 
MANAGER OF ENGINEERING SER. 


612-896-2655 


IM 


MR. DENNIS 
DIRECTOR OF EIS 


ANDERSON 


- 


IM 


MR. FREDERICK 
C.0.0. 


BOSNELL 


. 



SR 



IM 



MR. JAY DEITCH 

DIR. ENGINEERING SERVICES 



MR. LYNN DAVIS 

DIRECTOR OF MANUFACTURING 



NL-QTY 



612-835-6800 
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ECODU/VIN MEMBERSHIP RECORD 
INSTALLATION CODE: ADTC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 860411 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



NAME: EGLIN AIR FORCE BASE 

DIRECTORATE OF COMPUTER SCIENCES 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AECN 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 850107 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



NAME: 



U. S. DEPARTMENT OF ENERGY 
NEVADA OPERATIONS DEPT. 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: AD/KRESL 

STREET-2: 

CITY: EGLIN AIR FORCE BASE 

STATE/POSTAL: FLORIDA 32542 

COUNTRY: USA 

TELEX/THX: 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


P.O. BOX 98518 


STREET-2: 




CITY: 


LAS VEGAS 


STATE/POSTAL: 


NEVADA 891938518 


COUNTRY: 


USA 


TELEX/TNX: 


910-397-6868 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170- 178 2 
CYBER 180-845 241 


07/80 
10/84 


262K 

1.5M 


512K 


NOS/BE 
NOS/BE 



CD COMPUTERS INSTALLED: 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE Nl-QTY 

RP MR. EDDIE J. BLACKNELL 

904-882-3455 1 



l-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


!R 180-830 249 




11/85 


512K 


- 


NOS/BE 


APPLICATION 




PERCENTAGE 








BUSN 




070 








OTHER 




020 








SCIE 




010 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. DOUGLAS G. KEACH 



NL-QTY 



MR. DOUGLAS G. 
DIRECTOR 



702-295-3149 



10 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AEEC 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 860102 
STATUS COOE(ECQDU): PRI-INDUSTRY: ENR 



AS OF 1988/11/09 



ATOMIC ENERGY OF CANADA LTD. 
CANDU OPERATIONS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AEPC 
PRIMARY USER GROUP: VIM 

NAME: ARIZONA ELECTRIC PONER COOPERATIVE 



STATUS CODEIVIM ): VM CHANGED: 850103 
STATUS CODE(ECODU): PRI-INDUSTRY: UTL 



MAIL ADDRESS: 


ADDRESS-CODE: 


STREET: 


SHERIDAN PARK RESEARCH COMM 


STREET-2: 


2251 SPEAKMAN DR. 


CITY: 


MISSISSAUGA 


STATE/POSTAL: 


ONTARIO L5K 1B2 


COUNTRY: 


CANADA 


TEIEX/TNX: 


06-982251 



MAIL ADDRESS: 




STREET: 


P. 0. BOX 670 


STREET-2: 




CITY: 


BENSON 


STATE/POSTAL: 


ARIZONA 


COUNTRY: 


USA 


TELEX/TNX: 


602 586 9528 



ADDRESS-CODE: XX MAIL-CODE: 



85602 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 130 



INST-DATE CM 
01/21/85 16MB 



APPLICATION 
BNSN 
ENGN 



PERCENTAGE 
025 
075 



ECS 



OPERATING SYSTEM 
NDS 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-OATE CM 



SYSTEM 17 
SYSTEM 17 



5018 
5022 



APPLICATION 
SCADA 



12/16/75 
12/15/75 



PERCENTAGE 
100 



52K 
52K 



ECS 



OPERATING SYSTEM 



H50S 
MSOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. GREG GIGNAC 
SENIOR ANALYST TECHNICAL SUPPORT 

IM MR. RICK RICCIUTI 

TECHNICAL CONSULTANT 

SR MR. SAM CHATTER JEE 

MANAGER COMPUTER SERVICES 



NL-QTY 

416-823-9040 XB503 1 
416-823-9040 X5054 1 
416-823-9040 X6521 1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. MIKE STEGER 



MR. MIKE 
SYSTEMS PROGRAMMER 



602-588-3631 



NL-QTY 

1 
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ECOOU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: AFAL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870709 
STATUS CODE(ECODU): - PRI-INDUSTRY: GOVT 



NAME: AF ASTRONAUTICS LABORATORY 
SOFTNARE 8 ANALYSIS SECTION 
FORMERLY AFRPL 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AFFTC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODE(VIM ): VM CHANGED: 880518 
STATUS CODE(ECOOU): - PRI-INDUSTRY: GOVT 



NAME: AIR FORCE FLIGHT TEST CENTER 
COMPUTER SCIENCES BRANCH 
FORMERLY AFTC 



MAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


AFAL/SCS 




STREET-2: 


- 




CITY: 


EDNARDS AIR 


FORCE BASE 


STATE/POSTAL: 


CALIFORNIA 


935235000 


COUNTRY: 


USA 




TELEX/TNX: 


- 





XX MAIL-CODE: FC 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


6521 RANS/ENRS 


STREET-2: 


BLDG. 1440 


CITY: 


EDHARDS AIR FORCE BASE 


STATE/POSTAL: 


CALIFORNIA 93523 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-840 431 



APPLICATION 
BUSN 
SCIE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 
RP MR. JAMES K. RICHEY 



CD COMPUTERS INSTALLED: 



INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


11/14/86 


2000K 


- 


NOS/BE 8 NOS/VE 


PERCENTAGE 








020 








80 









MR. JAMES K. 
SYSTEMS ANALYST 



SR MR. STEPHEN T. ROSE 

CHIEF SOFTNSARE 8 ANALYSIS SECT. 



PHONE 


NL-QJY 


805-275-5119 


1 


805-275-5674 


, 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 363 




- 


- 


_ - 


. 


CYBER 180-830 ? 




- 


- 


- 


- 


CYBER 180-850 450 




- 


- 


- 


- 


CYBER 180-880 334 




- 


- 


- 


- 


CYBER 180-990E 207 




10/85 


2M 


- 


NOS 2 


APPLICATION 




PERCENTAGE 








BUSN 




005 








ENGN 




020 








SCIE 




075 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. DENNIS F. KLEIN 



IM 



MR. DENNIS F. 
COMPUTER SCIENTIST 



CAPT JOHN DUNNIGAN 

CHIEF COMPUTER OPERATIONS 



NL-OTY 



805-277-6178 



805-277-3157 



13 



14 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AF6L 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 



STATUS CODE(VIM ): VM CHANGED: 870114 
STATUS CODEUCODl): PRI-INDUSTRY: GOVT 



AIR FORCE GEOPHYSICS LABORATORY 
OPERATIONS BRANCH 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AFLC 
PRIMARY USER GROUP: VIM 

NAME: AFLC LMSC/SOS 



AS OF 1988/11/09 

STATUS CODE! VIM ): VM CHANGED: 880202 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



MAIL ADDRESS: 


ADORESS-CODE 


STREET: 


AFGL/SCO 


STREET-2: 


ATTN: S. SMITH 


CITY: 


BEDFORD 


STATE/POSTAL: 


MASSACHUSETTS 01731 


COUNTRY: 


USA 


TELEX/TNX: 





XX MAIL-CODE: FC 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: NRIGHT-PATTERSON AFB 

STATE/POSTAL: OHIO 454335001 

COUNTRY: USA 

TELEX/TNX: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 180-8E0 339 10/85 3M 



ECS 



OPERATING SYSTEM 
NOS/VE 1.2.3 



CD COMPUTERS INSTALLED: 

NAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-730 521 



INST-DATE CM ECS 
02/82 2S2K - 



OPERATING SYSTEM 
NOS/BE 



APPLICATION 
SCIE 



PERCENTAGE 
098 



APPLICATION 
U.S. GOVERNMENT 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. SANFORD B. SMITH 
SUPR. SYSTEMS PROGRAMMING 



S17-377-40O5 



Nl-QTY 

1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



SR 



MR. FRANKLIN NHITE 
COMPUTER SYSTEMS PROGRAMMER 



MR. GARY F. ECKENRODE 
COMPUTER SOFTNARE SYSTEMS 



513-257-6761 



Nl-QTY 

1 
1 



16 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: AFS 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 870605 
STATUS CODE(ECODU): - PRI-INOUSTRY: OTHS 



NAME: INFORMATION SYSTEMS BRANCH 

DEPARTMENT OF PRIMARY INDUSTRY 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ALBCL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 880111 
STATUS CODE(ECOOU): - PRI-IKOUSTRY: OTHS 



NAME: 



ALBERTA CULTURE 

SYSTEMS a INFORMATION SERVICES 



MAIL ADDRESS: 




ADDRESS-CDDE 


STREET: 


GPO BOX 858 




STREET-2: 


- 




CITY: 


CANBERRA 




STATE/POSTAL: 


ACT 


2601 


COUNTRY: 


AUSTRALIA 




TELEX/TNX: 


62505 FISHE 





XX MAIL-CODE: AV 



MAIL ADDRESS: 




ADDRESS-Ci 


STREET: 


14TH FLOOR CN 


TONER 


STREET-2: 


10004 - 104TH 


AVENUE 


CITY: 


EDMONTON 




STATE/POSTAL: 


ALBERTA 


T5J 0K5 


COUNTRY: 


CANADA 




TELEX/TNX: 


- 





CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 180-830 180 05/09/85 12M 



ECS 



OPERATING SYSTEM 
NOS 2.3/NOS-VE 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-815 273 



INST-DATE CM ECS 
04/01/84 1024K - 



OPERATING SYSTEM 
NOS 



APPLICATION 
BUSN 
SCIE 



PERCENTAGE 
00- 

00- 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. VICTOR SURKUS 



NL-QTY 



MR. VICTOR 
SECTION HEAD 



062 725281 



APPLICATION 
SCIE 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

RP MR. CHI LOO 

DIR. SYS. a INFOR. SERVICES 



SR MS. JUDY FOREST 

SENIOR SYSTEMS ANALYST 



PHONE 


NL-QTY 


403-427-2397 


1 


403-427-2397 


1 



17 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AMEC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 870202 
STATUS CODE(ECODU): PRI- INDUSTRY: GOVT 



NAME: U. S. ARMY-BELVOIR R 8 D CENTER 
INFO MGMT DIV. 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ARIZ 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIN >: VM CHANGED: 831218 
STATUS CODE(ECODU): PRI-INOUSTRY: 



NAME: 



THE UNIVERSITY OF ARIZONA 
UNIVERSITY COMPUTER CENTER 



MAIL ADDRESS: 


ADDRESS-COD 


STREET: 


STRBE-BS 




STREET-2: 


- 




CITY: 


FORT BELVOIR 




STATE/POSTAL: 


VIRGINIA 


220605605 


COUNTRY: 


USA 




TELEX/TNX: 






CD COMPUTERS INSTALLED: 






MAIN-FRAME-TYPE SERIAL 


-NO INST-OATE 


CM ! 


CYBER 180-835 S33 


OS/09/84 


1M 


APPLICATION 


PERCENTAGE 




BUSN 


050 




ENGN 


020 




SCIE 


030 





MAIL-CODE: 



ECS 



OPERATING SYSTEM 
NOS-BE/NOS-VE 



MAIL AODRESS: 


ADDRESS-CODE 


STREET: 


COMPUTER CENTER 


STREET-2: 


UNIVERSITY OF ARIZONA 


CITY: 


TUCSON 


STATE/POSTAL : 


ARIZONA 85721 


COUNTRY: 


USA 


TELEX/TNX: 





XX MAIL-CODE: FC 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 175 210 11/77 282K NOS/BE 



APPLICATION 


PERCENTAGE 


BUSN 


40 


INST 


20 


SCIE 


40 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP MR. ED BURKE 

BELVOIR R-D8E CENTER 



703-684-5180 



Nl-QTY 

1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP MR. JOHN DETLOFF 



IM MR. RAY MATTHENS 

COMPUTER SOFTNARE SPECIALIST 



PHONE 


NL-QTY 


602-621-6721 


1 


802-821-2982 


1 



20 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ARL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COOEIVIM ): VM CHANGED: 870226 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



NAME: THE UNIVERSITY OF TEXAS 

APPLIED RESEARCH LABORATORIES 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ARRB 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODEfVIM ): VM CHANGED: 830822 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: AUSTRALIAN ROAD RESEARCH BOARD 
COMPUTER CENTRE 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: AUSTIN 

STATE/POSTAL: TEXAS 

COUNTRY: USA 

TELEX/TNX: 



P.O. BOX 8029 



787138029 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: NUNANADING 

STATE/POSTAL: VICTORIA 

COUNTRY: AUSTRALIA 

TELEX/THX: AA3313 



ADDRESS-CODE: 
P.O. BOX 15E (BAG 4) 



3131 



XX MAIL-CODE: AV 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 808 



IHST-DATE CM ECS 
11/84 1.5M - 



OPERATING SYSTEM 
NOS 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-815 218 



INST-DATE CM ECS 
05/16/83 262K - 



OPERATING SYSTEM 
NOS 2 



APPLICATION 


PERCENTAGE 


BUSN 


030 


ENGN 


035 


OP. RESEARCH 


035 



APPLICATION 


PERCENTAGE 


ENGN 


010 


LIBRARY 


010 


SCIE 


080 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP 



IM 



SR 



MR. DAN SCOTT 

HEAD OF COMPUTER SCIENCE DIV. 



MS. ELAINE MC SNAIN 
OPERATING SYSTEMS SPECIALIST 



MR. MITCHELL LONGLEY 
OPERATING SYSTEMS SPECIALIST 



PHONE 


Nl-QTY 


512-835-3474 


1 


512-835-3457 





512-835-3469 






INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. IAN ASHLEY 

COMPUTER CENTRE MANAGER 



(03) 235 1555 



NL-QTY 
1 



21 



22 



ECODU/VIH MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: ASC 
PRIMARY USER GROUP: VIM 

NAME: AEROSPACE CORPORATION 



STATUS CODE (VIM ): VN CHANGED: 
STATUS CODE(ECODU): PRI-INDUSTRY: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-COOE: 



P.O. BOX 92957 

M 1/039 

LOS ANGELES 

CALIFORNIA 

USA 



90009 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 


170-815 


723 


CYBER 


170-825 


633 


CYBER 


170-835 


625 


CYBER 


176-421 


217 


CYBER 


178 


204 


CYBER 


180-810 


687 


CYBER 


180-830 


289 


CYBER 


180-860 


359 



INST-DATE 


CM 


ECS 


OPERATING SYS 


10/83 


262K 


- 


NOS 2.5 


01/84 


262K 


- 


NOS/BE 


03/83 


1MN 


- 


NOS/BE 


01/85 


262K 


1024K 


SCOPE 2 


12/79 


262K 


1024K 


SCOPE 2 


07/85 


2S2X 


- 


NOS/BE 


03/06 


512K 


- 


NOS 2.5 


06/87 


4MN 


- 


NOS/BE -NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST 

IM MR. F. i. BRONN 

DIRECTOR OPERATIONS DEPT MS Ml/038 



RP 



MS. LINDA T. RAVERT 
DIRECTOR-SYSTEMS PROGRAMMING 



PHONE 


NL-QTY 




1 


213-336-6016 


1 



23 



o o 



o 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ATAX 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEtVIM ): VM CHANGED: 870608 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



AUSTRALIAN TAXATION OFFICE 
SYSTEMS AND FACILITIES 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 



ADORESS-CODE: XX MAIL-COOE: 



P.O. BOX 900 

CIVIC SQUARE 

CANBERRA 

A.C.T. 

AUSTRALIA 

AA 62565 ATOCC 



2608 



CD COMPUTERS INSTALLED: 

HAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-730 407 

CYBER 170-730 529 

CYBER 180-850A 464 

CYBER 180-850 377 

CYBER 180-850 ? 



INST-DATE CM 



03/08/82 

06/21/82 

05/88 

04/86 

04/86 



ECS 



262K 524K 

262K 524K 

2000K - 

2000K - 

2000K - 



OPERATING SYSTEM 

NOS/BE 
NOS/BE 
NOS/BE 
NOS/BE 
NOS/BE 



APPLICATION 
BUSN 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATEO) 

STATUS TTl FIRST - NAME - LAST PHONE 



SR MR. H. KARMAN 

DIRECTOR SYSTEMS SOFTNARE 



RP MR. J. R. GRONDER 
ASSISTANT COMMISSIONER 



6162751384 
6162751905 



NL-QTY 

1 
1 



24 



o 



/*"- 



oo 



o 



o 



^y^ 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/03 

STATUS CODEIVIM ): VM CHANGED: 850103 
STATUS CODE(ECOOU): PRI-INDUSTRY: EDUC 



NAME: 



ACADIA UNIVERSITY 
COMPUTING CENTRE 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BAKER1 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880204 
STATUS CODE(ECOOU): - PRI-INDUSTRY: ENGN 



NAME: 



BAKER EQUIPMENT ENGINEERING CO. INC. 
INFORMATION SYSTEMS 



MAIL ADDRESS: 


ADDRESS-CI 


STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 


NOLFVILLE 
NOVA SCOTIA 
CANADA 



BOP 1X0 


CD COMPUTERS INSTALLED: 






MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


CYBER 180-830 134 


01/86 


2048K 


APPLICATION 
BUSN 
EDCN 
RESR 


PERCENTAGE 
040 
045 
005 





MAIL-CODE: 



. ECS 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



RP 



SR 



MR. ALAN T. MC ENAN 
COMPUTER CENTER DIRECTOR 



MR. 



HILLIAM 



MILDER 



902-542-2201 X414 



902-542-2201 X213 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


1716 SUMMIT AVENUE 


STREET-2: 


- 


CITY: 


RICHMOND 


STATE/POSTAL: 


VIRGINIA 23230 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 ? 



INST-DATE CM ECS 
11/01/85 32MB - 



OPERATING SYSTEM 
NOS/VE 



APPLICATION 
ENGN 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP 



SR 



IM 



IM 



MR. CARL H. CUNNINGHAM JR. 
MGR OF INFORMATION SYSTEMS 



MR. J. G. BAKER JR. 
MANAGING DIRECTOR OF GENERAL SER. 



MR. RONALD I. 
MGR OF CAD/CAM 



LONERY 



MS. VANESSA B. NILKERSON 
MANAGER OF DATA PROCESSING 



PHONE 


NL-QTY 


804-342-6893 


1 


804-342-6715 


1 


804-342-6714 


1 


804-342-6892 


1 



25 



26 



AS OF 1988/11/09 



ECOOU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: BAPl 
PRIMARY USER GROUP: VIM 

NAME: BETTIS ATOMIC POKER LABORATORY 



STATUS CODEIVIM ): VN CHANGED: 
STATUS CODE(ECOOU): PRI-INDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 



AS OF 1988/11/09 



IM 



MR. R. L. ELDER 
MANAGER-COMPUTATION LABORATORY 



412-476-6086 



IM MR. N. R. CADNELL 

MANAGER-COMPUTER SYSTEMS PROGRAMMING 412-476-5398 



MAIL ADDRESS: 




STREET: 


P.O. BOX 79 


STREET-2: 




CITY: 


NEST MIFFLIN 


STATE/POSTAL: 


PENNSYLVANIA 


COUNTRY: 


USA 


TELEX/THX: 


710 794 4811 



ADDRESS-CODE: XX MAIL-CODE: 



15122 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-720 988 
CYBER 17S 215 
CYBER 205 509 
7600 128 
7600 14 
7600 16 


10/86 
04/85 
08/09/82 


262K 

131K 

2M 

85K 

65K 

65K 


512K 

512K 
512K 
512K 


NOS 2.4.1 
SCOPE 2.1.5 
VSOS 2.1.5 
SCOPE 2.1.5 
SCOPE 2.1.5 
SCOPE 2.1.5 


APPLICATION 
SCIE 


PERCENTAGE 
100 








COMMITTEE MEMBERS 










COMMITTEE CODE NAME 






INITIALS CHAIR 


SSC DEVRIES 






RAYMOND M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME - LAST 


PHONE 


NL-QT 


IM 


MR. RAYMOND G. DEVRIES 
SENIOR SCIENTIFIC PROGRAMMER 


412-476-5413 


1 


RP 


MR. R. B. SMITH 
MANAGER-MATHEMATICS 


412-476-5874 


1 



27 



28 



CO 



^\ 



o 



o 



CO 



oo 



o 



o o 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BASOI 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870107 
STATUS CODE(ECODU): - PRI-INOUSTRY: MFG 



NAME: 



BRIGGS AND STRATTON CORPORATION 
ENGINEERING 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BANL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 870108 
STATUS CODE(ECODU): PRI-INOUSTRY: OTHS 



NAME: 



BABCOCK AND NILCOX COMPANY 
PONER COMPUTING 



MAIL ADDRESS: 

STREET: 

STREET-2: 

CITY: 



ADDRESS-CODE: XX MAIL-CODE: FC 



P. 0. BOX 702 



MILNAUKEE 



STATE/POSTAL: WISCONSIN 



53201 



COUNTRY: 
TELEX/TNX: 



USA 
2 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


1930 HI LINE DRIVE 






STREET-2: 


- 






CITY: 


DALLAS 






STATE/POSTAL: 


TEXAS 76051 






COUNTRY: 


USA 






TELEX/TNX: 









CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL- 


■NO 


INST-DATE 


CM 


ECS 


OPERATING 


SYSTEM 


CYBER 180-860 315 




12/85 


1M 


32K 


NOS 2.4.2 


LEVL 6 


CYBER 330-31 200 




12/87 


32MB 


- 


NOLS/VE 1. 


2.3 LE 


APPLICATION 




PERCENTAGE 










ENGN 




100 











INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. DENNIS L. LOCHMANN 
SR. ENGINE DESIGNER/CAE-RESEARCH 



SR MR. ROBERT K. MITCHELL 
MANAGER OF RESEARCH 



NL-QTY 



414-259-5816 



414-259-5324 



CD COMPUTERS INSTALLED 



MAIN-FRAME-TYPE SERIAL 


•NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 176 210 
CYBER 855 211 
CYBER 860 406 
CYBER 990 215 




01/72 
03/86 
11/86 
05/87 


512K 

2M 

4M 
4M 


- 


NOS/BE 

NOS 

NOS/BE -NOS/VE 

NOS/NOS-VE 


APPLICATION 
BUSN 
SCIE 




PERCENTAGE 
10 
90 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. BOBBY KIBLER 



MR. BOBBY 
V. PRESIDENT 



214-655-8682 



NL-QTY 
3 



29 



30 



c o 



f- 



r\ 



W 



CO 



o 



o 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BCS 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 850320 
STATUS CODE(ECODU): PRI-INDUSTRY: MFG 



NAME: 



BOEING COMPUTER SERVICES 
INC. 



MAIL ADDRESS: 



ADDRESS-COOE: XX MAIL-CODE: 



FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



CD COMPUTERS INSTALLED: 



MAIL STOP 71-23 

P. 0. BOX 24346 

SEATTLE 

KASHINGTON 98124 

USA 

32-9430 



MAIN-FRAME 


-TYPE 


SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 174 




831 


12/82 


262K 


_ 


NOS 


1.4 


CYBER 730 




1068 


11/81 


131K 


262K 


NOS 


2.3 


CYBER 730 




1073 


11/81 


131K 


262K 


NOS 


2.3 


CYBER 730 




936 


1 


262K 


1048K 


NOS 


2 


CYBER 750 




443 


11/85 


262K 


- 


NOS 


2.3 


CYBER 760 




408 


09/79 


262K 


205 6K 


NOS 


2.3 


CYBER 760 




412 


10/80 


262K 


205 GK 


NOS 


2.3 


CYBER 760 




442 


11/81 


262K 


- 


NOS 


2.3 


CYBER 825 




705 


10/84 


1048K 


- 


NOS 


2.1 


CYBER 825 




757 


11/84 


524K 


- 


NOS 


2.3 


CYBER 825 







03/85 


1048K 


- 


NOS 


2.1 


CYBER 835 




627 


/84 


524K 


- 


NOS 


2 


CYBER 855 




699 


07/84 


524K 


- 


NOS 


2.3 


CYBER 875 




712 


12/83 


262K 


2056K 


NOS 


2.3 


APPLICATION 


PERCENTAGE 










ENGN 






050 










OTHER 






020 










SCIE 






030 











ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
SR MR. DAVID H. HRIGHT 



MAIL ADDRESS: 



206-763-5317 



ADDRESS-CODE: XI MAIL-CODE: FC 



STREET: P.O. BOX 24346 

STREET-2: MAIL STOP 7A-22 

CITY: SEATTLE 

STATE/POSTAL: HASHINGTON 98124 

COUNTRY: USA 
TELEX/THX: 



IM MR. ARIE 

CHAIRMAN-OSC 



MAIL ADDRESS: 



BANAY 



206-763-5319 



ADDRESS-CODE: X2 MAIL-CODE: FC 



STREET: P. 0. BOX 24346 

STREET-2: 7A-35 

CITY: SEATTLE 

STATE/POSTAL: HASHINGTON 98124 

COUNTRY: USA 
TELEX/THX: 



IM 



MR. JAMES 



PRESTI 



MAIL ADDRESS: 



206-865-3608 



ADDRESS-CODE: X3 MAIL-CODE: FC 



STREET: P.. 0. BOX 24346 

STREET-2: MS 7L-24 

CITY: SEATTLE 

STATE/POSTAL: HASHINGTON 98124 

COUNTRY: USA 
TELEX/THX: 



INSTALLATION MEMBER (AODRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. BRYON STEVENSON 

206-865-5059 



NL-QTY 



31 



32 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: BEKC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 870114 
STATUS COOE(ECODU): - PRI-INOUSTRY: 



NAME: 



ALLIED CORPORATION 
BENDIX K.C. DIVISION 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: 8ELPA 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE (VIM ): VN CHANGED: 870518 
STATUS CODE(ECODU): - PRI-INDUSTRY: UTl 



BELL OF PENNSYLVANIA 
COMPUTER OPERATIONS 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



P. 0. BOX 1159 

M845 

KANSAS CITY 

MISSOURI 

USA 

910-771-2151 



S4141 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/THX: 



ADDRESS CODE : XX 
1101 NEST MONTGOMERY AVENUE 



PHILADELPHIA 
PENNSYLVANIA 
USA 



19122 



MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING 


CYBER 174 


801 


10/77 


131K 


500K 


SCOPE 3.3 


CYBER 815 


761 


05/84 


1000K 


- 


NOS/VE 


CYBER 835 


619 


11/82 


2000K 


- 


NOS 


CYBER 855 


205 


09/84 


2000K 


- 


NOS 


CYBER 860 


343 


11/85 


4000K 


- 


NOS 


CYBER 990 


108 


01/86 


4000K 


- 


NOS/VE 


APPLICATION 


PERCENTAGE 








CAD/CAM 




060 








ENGN 




030 








SCIE 




010 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



SR 



MR. JAMES E. BOYLE 
SUPV. TECHNICAL SYSTEMS 

MR. ROGER D. TISCH 
SR. STAFF SYSTEMS PROGRAMMER 



816-997-4773 
816-997-4758 



Nl-OTY 
2 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 180-860A 326 

CYBER 180-860A 445 

CYBER 180-860A 447 

CYBER 180-860 776 

CYBER 180-870A 451 



INST-DATE CM 



01/87 

01/87 

01/87 

10/01/86 

01/87 



APPLICATION 
BUSN 



PERCENTAGE 
100 



ECS 



3200 



OPERATING SYSTEM 

NOS -NO 

NOS-NOS/VE 

NOS-NOS/VE 

NOS-NOS/VE 

NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. CHARLES H. BYRNE 
DATA SYSTEMS TECHNICAL SUPPORT 



215-978-1587 



NL-QTY 

1 



33 



34 



o o 



v. 



oo 



oo 



o 



o 



o 



o o 



ECODII/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BGEC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODE (VIM ): VM CHANGED: 850320 
STATUS COOE(ECODU): - PRI-INDUSTRY: UTL 



NAME: 



BALTIMORE GAS S ELECTRIC CO. 
INFORMATION SYSTEMS OEPT. 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BGEFCM 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880518 
STATUS CODE(ECODU): - PRI-INDUSTRY: UTL 



NAME: 



BALTIMORE GAS AND ELECTRIC COMPANY 
FUEL CYCLE MANAGEMENT 



L ADDRESS: 


ADDRESS-CODE 


STREET: 


7309 NINDSOR MILL RD. 


STREET-2: 


- 


CITY: 


BALTIMORE 


STATE/POSTAL: 


MARYLAND 21207 


COUNTRY: 


USA 


TELEX/THX: 


- 



XX MAIL-CODE: 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: LUSBY 

STATE/POSTAL: MARYLAND 

COUNTRY: USA 

TELEX/TNX: 301-2B0-4498 



CALVERT CLIFFS NUCLEAR PONER PL 



20657 



CD COMPUTERS INSTALLED: 



MAIN-FRAME 


-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170- 


730 


952 


11/82 


262K 


_ 


NOS/BE 


CYBER 170- 


730 


981 


11/82 


262K 


- 


NOS/BE 


SYSTEM 17 




1561 


11/82 


64K 


- 


MSOS 5 


SYSTEM 17 




1602 


11/82 


64K 


- 


MSOS 5 


SYSTEM 17 




1624 


11/82 


64K 


- 


MSOS 5 


SYSTEM 17 




808 


11/82 


64K 


- 


MSOS 5 


SYSTEM 17 




815 


11/82 


64K 


- 


MSOS 5 


SYSTEM 17 




821 


11/82 


B4K 


- 


MSOS 5 


APPLICATION 


PERCENTAGE 








PROC. 


CONTROL 


100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. ROBERT F. HEMLER 



MR. ROBERT F. 
PROGRAMMER ANALYST 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 430 




03/02/87 


16MB 


- 


NOS. NOS/VE 


APPLICATION 




PERCENTAGE 








ENGN 




100 









INSTALLATION MEMBER (AODRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. ROBERT H. BEALL 

301-260-4018 



NL-QTY 



301-298-9167 



NL-QTY 

1 



36 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BIO 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 8S0110 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



BEDFORD INSTITUTE OF OCEANOGRAPHY 
DEPARTMENT OF FISHERIES AND OCEANS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BMI 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: 



BATTELLE MEMORIAL INSTITUTE 
COMPUTER CENTER 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/THX: 


FED. GOVERNMENT 
P.O. BOX 1006 
DARTMOUTH 
NOVA SCOTIA 
CANADA 
01931552 


OF CANADA 
B2Y 4A2 




CD COMPUTERS INSTALLED: 








MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM ECS 


OPERATING SYSTEM 


CYBER 840 349 


11/04/88 


16MB - 


NOS 


APPLICATION 
SCIE 


PERCENTAGE 
100 







INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



NL-QTY 



MR. DAVE PORTEOUS 

HEAD COMPUTING SERVICES 



SR 



MR. GARY COLLINS 

SUPERVISOR SUPPORT SERVICES 



902 426-2452 
902-426-8812 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



505 KING AVENUE 

COLUMBUS 
OHIO 
USA 
2 



43201 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 



ECS 



OPERATING SYSTEM 



CYBER 170-815 


7 


12/83 


1M 


- " 


NOS-NOS/VE 


CYBER 180-855 


129 


10/83 


1M 


- 


NOS-NOS/VE 


CYBER 74 


120 


10/79 


131K 


1000K 


NOS/BE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP 



SR 
IM 
IM 



MR. ALBERT L. SIEGEL 

MGR. -COMPUTING 8 TELECOMM. CENTER 

MR. THOMAS BEERMAN 
DIR. -COMPUTER 8 INFORM. DEPT. 

MR. NILLIAM NELCH 
MANAGER SYSTEMS SUPPORT 



LIBRARIAN 



COMPUTER CENTER 



PHONE 


NL-QTY 


614-424-5557 


1 


C14-424-772S 


1 


614-424-7155 


1 


„ 


2 
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ECDDU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BNDCR 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COOEfVIM ): VM CHANGED: 870508 
STATUS CODE(ECODU): - PRI- INDUSTRY: OTHS 



NAME: 



BANCO NAL DE CREDITO RURAL SNC 
SU80IR. GRAL. ORG. E INFORMATICA 



ECODU/YIM MEMBERSHIP RECORD 
INSTALLATION CODE: BOPA 
PRIMARY USER GROUP: VIM 

NAME: BELL OF PENNSYLVANIA 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 
STATUS COOE(ECODU): PRI-INDUSTRY: 



NAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


MOTOLINIA 11 




STREET-2: 


- 




CITY: 


MEXICO CITY 




STATE/POSTAL: 


OF 


OBOOO 


COUNTRY: 


MEXICO 




TELEX/TNX: 


- 





XX MAIL-CODE: FC 



MAIL ADDRESS: 


ADDRESS 


STREET: 


1818 MARKET ST. 


STREET-2: 


17TH FLOOR 


CITY: 


PHILADELPHIA 


STATE/POSTAL: 


PENNSYLVANIA 19103 


COUNTRY: 


USA 


TELEX/TNX: 





MAIL-CODE: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180 810 A 1 


04/01/8B 


512K 


- 


NOS 


CYBER 180-810 B 13 


06/15/86 


25 6K 


- 


NOS 


APPLICATION 


PERCENTAGE 








BUSN 


025 








CIVF 


025 








ENVA 


025 








FINC 


025 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
IM 



MR. ACT. MARIO PAEZ 
MGR. SYSTEMS DEVELOPMENT 

SR MR. FRANCISCO X. TREVINO 
MGR. INFORMATICS DEVELOPMENT 

IM MR. JOSE L. HERNANDEZ 
DEPT. HEAD TECH. SUPPORT 

IM MR. MAT. JORGE A. GUERRA 
MGR. DP AND TECH SUPPORT 

RP MR. RICARDO CORTES REBOLLEDO 

SUBDIR. GRAL. ORG. E INFORMATICA 



PHONE 
5217171 



NL-QTY 



5102393/51102555 

5217096 

5218326 

510-2391/5127865/5125 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 180-860 445 

CYBER 180-860 451 

CYBER 180-860 776 

CYBER 180-870 447 



INST-DATE CM 

02/16/87 IBM 

02/15/87 16M 

10/28/85 16M 

02/15/87 16M 



ECS 



OPERATING SYSTEM 

NOS-NOS/VE 
NOS-NOS/VE 
NOS-NOS/VE 
NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. ROBERT H. COOK 
SYSTEMS ANALYST-MANAGER 



215-466-8357 



NL-QTY 
3 



39 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BPA 
PRIMARY USER GROUP : VIM 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 8S0120 
STATUS CODE(ECODU): - PRI-INDUSTRY: UTL 



NAME: BONNEVILLE PONER ADMINISTRATION 
SYSTEM OPERATIONS 



ECODU/VIM MEMBERSHIP RECORO 
INSTALLATION CODE: BSU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 871112 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



NAME: 



BOISE STATE UNIVERSITY 
CENTER FOR DATA PROCESSING 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



5411 HIGHHAY 99 

P. 0. BOX 491 - OGRG 

VANCOUVER 

NASHINGTON 98663 

USA 



MAIL ADDRESS: 




STREET: 


1910 ! 


STREET-2: 


- 


CITY: 


BOISE 


STATE/POSTAL: 


IDAHO 


COUNTRY: 


USA 


TELEX/TNX: 


- 



ADDRESS-CODE: XX MAIL-CODE: FC 



1910 UNIVERSITY DRIVE 



83725 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 180-830 ? 
CYBER 180-830 ?? 



? 1M 

04/01/88 1M 



APPLICATION 
PROC. CONTROL 100 



PERCENTAGE 
00- 



ECS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 



OPERATING SYSTEM 



NOS 
NOS 



RP 



MR. BRIAN G. HANNEMAN 
CHIEF-SUPERVISORY CONTROL SOFTNARE 



MR. NEAL SHERRY 

CHIEF-DATA SYSTEMS HARDNARE 



OGRK 



PHONE 


NL-QTY 


206-690-2310 


1 


206-690-2292 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 349 



INST-DATE CM 
05-05-86 



APPLICATION 
PLATO 



PERCENTAGE 
100 



ECS 
8MB 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

RP MR. BRUCE A. CARTER 
DEVELOPMENT COORDINATOR 



IM MS. CHRISTINE HURST 
USER SERVICES MANAGER 



IM MS. DIANE CLAYTON 
USER SERVICES CONSULTANT 



OPERATING SYSTEM 
NOS 2.5.2 



SR MR. GREG JAHN 

SENIOR SYSTEMS PROGRAMMER 



PHONE 


NL-QTY 


208-385-1250 


1 


208-385-1295 


1 


208-385-3268 


1 


208-385-3891 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BUCC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 88041S 
STATUS COOE(ECOOU): PRI-INOUSTRY: EDUC 



NAME: BRADLEY UNIVERSITY 
COMPUTING SERVICES 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BUMET 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEtVIM ): VM CHANGED: 881107 
STATUS CODE(ECODU): VM PRI-INOUSTRY: OTHS 



NAME: 



BUREAU OF METEOROLOGY 
COMMUNICATIONS AND COMPUTING 



MAIL ADDRESS: 



MORGAN HALL 



STREET: 

STREET-2: 

CITY: PEORIA 

STATE/POSTAL: ILLINOIS 

COUNTRY: USA 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



61 625 



MAIL ADDRESS: 



ADDRESS-COOE: XX MAIL-CODE: FC 



P.O. BOX 1289K 



STREET: 

STREET-2: 

CITY: MELBOURNE 

STATE/POSTAL: VICTORIA 

COUNTRY: AUSTRALIA 

TELEX/TNX: AA 30S64 



3001 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-OATE CM ECS OPERATING SYSTEM 



CYBER 830 
CYBER 930 



272 



12/85 
07/88 



1EM 
32M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP MR. JEFF HIBBARD 



NOS 

NOS/VE 



1M 



IM 



SR 



MR. JOEL 



DR. MIKE 



DR. HARREN 



HARTMAN 



YOHE 



MCREYNOLDS 



PHONE 


NL-QTY 


309-677-29BO 


1 


309-677-3100 





309-677-2949 





309-677-2959 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS 

ETA 10P - 6/88 32K 64K 

INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



OPERATING SYSTEM 
VSOS 



STATUS 


TTL FIRST - 


NAME 


- LAST 


PHONE 


NL-QTY 


IM 


MR AL 
COMP CENT MGR 




EBENREUTER 


03-669-4309 


1 


IM 


MR BRYANT 
RESEARCH SCI 




MCAVANEY 


03-669-4303 


1 


RP 


MR JOHN 
SUPT 




HENDERSON 


03-669-4303 


1 


SR 


MR ROBERT 
SOFTNARE SUPPORT 


THURLING 


0-3-669-4303 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CADRE 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): 
STATUS CODE(ECODU): 



NAME: 



AIR UNIVERSITY 

AIR FORCE NARGAMING CTR. 



CHANGED: 850725 
PRI-INDUSTRY: GOVT 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CAI 
PRIMARY USER GROUP: VIM 

NAME: CENTURY ANALYSIS INC 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 870720 
STATUS COOE(ECODU): - PRI-INDUSTRY: ENGN 



MAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


BLDG. 1406 




STREET-2: 


- 




CITY: 


MAXNELL AFB 




STATE/POSTAL : 


ALABAMA 


36112 


COUNTRY: 


USA 




TELEX/TNX: 


- 





XX MAIL-CODE: FC 



MAIL ADDRESS: 



ADDRESS-CODE: XX NAIL-CODE: FC 



114 CENTER AVENUE 



STREET: 

STREET-2: 

CITY: PACHECO 

STATE/POSTAL: CALIFORNIA 

COUNTRY: USA 

TELEX/TNX: 910-481-3011 



94553 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-OATE 


CM EC 


S OPERATING 


CYBER 180-850 ? 




09/85 


16M 


NOS-NOS/VE 


CYBER 180-860 ? 




09/85 


32M 


NOS-NOS/VE 


APPLICATION 




PERCENTAGE 






EDUC 




100 







INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



SR 



MR. GARRY T. LEE 
CHIEF-DATA BASE MANAGEMENT 



MR. JAMES L. NOLFE 
CHIEF-SYSTEMS SOFTNARE BR. 



PHONE 


NL-QTY 


205-293-5011 


1 


205-293-5011 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 434 



INST-DATE CM 
03/07/87 16M 



ECS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 
SR 



MR. LEONARD G. LAFRANCE 
EXECUTIVE VICE PRESIDENT 



415-680-7800 



OPERATING SYSTEM 
NOS/VE 

NL-QTY 

1 



MR PAT STACK 

VICE PRESIDENT RESEARCH 8 DEVELOPMEN 415-680-7800 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CAMOS 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 851017 
STATUS CODE(ECODU): - PRI-INDUSTRV: EOUC 



NAME: CAMOSUN COLLEGE 

COMPUTER BASED EDUCATION 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CAPU 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 840731 
STATUS CODEIECODU): - PRI-INDUSTRY: 



CAPITAL UNIVERSITY 
COMPUTER CENTER 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


STREET: 


4461 INTERURBAN ROAD 




STREET-2: 


- 




CITY: 


RR3 VICTORIA 




STATE/POSTAL: 


B. C. V8X 3X1 




COUNTRY: 


CANAOA 




TELEX/TNX: 


- 





MAIL-CODE: FC 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


E. MAIN STREET 


STREET-2: 


- 


CITY: 


COLUMBUS 


STATE/POSTAL: 


OHIO 43209 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-810 177 



INST-DATE CM 
03/25/85 8K 



ECS 



OPERATING SYSTEM 
NOS 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 180-815 
CYBER 18-5M 



753 
3008 



04/16/84 
04/16/84 



26 6K 
1BK 



ECS 
768K 



OPERATING SYSTEM 



NOS 
200UT-EMVL. 



APPLICATION 
ICEM 
PLATO 



PERCENTAGE 
050 
050 



APPLICATION PERCENTAGE 
EDUCATION/PLATO/ACA 100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



RP 



DR. IAIN COOKE 

MGR. COMPUTER BASED EDUCATION 



SR MR. JOHN ONEN 

DEVELOPMENT OFFICER-C.B. E. 



606-479-7141 X455 



606-479-7141 X455 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

RP DR. G. CLARK DEHNE 
DIRECTOR COMPUTER CTR. 



SR DR. MICHAEL NEUMAN 
DIR. ACADEMIC COMPUTING 



IM DR. THOMAS GEARHART 
PROF. OF COMPUTER SCIENCE 



IM DR. VICTOR SHONALTER 
ASST. DIR. ACADEMIC COMPUTING 



PHONE 


NL-QTY 


614-236-6222 


1 


614-236-6461 


1 


614-236-6800 


1 


614-236-6816 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION COOE: CAS 
PRIMARY USER GROUP: VIM 

NAME: COMPUTER ASSOCIATES 



AS OF 1988/11/09 



STATUS CODEIVIM I: AM CHANGED: 881025 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


1950 SANTELLE BLVD 


STREET-2: 


SUITE 350 


CITY: 


LOS ANGELES 


STATE/POSTAL : 


CA 90025 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR FELIX RIVERA 



MR FELIX 
ACCOUNT MGR 



213-479-5353 



Nl-QJY 

1 



n 



n. 



*» THIS PAGE INTENTIONALLY LEFT BLANK *• 
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ECODU/VIN MEMBERSHIP RECORD 
INSTALLATION CODE: CCATM 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM I: VM CHANGED: 880720 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



TRADE MARK INFORMATICS CENTRE 
CONSUMER a CORPORATE AFFAIRS 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 50 VICTORIA ST PLACE DU PORTAGE 

STREET-2: PHASE 1 BTH FLDOR ZONE S 

CITY: HULL 

STATE/POSTAL: QUEBEC K1A-0C9 

COUNTRY: CANADA 

TELEX/TNX: 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


•NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 930 278 




03/01/88 


32M 


- 


NOS/VE 1.2.3/688 


APPLICATION 
BUSH 
GOVT 
TRADE MARKS 




PERCENTAGE 
00- 

00- 
00- 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 
RP 


TTL FIRST - NAME ■ 

MR. CHRIS 
ASSISTANT DIRECTOR 


■ LAST 
MCDERMOTT 


PHONE 
819-997-2060 


Nl-QTY 

1 


IN 


MR. HENRY 
PROGRAMMER/ANALYST 


SCHRAMA 


819-953-4745 


1 


IM 


MR. JERRY 
PROGRAMMER/ANALYST 


MCGREGOR 


819-953-4744 


1 


SR 


MR. JAMES C. C. 


MA 








MANAGER EDP TECHNICAL SUPPORT 


819-953-4743 


1 



ECODU/VIM MEMBERSHIP RECORD 
MAIL ADDRESS: 



AS OF 1988/11/09 

ADDRESS-CODE: XI 



MAIL-CODE: FC 



STREET: 50 VICTORIA ST. PLACE DU PORTAG 

STREET-2: PHASE 1 13TH FLOOR ZONE 7 

CITY: HULL 

STATE/POSTAL: QUEBEC K1A-0C9 

COUNTRY: CANADA 

TELEX/THX: 0533694 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CCIN 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COPE (VIM ): VM CHANGED: 860919 
STATUS CODE(ECODUI: PRI-INDUSTRY: 



NAME: NATIONAL NATER RESEARCH INSTITUTE 
CANADA CENTRE FOR INLAND HATERS 
PAID 9- 18-86 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CCS 
PRIMARY USER GROUP: ECODU 

NAME: CENTRO DE CALCULO DE SABADELL S.A. 



AS OF 1988/11/09 

STATUS CODE (VIM I: VM CHANGED: 880210 
STATUS COOE(ECODU): CA PRI-INDUSTRY: 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



P.O. BOX 5050 



STREET: 

STREET-2: 

CITY: BURLINGTON 

STATE/POSTAL: ONTARIO 

COUNTRY: CAHADA 

TELEX/THX: 



L7R 4AB 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: SU 



CTRA. RIPOLLET A SANTIGA 
STA MA DE 8ARBERA 
BARCELONA 

SPAIN 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 407 



CD COMPUTERS INSTALLED: 



INST-DATE CM ECS 
02-06-87 16MB - 



APPLICATION 


PERCENTAGE 


ADMN 


10 


SCIE 


90 



OPERATING SYSTEM 
NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHOHE 



RP MR. H. C. PULLEY 
HEAD, COMPUTER SERVICES 

SR MR. ROBERT A. DUFFIELD 

HEAD COMPUTER 8 PROGRAMMING SVCS 



416-637-4209 



NL-QTY 

1 
1 



MAIH-FRAME-TYPE SERIAL- 


-NO 


INST-DATE 


CM 


ECS 


OPERATING ! 


CYBER 172 ? 
CYBER 173 ? 




02/82 
02/82 


19GK 
2S6K 


- 


NOS/BE 1.4 
NOS/BE 1.4 


APPLICATION 
BUSN 
EHGH 




PERCENTAGE 
097 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STA 
RP 

SR 

IM 



TTL FIRST - NAME 


- LAST 


PHONE 


NL-QTY 


MR. CASIMIR 
DIRECTOR TECNICO 


ALONSO 


7181699 


1 


MR. JOAN 
SYSTEMS ANALYST 


CANAL 


7181699 


1 


MR. J. A. 


DIAZ 




1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CDSSE 
PRIMARY USER GROUP: VM 



AS OF 1988/11/09 



STATUS CODE (VIM ): AM CHANGED: 880204 
STATUS CODE(ECODU): - PRI-INDUSTRY: 



NAME: CONSOLIDATED DATA SERVICES INC. 
SOFTNARE EDUCATION 
ASSOCIATE 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CDNR 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VN CHANGED: 821130 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: 



CALIFORNIA DEPT. OF NATER RESOURCES 
COMPUTER SYSTEMS OFFICE ROOM 715 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-COOE: FC 



STREET: 800 NASHINGTON SE 

STREET-2: MINNEAPOLIS 

CITY: MINNESOTA 

STATE/POSTAL: 55414 

COUNTRY: USA 
TELEX/TNX: 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. EUGENE ALLRED 



MR. EUGENE 
PRESIDENT 



612-378-3212 



Nl-QTY 

1 



MAIL ADDRESS: 


ADDRESS-CODE: XX MAIL-CODE 


STREET: 


1416 9TH STREET 


STREET-2: 


P. 0. BOX 942836 


CITY: 


SACRAMENTO 


STATE/POSTAL: 


CALIFORNIA 943260001 


COUNTRY: 


USA 


TELEX/TNX: 




CD COMPUTERS INSTALLED: 




MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE CM ECS OPERATING : 


CYBER 170-720 969 


10/81 262K NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



IM MR. CHRIS NAVARRETE 
SOFTNARE SPECIALIST 



Nl-QTY 



IN MR. D. GREVE 

MGR. SYSTEMS ANAL, a PROG. 



RP MR. GUY FRANKLIN 

SOFTNARE SPECIALIST 



916-445-9047 



916-445-9047 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: CE 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEtVIM ): VM CHANGED: 870227 
STATUS CODE(ECODU): PRI-INDUSTRY: OTHS 



ECODU/VtM MEMBERSHIP RECORD 
MAIL ADDRESS: 



AS OF 1988/11/09 
ADDRESS-CODE: 



XI MAIL-CODE: FC 



NAME: COMBUSTION ENGINEERING, INC. 
ENGINEERING COMPUTER SERVICES 



STREET: 680-LA01 

STREET-2: 100 LAMBERTON ROAD 

CITY: NINDSOR 

STATE/POSTAL: CONNECTICUT 0609S 

COUNTRY: USA 
TELEX/THX: 



MAIL ADDRESS: 

STREET: 

STREET-2: 

CITY: 



ADDRESS-CODE: XX MAIL-CODE: 



100 LAMBERTON RD. 



NINDSOR 



STATE/POSTAL: CONNECTICUT 



06095 



COUNTRY: 
TELEX/THX: 



USA 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM ECS 


OPERATING SYSTI 


CYBER 180-85S 131 
CYBER 180-990E 209 




02/84 
12/88 


209SK - 
4192K - 


NOS 2 
NOS 2 


APPLICATION 
ENGN 
SCIE 




PERCENTAGE 
090 
010 







INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP 



IN 
IM 
IM 



MR. ARTHUR P. TRANTOLO 

MANAGER ENGINEERING COMPUTER SERVICE 203-285-9743 

DR. P. E. ROHAN 9492-2403 
MGR. COMPUTER ANALYSIS 



MR. ROBERT C. KIRKMAN 
SR. CONSULTING ENGINEER 



MR. A. TRANTOLO 

MGR. SYSTEMS PROGRAMMING 



203-888-1911 X4371 



Nl-QTY 
2 

1 
1 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CEAT 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): VN CHANGED: 820917 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



COMMISSARIAT DE I ENERGIE ATOMIQUE 
ETABLISSEMENT "T" 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CEAN 
PRIMARY USER GROUP: ECODU 



NAME: 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 860728 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



CEA LIMEIL 

MATHEMATIQUE5 APPLIQUEES 



MAIL AODRESS: 




STREET: 


B.P.7 


STREET-2: 




CITY: 


COURTRY 


STATE/POSTAL: 




COUNTRY: 


FRANCE 


TELEX/TNX: 





ADDRESS-CODE: XX MAIL-CODE: 



77181 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


B. P. 27 


STREET-2: 


- 


CITY: 


VILLENEUVE-SAINT-GEORGES 


STATE/POSTAL: 


94190 


COUNTRY: 


FRANCE 


TELEX/TNX: 


204228F 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYP! 


: SERIAL 


•NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-810 


240 




12/8S 


1M 


_ 


NOS 2.5.1 


CYBER 180-840 


372 




01/87 


2M 


- 


NOS/BE 1.5 


CYBER 180-860 


400 




07/87 


4M 


- 


NOS/BE-NOS/VE 


APPLICATION 




PERCENTAGE 








SCIE 















MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM ECS 


OPERATING SYSTEM 


CYBER 180-810 ? 
CYBER 180-860 392 
CYBER 180-870A 382 




? 

05/86 

03/86 


1024K - 
2048K - 
409 6K - 


NOS 

NOS/BE 

NOS/BE-DUAL STAT 


APPLICATION 
SCIE 




PERCENTAGE 
100 







INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP MR. D. HERBIN 



SR 



MR. D. 

CHEF DE SECTION 



MR. J. 
SYSTEMS ANALYST 



HARRAR 



PHONE 


NL-QTY 


33 1 4868 8413 


1 


33 1 4868 8688 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. CLAUDE LECOEUVRE 
CHEF DE SERVICE ADJOINT 



33 1 45 95 67 85 



NL-QTY 

1 
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60 



ECOOU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: CENPES 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 871112 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



NAME: PETROBRAS/CENPES 

CENPES/SUAPO/SEPROC 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CF 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 841214 
STATUS CODE(ECODU): PRI-INDUSTRY: OTHS 



NAME: 



GENERAL DYNAMICS 

DATA SYSTEMS DIVISION CENTRAL CENTER 



MAIL ADDRESS: 



ADDRESS-CODE: XX 
CIDADE UNIVERSITARIA QUADRA 7 



MAIL-CODE: AV 



STREET: 

STREET-2: 

CITY: RIO DE JANEIRO 

STATE/POSTAL: - 21910 

COUNTRY: BRAZIL 

TELEX/TNX: 02131219 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: MAIL ZONE 1182 

STREET-2: P.O. BOX 748 

CITY: FORT NORTH 

STATE/POSTAL: TEXAS 76101 

COUNTRY: USA 

TELEX/TNX: 758231 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-840 0331 



INST-OATE CM ECS 
32MB - 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



OPERATING SYSTEM 
NOS-NOS/VE 



STATUS 


TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


RP 


MR. FREDERICO PERE LAIER 
GEOLOGYST 


033550215986140 


1 


SR 


MR. JOSE LUIZ DE STOLLER 
SYSTEM SUPPORT ANALYST 


033550215986140 


1 


IM 


MR. RAQUEL DAMASCE FRANCA 
SYSTEM SUPPORT ANALYST 


033550215986140 


1 



CD COMPUTERS INSTALLED: 












NAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-8SS 262 




01/85 


2M 




NOS 


APPLICATION 




PERCENTAGE 








SCIE 




100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. MILTON H. PITTMAN 
CHIEF CYBER/CRAY SYSTEMS 



817-777-3102 



NL-9TY 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CFSSU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 860219 
STATUS CODE(ECODU): - PRI-INDUSTRY: GOVT 



NAME: CFSS UPGRADE PROJECT 
NATIONAL DEFENCE HQ 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CHGE 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 871230 
STATUS CODE(ECODU): PRI-INDUSTRY: UTL 



NAME: CENTRAL HUDSON GAS & ELECTRIC CORP. 
ENERGY CONTROL COMPUTER SECTION 



MAIL ADDRESS: 




STREET: 


NATIONAI 


STREET-2: 


- 


CITY: 


OTTANA 


STATE/POSTAL: 


ONTARIO 


COUNTRY: 


CANADA 


TELEX/TNX: 


- 



ADDRESS-CODE: XX MAIL-CODE: FC 



NATIONAL DEFENCE HEADQUARTERS 



K1A 0K2 



CD CONPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-82S 298 



INST-DATE CM 
08/15/84 1M 



ECS 



APPLICATION 
APPl. PROTOTYPING 
DATA BASE MODELLING 



PERCENTAGE 
OSO 
050 



OPERATING SYSTEM 
NOS 2.2 



MAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


- 






STREET-2: 


284 


SOUTH AVENUE 




CITY: 


POUGHKEEPSIE 




STATE/POSTAL: 


NEN 


YORK 


126014879 


COUNTRY : 


USA 






TELEX/TNX: 








CD CONPUTERS INSTALLED: 








MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM El 


SYSTEM 17 1408 




12/84 


65K 


SYSTEM 17 1560 




07/80 


65K 


SYSTEM 17 1745 




12/84 


65K 


SYSTEM 17 724 




07/80 


65K 


1774 101 




06/71 


32K 


1774 7 




06/71 


32K 



XX MAIL-CODE: 



OPERATING SYSTEM 

MSOS 5.0 
MSOS 5.0 
MSOS 5.0 
MSOS 5.0 
MSOS 5.0 
MSOS 5.0 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL 



TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


MR. CHANDRAKUMAR PIPRANI 






PROJECT TECHNICAL ADVISOR 


819-997-2615 


1 


COL RALPH GENEST 






PROJECT DIRECTOR/PROJECT NGR. 


819-997-2600 


1 


MAJ RICK GROVE 






DATA CENTRE MANAGER 


819-997-3852 


1 



APPLICATION PERCENTAGE 
PONER PLANT MONITORI 067 
5CADA 033 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



IM 



RP 



IM 



TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


MR. DAVID R. NILBER 






SR. COMPUTER TECHNICIAN 


914-486-5658 


1 


MR. EDNARD H. BURNS 






SUPV. ECD COMPUTER SECTION 


914-486-5384 


1 


MR. MATHEN D. BARR 






SR. COMPUTER TECHNICIAN 


914-486-5369 


1 


MR. ROBERT D. KIMBALL 






COMPUTER TECHNICIAN 


914-486-5657 


1 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: CHIN 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870923 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



DEPARTMENT OF COMMUNICATIONS 
CANADIAN HERITAGE INFOR. NETNORK 
FORMERLY NMCIP 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAH-CODE: FC 



•• THIS PAGE INTENTIONALLY LEFT BLANK •« 



STREET: 12TH FLOOR JOURNAL TONERS SOUTH 

STREET-2: 365 LAURIER AVENUE NEST 

CITY: OTTANA 

STATE/POSTAL: ONTARIO K1A 0C8 

COUNTRY: CANADA 

TELEX/TNX: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 180-835 134 01/20/86 1500K - NOS 2-NOS/VE 



APPLICATION 
BUSN 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

IM MR. GEORGE A. REAKES 



SR MS. HELEN 



JELICH 



RP MR. ROBERT IAN DALLAS 
SOFTWARE ANALYST 



NL-QTY 

613-992-3333 1 

613-992-3333 1 

613-992-3333 1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CHRY 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 870202 
STATUS CODE(ECODU): PRI-INDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 



AS OF 1988/11/09 



NAME: 



CHRYSLER MOTORS CORPORATION 
CIMS 417-22-07 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



12000 CHRYSLER DRIVE 



HIGHLAND PARK 

MICHIGAN 

USA 



CYBER 180-880 803 
CYBER 205 521 


12/09/85 
12/15/83 


2096K 
20S6K 


NOS/BE 
VSOS 


APPLICATION 
CAD/CAM 
ENGN/SCIE 


PERCENTAGE 
080 
020 






COMMITTEE MEMBERS 








COMMITTEE CODE NAME 






INITIALS C 


SSC FAIR 






LINDA S 



CHAIR 

M 



482881118 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 


170-760 


454 


CYBER 


170-760 


472 


CYBER 


170-760 


474 


CYBER 


170-760 


501 


CYBER 


170-825 


725 


CYBER 


170-825 


727 


CYBER 


170-825 


728 


CYBER 


170-825 


730 


CYBER 


170-825 


732 


CYBER 


170-825 


737 


CYBER 


170-825 


742 


CYBER 


180-825 


764 


CYBER 


180-830 


186 


CYBER 


180-830 


601 


CYBER 


180-830 


607 


CYBER 


180-830 


611 


CYBER 


180-830 


616 


CYBER 


180-830 


620 


CYBER 


180-830 


623 


CYBER 


180-830 


628 


CYBER 


180-830 


629 


CYBER 


180-830 


658 


CYBER 


180-830 


694 


CYBER 


180-830 


696 


CYBER 


180-850A 


396 


CYBER 


180-850 


812 


CYBER 


180-855 


710 


CYBER 


180-8600 


390 


CYBER 


180-8E0A 


403 


CYBER 


180-860A 


417 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



INST-DATE 


CM 


ECS 


OPERATING SYS 


10/12/82 


262K 


524K 


NOS 


08/12/82 


262K 


209EK 


NOS/BE 


09/21/82 


262K 


524K 


NOS/BE 


01/01/83 


262K 


2096K 


NOS/BE 


01/10/84 


1048K 


- 


NOS/BE 


01/10/84 


1048K 


- 


NOS/BE 


01/10/84 


1048K 


- 


NOS/BE 


01/10/84 


1048K 


- 


NOS/BE 


01/10/84 


1048K 


- 


NOS/BE 


01/10/84 


1048K 


- 


NOS/BE 


01/10/84 


2096K 


- 


NOS/BE-NDS/VE 


07/17/84 


1048K 


- 


NOS/BE 


12/09/85 


2095K 


- 


NOS/BE 


10/08/84 


2096K 


- 


NOS/BE-HOS/VE 


10/15/84 


2096K 


- 


NOS/BE 


10/22/84 


209BK 


- 


NOS/BE 


01/11/85 


2096K 


- 


NOS/BE 


01/11/85 


2096K 


- 


NOS/BE 


12/17/84 


209EK 


- 


NOS/BE 


01/11/85 


2096K 


- 


NOS/BE 


01/11/85 


2096K 


- 


NOS/BE 


12/09/85 


2096K 


- 


NOS/BE 


12/09/85 


209 6K 


- 


NOS/BE-NOS/VE 


03/21/86 


1048K 


- 


NOS/BE 


07/01/86 


2096K 


- 


NOS/BE 


01/01/86 


209EK 


- 


NOS/BE 


10/17/84 


2096K 


- 


NOS/BE 


09/02/86 


2096K 


- 


NOS/BE 


10/09/86 


2096K 


- 


NOS/BE 


10/15/86 


2096K 


- 


NOS/BE 



IM 



IM 



IM 



IM 



IM 



RP 



SR 



MS. CAROLYN 
SYSTEMS ANALYST 



NALKER 



313-956-2809 



MR. GENE R. CROMBEZ 

SUPR. TIMESHARING 8 DATA ACQUISITION 313-956-3180 



MR. JOHN A. HIRSHEY 
SUPV. SYSTEMS SOFTNARE 8 GRAPHICS 



MR. JOHN A. LISIECKI 
SR. SYSTEMS ANALYST 



MS. LINDA S. FAIR 
SENIOR SYSTEMS ANALYST 



MR. ROBERT E. ROGERS 

SR. TELECOMMUNICATIONS SPECIALIST 



MR. NALTER F. NEGLARZ 

MGR. COMPUTER OPERATIONS 8 SYSTEMS 



MR. ROBERT F. HARMER 

MGR. COMPUTER 8 INSTR. SERVICES-P.G. 



313-956-1054 



313-252-5100 



313-956-2809 



313-956-3480 



313-956-3128 



313-475-8651 X397 



MAIL ADDRESS: 



ADDRESS-CODE: X1 MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



PROVING GROUNDS 

3700 SOUTH M52 

CHELSEA 

MICHIGAN 

USA 



48118 



67 



68 



ECODU/VIN MEMBERSHIP RECORD AS OF 1988/1 1/09 








IM 


MR. JACK S. RENFRO JR. 
CHRYSLER ELECTRONICS DIV. 






1 


MAIL 


ADDRESS: 

STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 


ADDRESS-CODE: 

CHRYSLER ELECTRONICS DIV. 

102 NYNN DRIVE 

HUNTSVULE 

ALABAMA 35805 

USA 


X2 


HAIL -CODE: 


FC 


IM 


MR. KENNETH 


C. ROCK 






1 


MAIL 


ADDRESS: 

STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 


ADDRESS-CODE: 

NEN PROCESS GEAR 

6600 CHRYSLER DRIVE 

EAST SYRACUSE 

NEN YORK 132214867 

USA 


X3 


MAIL-CODE: 


FC 



** THIS PAGE INTENTIONALLY LEFT BLANK *• 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CID 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 870226 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: 



CENTRE INFORMATIQUE DE DORVAL 
ENVIRONMENT CANADA 



ECODU/VIM MEMBERSHIP RECORD 
SR 



AS OF 1988/11/09 



MR. NEIL GARDNER 

HEAD OPERATING SYSTEMS SUPPORT 



514-683-9414 



IM 



MR. RAYMOND BENOIT 

HEAD-GRAPHICS ft COMMUNICATIONS SECTI 514-683-9416 



MAIL ADDRESS: 


ADDRESS-CODE: XX 


STREET: 


SUITE 100-NEST ISLE TONER 


STREET-2: 


2121 NO. SER.RD. TRANS CANADA H 


CITY: 


DORVAL 


STATE/POSTAL: 


QUEBEC H9P 1J3 


COUNTRY: 


CANADA 


TELEX/TNX: 


- 



MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPI 


! SERIAL-NO 


INST-DATE 


CM 


ECS OPERATING SYSTEM 


CYBER 170-730 506 
CYBER 170-730 515 
CYBER 180-810 313 
CYBER 180-810 357 
CYBER 180-830 905 
CYBER 180-830 906 
CYBER 180-930-31179 


10/81 

10/81 

01/07/86 

01/07/86 

01/07/86 

01/07/86 

04/15/87 


25 6K 
256K 

16MB. 
16MB 
16MB 
16MB 
32MB 


NOS 2.4.2 

NOS 2.4.2 

NOS/NOSVE 

NOS/HOSVE 

NOS 

NOS 

NOS/VE 


APPLICATION PERCENTAGE 
SCIE 100 






COMMITTEE MEMBERS 










COMMITTEE CODE 


NAME 






INITIALS CHAIR 


OSC 


GARDNER 






NEIL N 


SSC 


GARDNER 






NEIL M 


DCC 


BENOIT 






RAYMOND N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. IAIN FINDLETON 

CHIEF-CENTRE INFORMATIQUE DE DORVAL 



514-683-8151 



Nl-QTY 
2 



71 



72 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CIGF 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODElVIM ): VM CHANGED: 870219 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: ' VITRO CORPORATIVO S.A. 
CENTRO DE INFORMATICA 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CIGM 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODElVIM ): VM CHANGED: 
STATUS CODE(ECODU): PRI-INDUSTRY: 



CENTRE D' INFORMATION DE GESTION 
UNIVERSITE DE MONTREAL 



MAIL ADDRESS: 

STREET: 

STREET-2: 

CITY: 



ADDRESS-CODE: XX MAIL-CODE: 



APARTADO POSTAL 986 
MONTERREY 



STATE/POSTAL: NUEVO LEON 



COUNTRY: 
TELEX/TNX: 



MEXICO 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: MONTREAL 

STATE/POSTAL: QUEBEC 

COUNTRY: CANADA 

TEIEX/TNX: 



ADDRESS-CODE: 
C. P. 6128, SUCCURSALE "A" 



H3C 3J7 



XX HAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 173 
CYBER 174 
CYBER 830 
CYBER 830 



216 



05/78 



07/82 
01/86 



ECS 



196K 
256K 
1000K 
16MB 



OPERATING SYSTEM 

NOS/BE 
NOS/BE 
NOS/BE 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



FRANCISCO MARTINEZ 
GERENCIA CENTRO DE COMPUTO 



75-70-25 



NL-QTY 

1 



CD COMPUTERS INSTALLEO: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS 
CYBER 180-830 198 07/85 2096K - 

INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. JEAN-GUV BENOIT 



MR. JEAN-GUV 
DIRECTEUR 



514-343-6973 



OPERATING SYSTEM 
NOS/BE 

NL-QTY 

1 



73 



74 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CIFC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COOE(VIM ): VM CHANGED: 85020E 
STATUS COOEIECOOU): PRI-INDUSTRY: UTL 



NAME: CIA. DE LUZ Y FUERZA DEL CENTRO S.A. 
DEPTO. DE AUTOMATIZACION 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: CENTRO DE OPERACION Y CONTROL 

STREET 2: IZCOATl NO. 65 COL. TLAXPANA 

CITY: DELEG. M. HIDALGO 

STATE/POSTAL: MEXICO D.F. 11397 

COUNTRY: MEXICO 
TELEX/TNX: 



CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


1784 535 


12/13/76 


52K 


. 


MSOS 5.0 SCADA 


1784 537 


12/13/76 


52K 


- 


NSOS 5.0 SCADA 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR. ARMANDO FRAUSTO 

SUBCHIEF OF AUTOMATION IN PROJECTS 905-535-7370 

RP MR. RUPERTO qtilNTERO 

SUBCHIEF OF AUTOMATION IN OPERATION 905 54G-5385 



NL-QTY 



75 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CNES 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE! VIM ): VM CHANGED: 880203 
STATUS CODE(ECODU): VM PRI-INDUSTRY: GOVT 



NAME: 



CENTRE NATIONAL D ETUDES SPATIALES 
DTI/MIS 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


18 AV. EDOUARD BELIN 


STREET-2: 




CITY: 


TOULOUSE CEDEX 


STATE/POSTAL: 


F-31055 


COUNTRY: 


FRANCE 


TELEX/TNX: 


531081 F 



XX MAIL-CODE: 



SU 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL -NO 


INST-BATE 


CM 


ECS OPERATING SYS 


CYBER 170-750 
CYBER 170-750 
CYBER 180-810 
CYBER 180-830 
CYBER 180-990 


441 

445 

?01/87 

? 

118 


10/80 

11/80 

32MB 

08/87 

08/8B 


25 6K 
25 BK 

16MB 
B4MB 


NOS/BE 
2000K NOS/BE 
NOS/NO NOS/BE 

NOS/BE 

NOS/BE-NOS/VE 


APPLICATION 
SCIE 


PERCENTAGE 






COMMITTEE MEMBERS 










COMMITTEE CODE 


NAME 






INITIALS CHAIR 


EPLAN 


DARGENT 






A. N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME - LAST 


PHONE 


Nl-QTY 


RP 


MR. A. DARGENT 
DEPUTY DIRECTOR DTI/DA 


(33) 81 27 4023 


1 


IM 


MR. D. GRAS 
SYSTEM ANALYST-DTI/PDS/TO 


(33) 81 27 4007 


1 


IM 


MR. GERARD ROUX 
DEPUTY MANAGER-DTI/MIS 


(33) 61 27 4430 


2 



77 



CO 



ECOOU/VIM MEMBERSHIP RECORO 



IM MR. G. SANS 

SYSTEM ANALYST-OTI/TL 



IM 
SR 



MR. M. 
MANAGER MIS 



AS OF 1988/11/09 

(33) 81 27 4021 
(33) 81 27 4332 



NINTERHOLER 



MR. P. A. MOREAU 

SYSTEM MANAGER-DTI/MIS/LS (33) 81 27 4025 



78 



W W 



oo 



o 



o 



o 



ECODU/VIM MEMBERSHIP RECORD 

INSTALLATION CODE: CONO 

PRIMARY USER GROUP: VIM 

NAME: CONOCO, INC. 
UTL 



AS OF 1988/1 VOS 

STATUS CODE! VIM ): VH CHANGED: 880106 
STATUS CODE(ECODU): PRI-INDUSTRY: PET 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CPCL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM I: AM CHANGED: 880204 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



NAME: COMPUTER PERFORMANCE CONSULTING LTD. 
CYBER SYSTEMS 
ASSOCIATE 



MAIL ADDRESS: 

STREET: 

STREET-2: 

CITY: 



ADDRESS-CODE: XX MAIL-CODE: FC 



P. 0. BOX 1267 
216 PARK BUILDING 
PONCA CITY 



STATE/POSTAL: OKLAHOMA 



74B03 



COUNTRY: 
TELEX/THX: 



USA 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: BRAMPTON 

STATE/POSTAL: ONTARIO 

COUNTRY: CANADA 

TELEX/TNX: 



ADDRESS-CODE: XX 
52 PANORAMA CRESCENT 



MAIL-CODE: FC 



LBS 3T9 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 815 
CYBER 8B5 
CYBER 865 
CYBER 990 



346 

707 
715 
115 



INST-DATE CM 



ECS 



OPERATING SYSTEM 



04/84 1000K - NOS 2.5.1 

09/83 768K 1000K NOS 2.5.1 

11/83 768K 1000K NOS 2.5.1 

06/29/86 1000K - NOS 2.5.1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. FRANCIS N. GHENG 



NL-QTY 



MR. FRANCIS H. 
VICE PRESIDENT 



416-791-7256 



APPLICATION PERCENTAGE 
DATA PROC.a RESEARCH 100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR. DAVID R. BRYAN 



RP 



MR. DAVID R. 
SR. ANALYST 



MR. TERRY L. 
SUPERVISOR 



NHITESIDE 



405-767-2745 



405-767-6356 



NL-QTY 

1 
1 



80 



ECODU/VIM NENBERSHIP RECORD 
INSTALLATION CODE: CPD 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 821221 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: 



CENTRO TEC. AEROESPACIAL 
INSTITUTO DE ESTUDOS AVANCADOS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CPSU 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850725 
STATUS CODE(ECODU): - PRI-INOUSTRY: EDUC 



CALIFORNIA POLYTECHNIC STATE UNIV. 
COMPUTER CENTER 



MAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


ROD. TAMOIOS 




STREET-2: 






CITY: 


SdCAMPOS 




STATE/POSTAL: 


SP 




COUNTRY: 


BRAZIL 




TELEX/TNX: 







XX MAIL-CDOE: 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



COMPUTER SERVICES 



STREET: 

STREET-2: 

CITY: SAN LUIS OBISPO 

STATE/POSTAL: CALIFORNIA 93407 

COUNTRY: USA 

TELEX/TNX: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-750 478 



INST-DATE CM ECS 
10/81 262K 262K 



OPERATING SYSTEM 
NOS 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-730 1031 



INST-DATE CM ECS 
07/05/81 262K 



OPERATING SYSTEM 
NOS 



APPLICATION 
BUSN 
SCIE 



PERCENTAGE 
010 
090 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. CLAUDIO SONNENBURG 
MANAGER COMPUTING CENTER 



Nl-QTY 
0123-225011 X375 2 



APPLICATION 
EDUC 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR 



RP 



MR. GEORGE 
MANAGER 



MR. JOHN H. 
SYSTEM SUPPORT 



NESUUND 
BURDETT 



805-75S-2516 
805-756-2593 



NL-QTY 
1 
1 



81 



82 



o o 



c 



\ 



c 



N 



o 



r 
W 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CRNL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COD£(VIM ): VM CHANGED: 850218 
STATUS CODE(ECODU): PRI-INDUSTRV: ENR 



NAME: ATOMIC ENERGY OF CANADA LTD. 

CHALK RIVER NUCLEAR LABORATORIES 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CSCB 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880108 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



CALIFORNIA STATE UNIV.-BAKERSFIELD 
COMPUTER SERVICES 



MAIL ADDRESS: 




ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 










STREET-2: 










CITY: 


CHALK RIVER 








STATE/POSTAL: 


ONTARIO 


KOJ 1J0 






COUNTRY: 


CANADA 








TELEX/THX: 


053-34555 









FC 



MAIL ADDRESS: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



ECS 



CYBER 175 
CYBER 730 
CYBER 830 



119 
492 
173 



OPERATING SYSTEM 



11/76 256K 1000K NOS/BE 
04/81 256K 500K NOS 
05/85 2048K - NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

IN I 



RP 



MR. CHRISTOPHER J. TANNER 
SENIOR ANALYST 



DR. D. MC PHERSON 

ASSISTANT DIR. SCIENTIFIC COMPUTING 



NL-QTY 
6 13-584-33 11 X4053 1 



613-584-3311 X4016 



ADORESS-CODE: XX MAIL-CODE: FC 



STREET: 


9001 STOCKDALE 


HIGHNAY 




STREET-2: 


- 






CITY: 


BAKERSFIELD 






STATE/POSTAL: 


CALIFORNIA 


933111099 




COUNTRY: 


USA 






TELEX/TNX: 


- 






CD COMPUTERS INSTALLEO: 








MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM ECS 


OPERATING SYSTEM 


CYBER 180-830 449 


06/29/87 


16MB - 


NOS 2.5.2 


APPLICATION 


PERCENTAGE 






ADMINISTRATION 


060 






EDUCATION 


040 







INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



DENNIS ZAJACK 
SR. SYSTEMS SOFTNARE SPECIALIST 



805-833-2300 



NL-QTY 

1 



83 



84 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: CSIR 
PRIMARY USER GROUP: VIM 

NAME: CSIRONET 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880202 
STATUS CODE(ECODU): PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CSSA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 880202 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



CALIFORNIA STATE UNIV. -SACRAMENTO 
COMPUTING a COMMUNICATIONS SER. 



MAIL ADDRESS: 




STREET: 


P.O. BOX 1800 


STREET-2: 




CITY: 


CANBERRA CITY 


STATE/POSTAL: 


A.C.T. 


COUNTRY: 


AUSTRALIA 


TELEX/TNX: 


- 



ADORESS-CODE: XX MAIL-CODE: 



2601 



MAIL ADDRESS: 


AODRESS-CODE 


STREET: 


6000 J STREET 


STREET-2: 


- 


CITY: 


SACRAMENTO 


STATE/POSTAL: 


CALIFORNIA 95819 


COUNTRY: 


USA 


TELEX/TNX: 





XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 



CYBER 205-622 
CYBER 840 
CYBER 845 



525 

323 
225 



ECS 



05/84 


2M 


09/85 


2M 


07/84 


2H 



OPERATING SYSTEM 

VSOS 
NOS 2 
NOS 2 



CD COMPUTERS INSTALLED: 

HAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-730 903 
CYBER 170-730 982 
CYBER 180-830 645 



INST-DATE CM 



01/82 
08/80 
01/85 



2MB 

262K 

4MB 



ECS 



262R 



OPERATING SYSTEM 

NOS 2.2 
NOS 2.2 
NOS 2.2 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



SR 



RP 



DR. ' BRIAN J. AUSTIN 
LEADER OPERATING SYSTEMS GROUP 



MR. DAVID S. GLAVONJIC 
CHIEF GENERAL MANAGER 



PHONE 


Nl-QTY 


062-433238 


1 


062-433201 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP DR. JOHN G. MILES 



DR. JOHN G. 
DIRECTOR 



916-278-6606 



NL-QTY 
1 



85 



86 



CO 



r 



J 



o 



k. 



oc 



oo 



o 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CSU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM I: VM CHANGED: 870110 
STATUS CODE(ECOOU): - PHI-INDUSTRY: EDUC 



NAME: 



COLORADO STATE UNIVERSITY 
UNIVERSITY COMPUTER CENTER 



MAI1 


. ADDRESS: 


ADDRESS- 


■CODE: XX MAIL-CODE: FC 




STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 


UNIVERSITY SERVICES CENTER 

FORT COLLINS 
COLORADO 80523 
USA 


CO COMPUTERS INSTALLED: 








MAIN-FRAME-TYPE SERIAL-NO INST-DATE 


CM 


ECS OPERATING SYSTEM 


CYBER 
CYBER 
CYBER 


170-830 8E2 
180-840 307 
205-422 506 


03/17/85 
01/08/85 
04/01/82 


IM 
2M 
2M 


NOS 2.4.2 
NOS 2.4.2 
VSOS 2. 1 


INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS 


INDICATED) 


STATUS 


: TTL FIRST - 


NAME - LAST 




PHONE Nl-QTY 


IM 


MR. GARY 
MGR. SOFTNARE 


ELELEN 
a SERVICES 




303-491-7231 1 


RP 


DR. JULIAN 
DIRECTOR 


KATELEY 




303-491-5778 1 


SR 


MR. RICK MILLER 
SOFTNARE PROGRAMMER 




303-491-7560 1 


IM 


MS. STEPHANIE BRONN 
EDITOR 




303-491-5541 1 
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ECODU/VIN MEMBERSHIP RECORD 
INSTALLATION CODE: CSUC 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 871230 
STATUS CQDE(ECODU): PRI-INDUSTRY: EDUC 



THE CALIFORNIA STATE UNIVERSITY 
OFF. OF COMPUTING ft CONN. RESOURCES 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



AOORESS-CODE: XX MAIL-CODE: 



5670 HUSHIRE BLVD 
LOS ANGELES 
CALIFORNIA 90036 
USA 



ECODU/VIM MEMBERSHIP RECORD 



AS OF 1988/11/09 



RP DR. J. X. HIGHTONER 

ASSOC. DIR. 8 SR. MGR. SYS. HIDE COMP 213-494-9403 



IM 



MR. MARVYN LINDSEY 
MGR. -OPERATING SYS. SUPPORT 



SR MS. PENNY CRANE 

MGR. -ACADEMIC COMPUTING SUPT. 



213-8S2-5641 



213-494-9408 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 



CYBER 180-830 
CYBER 730 
CYBER 760 
174 


? 
? 

490 
638 


COMMITTEE MEMBERS 




COMMITTEE CODE 


NAME 


IPC 


TOME 


use 


TOME 


EMG 


HIGHTONER 


IPC 


HIGHTONER 


OSC 


LINDSEY 


use 


CRANE 



09/86 


256K 


05/80 


256K 


05/80 


262K 


09/76 


256K 



ECS 



OPERATING SYSTEM 

NOS-NOS/VE 

NOS 

NOS 

NOS 



INITIALS 


CHAIR 


ELLEN 


N 


ELLEN 


N 


J. K. 


Y 


d. K. 


N 


MARVYN 


N 


PENNY 


K 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



IM 



MS. ELLEN TOME 
ACADEMIC COMPUTING SUPPORT 



213-494-9506 



Nl-QTY 
4 



89 



90 



oo 



o 



o 



oo 



oo 



o 



o 



EC0DU/V1M MEMBERSHIP RECORD 
INSTALLATION CODE: CSUCH 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 841214 
STATUS CODE(ECODU): - PR1-INDUSTRY : EDUC 



CAL STATE UNIVERSITY CHICO 
COMPUTER CENTER ZIP 405 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CSUN 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEtVIM ): VM CHANGED: 850103 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: CALIFORNIA STATE UNIVERSITY 
NORTHRIDGE 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


FIRST a NORMAL STREETS 


STREET-2: 


- 


CITY: 


CHICO 


STATE/POSTAL : 


CALIFORNIA 95929 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



MAIL ADDRESS: 


ADDRESS- 


STREET: 


COMPUTER CENTER 


STREET-2: 


18111 NORHDOFF STREET 


CITY: 


NORTHRIDGE 


STATE/POSTAL: 


CALIFORNIA 91330 


COUNTRY: 


USA 


TELEX/TNX: 





MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-OATE CM 



CYBER 170-720 
CYBER 180-830 



1017 
277 



04/01/81 
04/01/88 



ECS 



282K 

16M 



OPERATING SYSTEM 



NOS 2.5 
NOS 2.5 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 170-750 
CYBER 180-830 



INST-DATE CM 



03/81 
12/85 



262K 
1M 



ECS 



OPERATING SYSTEM 



NOS 
NOS 



APPLICATION 
EDUCATION 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STA 
SR 

RP 



TTL FIRST - NAME 


- LAST 


PHONE 


Nl-QTY 


MR. DON 


ZIER 






ACTING DIRECTOR 




916-895-5338 


1 


MR. PAUL 


TEEGARDEN 






SYSTEMS ANALYST 




916-895-5080 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



SR MR. D. L. 

SYSTEMS ANALYST 



RP 



MR. N. J. 
DIRECTOR 



THOMPSON 
BOLES 



818-885-2790 



818-885-4628 



NL-QTY 



91 



92 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CTC 
PRIMARY USER GROUP: VIM 

NAME: COMPUTER TRADING CORP. 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 880204 
STATUS CODE(ECODU): - PRI-INDUSTRY: BUSN 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CYSL 
PRIMARY USER GROUP: VIM 

NAME: CYBERSHARE LTD. 



AS OF 1988/11/09 

STATUS C0DE4VIN ): VM CHANGED: 840123 
STATUS CODE(ECODU): PRI-INDUSTRY: 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE: 


FC 


STREET: 


209 S. FEHRNAY 








STREET-2: 


- 








CITY: 


BAYSHORE 








STATE/POSTAL : 


NEN YORK 11706 








COUNTRY: 


USA 








TELEX/TNX: 


226000/ETLX UR/COMPUT 









NAIL ADORESS: 


ADDRESS-CODE 


STREET: 


550 BERRY STREET 


STREET-2: 




CITY: 


WINNIPEG 


STATE/POSTAL: 


MANITOBA R3H 0R9 


COUNTRY: 


CANADA 


TELEX/THX: 





XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL- 


•NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-730 438 
CYBER 18 215 




02/01/88 
02/01/88 


196K 
S4K 


- 


- 


APPLICATION 
BUSN 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADORESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. CHARLES M. GREENFIELD 



MR. CHARLES M. 
PRESIDENT 



516-586-3500 



Nl-QTY 

1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-OATE CM ECS OPERATING SYSTEM 
CYBER 830 304 01/03/86 2M - NOS 

INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE NL-OTY 

RP MR. D. A. MOIR 

204-775-0181 1 



94 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DAN 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 870508 
STATUS CODE(ECODU): - PRI-INDUSTRY: EOUC 



NAME: DANSON COLLEGE 

MECHANICAL ENGINEERING TECHNOLOGY 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DDFMX 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEWM (: VM CHANGED: 871123 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



NAME: 



DEPARTAMENTO DISTRITO FEDERAL 
COMISION DE INFORMATICA 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: MONTREAL 

STATE/POSTAL: QUEBEC 

COUNTRY: CANADA 

TELEX/TNX: 



350 SELBY STREET 



H32 1N7 



MAIL ADDRESS: 


ADDRESS 


STREET: 


VIllALONGIN 15 


STREET-2: 


- 


CITY: 


MEXICO 


STATE/POSTAL: 


DISTRITO FEDERA 06500 


COUNTRY: 


MEXICO 


TELEX/TNX: 


- 



MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS 
CYBER 170-825 243 02/05/86 524 524 



APPLICATION 


PERCENTAGE 


ENGN 


050 


SCIE 


050 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



OPERATING SYSTEM 
NOS 



STATUS TTl FIRST - NAME - LAST 

IM FRAN DANIEL FRANCOIS 



SR 



FRAN DANIEL 
TECHNICIAN 



RP MRS. PAVLA 
PROFESSOR 



MR. ROBERT 
PROFESSOR 



IM MR. ROBERT 
PROFESSOR 



BAUDY 



HEATH 



SUMNER 



PHONE NL-QTY 

514-931-8731X8211 1 

514-931-8731/8212 1 

514-931-8731X8212 1 

514-931-8731X8003 1 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 930-11 ? 
CYBER 930-11 ?? 
CYBER 930-11 ??? 




07/87 
12-87 
07-87 


8MB 
8MB 
8MB 


: 


NOS/VE 
NOS/VE 
NOS/VE 


APPLICATION 
BUSN 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



SR 



MR. JAVIER GARCIA GARCIA 
SUBDIRECTOR 



905-535-9764 



96 



96 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DDI 
PRIMARY USER GROUP: VIM 

NAME: DATA DYNAMICS INC 
ASSOCIATE 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 871209 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DEMR 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880111 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



NAME: 



ENERGY MINES AND RESOURCES CANADA 
COMPUTER SERVICES CENTRE 



MAIL ADDRESS: 



ADDRESS-CODE: XX NAIL-CODE: FC 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



P. 0. BOX 2728 



STREET: 

STREET-2: 

CITY: PORTLAND 

STATE/POSTAL: OREGON 

COUNTRY: USA 

TELEX/TNX: 



97208 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST 

RP MS. DOTTIE PAVKOV FEUCHT 
V.P. CUSTOMER SUPPORT 



IM 
IM 



MR. RALPH 
SALES DIRECTOR 



MR. STEVE 
PRESIDENT 



THOHASON 



HEITMANN 



PHONE 


Nl-QTY 


503-626-4635 


1 


408-253-3B0O 


1 


S 03-626-4635 






STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/THX: 


588 BOOTH STREET 

OTTANA 
ONTARIO 
CANADA 



K1A 0E4 






CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEI 


CYBER 170-730 501 
CYBER 170-840A 4E0 




01/07/81 
01/07/87 


262K 
16M 


250K 


NOS/BE 

NOS/BE < NOS/VE 


APPLICATION 
BUSN 
SCIE 




PERCENTAGE 
030 
070 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

RP MR. C. K. HUGHES 

DIR. COMPUTER SERVICES CENTRE 



IM 



MS 



JOAN 



BASINSKI 



PHONE 


NL-QTY 


613-996-0296 


5 


613-992-1056 


1 



97 



98 



OO 



o 



^\ 



c 



OO 



oo 



© 



o 



o 



s/ 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: OLC 
PRIMARY USER GROUP: VIM 

NAME: DOUGLAS ft LOMASON COMPANY 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880518 
STATUS COOE(ECODU): - PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DMR 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870722 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



NAME: DEPARTMENT OF MAIN ROADS-N.S.H. 
COMMUNICATION 8 INFORMATION SER. 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


24600 HALLHOOD COURT 






STREET-2: 


- 






CITY: 


FARMINGTON HILLS 






STATE/POSTAL : 


MICHIGAN 48018 






COUNTRY: 


USA 






TELEX/TNX: 


- 







FC 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



309 CASTLEREAGH STREET 



STREET: 

STREET-2: 

CITY: SYDNEY 

STATE/POSTAL: NEH SOUTH NALES 2000 

COUNTRY: AUSTRALIA 

TELEX/THX: 21825 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 120/70 ? 
CYBER 910-340 02135 



INST-DATE CM 



ECS 



OPERATING SYSTEM 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



NL-QTY 



IM MR. CARL J. HOLDAMPF 
ASST. VICE PRESIDENT 



RP 



MR. DONN E. 
CAD ADMINISTRATOR 



DOUTHITT 



313-478-7800 



313-478-7800 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL- 


•NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 129 
CYBER 180-850A 402 




12/17/84 
07/28/86 


16MB 
64MB 


- 


NOS 
NOS/VE-NOS 


APPLICATION 
ENGN 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



RP 



MR. TOM LIPTAK 

COMMUNICATION 8 INFORMATION SER. MGR 02 2186300 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DONTY 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 860415 
STATUS CODE(ECODU): - PRI- INDUSTRY: OTHS 



NAME: DONTY CANAOA LIMITED 
ENGINEERING 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: DPC 
PRIMARY USER GROUP: VIM 

NAME: DAIRYLAND POHER COOPERATIVE 



STATUS CODEIVIM ): VM CHANGED: 850222 
STATUS CODE(ECODU): PRI-INDUSTRY: UTL 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: A J AX 

STATE/POSTAL: ONTARIO 

COUNTRY: CANADA 

TELEX/TNX: 08-981295 



ADDRESS-CODE: 
574 MONARCH AVENUE 



LIS-2G8 



XX MAIL-CODE: FC 



HAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: N I SCONS IN 

COUNTRY: USA 

TELEX/TNX: 



2S15 EAST AVENUE SOUTH 
P. 0. BOX 817 
LA CROSSE 

546020817 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE 
CYBER 180-830 15E 12/06/84 



CM 
16MB 



ECS 



APPLICATION 
ENGN 



PERCENTAGE 
100 



OPERATING SYSTEM 
N0S2.5.3 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP MR. JAMES NING 
SUPERVISOR OF C.A.E. 



IM MR. PAUL 
DESIGNER 



SR MR. RALPH 

V.P. ENGINEERING 



IM 



REYNOLDS 
DARLINGTON 



416-683-3100 X320 



416-683-3100 X254 



NL-QTY 
1 
1 

1 



MR. RICHARD EVANS 
MANAGER OF PRODUCTION ENGINEER 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



ECS 



SYSTEM 17 
SYSTEM 17 



n 



APPLICATION 
ENERGY 



11/78 
11/78 



PERCENTAGE 
100 



64K 
64K 



OPERATING SYSTEM 



MSOS 
MSOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR. BRUCE STAPLES 



RP 



MR. GARY J. 



ROONEY 



NL-QTY 

608-788-4000 X361 1 
608-788-4000 X413 1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DPL 
PRIMARY USER GROUP: VIM 

NAME: DELMARVA PONER ft LIGHT COMPANY 



AS OF 1988/11/08 



STATUS CODEIVIM ): VM CHANGED: 871230 
STATUS CODE(ECODU): PRI-INDUSTRY: UTL 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE: 


STREET: 


1-95 AND RT. 273 






STREET-2: 


P.O. BOX 9239 






CITY: 


NENARK 






STATE/POSTAL: 


DELANARE 19714 






COUNTRY: 


USA 






TELEX/TNX: 









CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 810 
CYBER 830 
CYBER 830 
SYSTEM 17 
SYSTEM 17 
SYSTEM 17 
SYSTEM 17 



225 

G8S 

1321 

5048 

634 

S35 



INST-DATE 


CM 


11/87 


2M 


12/85 


2S2K 


07/85 


2B2K 


02/79 


48K 


02/79 


64K 


02/79 


B4K 


02/79 


48K 



ECS 



OPERATING SYSTEM 

NOS 

NOS/BE 

NOS/BE 

MSOS 

MSOS 

MSOS 

MSOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR MR. J. LANRENCE STEPHAN 



RP 



MR. J. LANRENCE 
PROJECT ENGINEER 



MR. KENNETH F. NEST 
SUPERVISOR-COMPUTER APPl . 



PHONE 


Nl-QTY 


302-454-4559 


1 


302-454-4552 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DSRC 
PRIMARY USER GROUP: VIM 

NAME: DAVID SARNOFF RESEARCH CENTER 
FORMERLY RCA 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 871013 
STATUS CODE(ECODU): - PRI-INDUSTRY: ENGN 



MAIL ADDRESS: 



STREET: CN5300 

STREET-2: 

CITY: PRINCETON 

STATE/POSTAL: NEN JERSEY 

COUNTRY: USA 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



08543 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-840 318 



INST-DATE CM 
08-09-85 4M 



ECS 



OPERATING SYSTEM 
NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


IM 


MR. JAMES A. COLEMAN 








COMPUTER OPERATOR 


B09-734-2057 


1 


IM 


MR. KRIS GACEK 








SENIOR TECHNICAL ASSOCIATE 


809-734-3083 


1 


RP 


MR. LANRENCE J. LENIS 








MEMBER OF TECHNICAL STAFF 


609-734-2582 


1 


IM 


MR. NICHAEL MASSARO 








TECHNICAL ASSOCIATE 


609-734-2096 


1 
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ECODU/VIN MEMBERSHIP RECORD 
INSTALLATION CODE: ENG 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COOEtVIN ): VN CHANGED: 8S0910 
STATUS CODE(ECODU): RE PRI-INDUSTRY: MFG 



NAME: 



ISRAEL AIRCRAFT INDUSTRIES LTD. 
ENGINEERING DIVISION COMPUTER DEPT 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: SU 



STREET: 


BEN-GURION 




STREET-2: 


INTERNATIONAL AIRPORT 




CITY: 


LOD 




STATE/POSTAL: 


70 100 




COUNTRY: 


ISRAEL 




TELEX/TNX: 


371102/371114/371133 




CD COMPUTERS INSTALLED: 






MAIN-FRAME-TYPE SERIAL 


-NO IHST-DATE CM ECS 


OPERATING SYSTEM 


CYBER 8S0 ? 


4000K - 


NOS 2/NOS-VE 


CYBER 875 ? 


1000K - 


NOS 2 


APPLICATION 


PERCENTAGE 




ENGN 






OPRS 






OTHS 






PRCN 






SCIE 







ECODU/VIM MEMBERSHIP RECORD 
MAIL ADDRESS: 



AS OF 1988/11/09 
ADDRESS-CODE: 



XI MAIL-CODE: FC 



STREET: 50 NEST 23RD STREET 

STREET-2: R973/1891 

CITY: NEN YORK 

STATE/POSTAL: NEN YORK 10010 

COUNTRY: USA 
TELEX/TNX: 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 
RP MR. JOSEPH LIPKIN 



SR 



IM 



MR. JOSEPH 
SYSTEM PROGRAMMER 



MR. RAF I AMADO 

DIRECTOR COMPUTING CENTER 



TECHNICAL 



LIBRARY 



PHONE 


NL-QTY 


03-9713675 


1 


03-9713181 


1 


_ 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ENR 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS COOE(VIM ): VM CHANGED: 880412 
STATUS CODE (ECODU): VM PRI- INDUSTRY: 



NAME: 



ENR TECHNISCH NETENSCHAPPELIJK 
REKENCENTRUM 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ENUSA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 881003 
STATUS CODE (ECODU I: VM PRI-INDUSTRY: OTHS 



NAME: 



EMPRESA NACIONAL DEL URANIO S.A. 
SUBDIRECCION DE INFORMATICA 



ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE: 


STREET: 


HESTERDUINNEG 3 






STREET-2: 








CITY: 


1755 LE PETTEN 






STATE/POSTAL : 








COUNTRY: 


NETHERLANDS 






TELEX/TNX: 


57211 REACPNL 







SU 



CO COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


■NO 


INST-OATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 175 303 
CYBER 855 105 




02/12/78 
12/01 


25GK 
82 


512K 


NOS/BE 
NOS/BE-NOS/VE 


APPLICATION 
ENGN 
SCIE 




PERCENTAGE 
050 
050 









MAIL ADDRESS: 


ADDRESS-CODE: XX 


MAIL-CODE 


STREET: 


SANTIAGO RUSINOL 


12 




STREET-2: 


- 






CITY: 


MADRID 






STATE/POSTAL : 


- 


28040 




COUNTRY: 


SPAIN 






TELEX/TNX: 


43042 URAN E 






CD COMPUTERS INSTALLED: 








MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM ECS 


OPERATING : 


CYBER 180-810 ? 


_ 


512K - 


N0S2 


CYBER 180-830 148 


01/01/85 


512K - 


NOS 2 


APPLICATION 


PERCENTAGE 






BUSN 


020 






ENGN 


080 







AV 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



RP 



SR 



MR. FRANS LIEFBROER 
MANAGER COMPUTER SYSTEMS DEPT. 



MR. PETER 
MANAGING DIRECTOR 



STRUCH 



PHONE 


NL-OTY 


02246-4284 


2 


02246-4505 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR MR. FRANCISCO RODRIGUEZ 



RP 



MR. RICARDO TRASCASA 
JEFE SUBDIRECCION INFORMATICA 



PHONE 


NL-QTY 


91 2541400 


1 


91 2541408 


1 
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AS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: EPFl 
PRIMARY USER GROUP: ECOOU 

NAME: ECDLE PDIYTECKHIQUE FEDERALE 



STATUS COOE(VIM ): VM CHANGED: 881103 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



MAIL ADDRESS: 




STREET: 


C.P. 121 


STREET-2: 


- 


CITY; 


LAUSANNE 


STATE/POSTAL : 


- 


COUNTRY: 


SHITZERLAND 


TELEX/TNX: 


455934 EPMI CH 



ADDRESS-CODE: XX MAIL-CODE: SU 



CH-1015 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS 
CYBER 170-855 219 84/06/25 32MB - 



OPERATING SYSTEM 
DUAL NOS-NOS/VE 



APPLICATION 


PERCENTAGE 


EDUC 


010 


ENGN 


025 


OTHS 


005 


SCIE 


OSO 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST 

IM MR, FRED 

TECHNICAL MANAGER 



SR 



RP 



MR 



MR. M. 



LAST 


PHONE 


NL-QTY 


ROUGENONT 


(021) 472202 


1 


VALENZUEIA 


41-21-6932215 


1 


JAUNIN 


41-21-6932202 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ESCH 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 841227 
STATUS CODE(ECOOU): PRI-INDUSTRY: 



REGION IV EDUCATION SERVICE CENTER 
COMPUTER SERVICES 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 


7145 NEST TIDNEI 


L 






STREET-2: 










CITY: 


HOUSTON 








STATE/POSTAL: 


TEXAS 


77092 






COUNTRY: 


USA 








TELEX/TNX: 










CO COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-ND INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 825 759 


06/84 


524K 


- ■ 


NOS 2.5.3-688 


CYBER 825 765 


06/84 


524K 


- 


NOS 2.5.2-688 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED 

STATUS TTL FIRST - NAME - LAST 

SR MR. JERRY BROD 
SYSTEMS ANALYST 



RP MR. MICHAEL ARRINGTON 
SENIOR SYSTEMS ANALYST 



PHONE 


NL-9TY 


713-462-8727 


1 


713-482-8727 


2 
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ECODU/VIN MEMBERSHIP RECORD 
INSTALLATION CODE: ESI 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM I: VM CHANGED: 880518 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



NAME: ELECTROSPACE SYSTEMS INC. 
CYBER CAD 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ETHZ 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS C0DE(VIM ): VM CHANGED: 830517 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: RECHENZENTRUM DER EIDGENOESSISCHEN 
TECHNISCHEN HOCHSCHULE ZUERICH 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 


P. 0. BOX 831359 

MS 2 BOO 

RICHARDSON 

TEXAS 

USA 

910-867-4768 


75083-135 




CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM ECS 


OPERATING SYSTEM 


CYBER 180-830 2613 
CYBER 910-340 2897 
CYBER 910-340 299B 




01/11/85 
12/04/88 
04/04/88 


16M 

8M 

8M 


N05-N0S/VE 

UNIX 

UNIX 


APPLICATION 
ENGN 




PERCENTAGE 
100 







INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

EATON 



SR MR. C. B. 

STAFF ENGINEER 

IM MR. DNIGHT DOTY 
MECHANICAL ENGINEER 

IM MR. FREDRICK DELMER 
CYBER CAD SYSTEM ANALYST 

RP MR. MICHAEL G. PLACKE 
CYBER CAD SYSTEM MANAGER 



NL-QTY 
214-470-2000 X 2595 1 



214-470-2000 X2527 1 



214-470-2000 X 2530 1 



214-470-2000 X2585 1 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


CLAUSIUSSTR.55 


STREET-2: 




CITY: 


ZUERICH 


STATE/POSTAL: 


CH-8092 


COUNTRY: 


SNITZERLAND 


TELEX/TNX: 


58503 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-720 495 

CYBER 170-730 502 

CYBER 174 209 

CYBER 180-855 107 



INST-DATE CM 

01/08/81 96K 

01/08/81 262K 

01/10/77 262K 

15/01/86 64M 



ECS 

1000X 
1000K 
1000K 



APPLICATION 
ENGN 

OP. RESEARCH 
SCIE 



PERCENTAGE 
030 
010 
OEO 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



OPERATING SYSTEM 

EMOS 3.4 
EMOS 3.4 
EMOS 3.4 
NOS/VE 8 NOS 2.4 



STATUS 


TTL 


FIRST - NAME - LAST 


PHONE 


SR 


MR. 


JAN ROZKOSNY 






HEAD 


SOFTNARE GROUP 


01 256 3496 


RP 


MR. 


PETER STAUB 






HEAD 


SOFTNARE GROUP 


01 256 3496 


IM 


MR. 


REINHOLO GAEBEL 






HEAD 


CONSULTANT OFFICE 


01 256 3494 



NL-QTY 
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ECOOU/VIH HEHBERSHIP RECORD 
INSTALLATION CODE: FIMI 
PRIMARY USER GROUP: ECODU 

NAME: FISKERININISTERIET 



AS OF 1988/11/09 

STATUS COOEIVIM ): VM CHANGED: 870119 
STATUS COOE(ECODU): VM PRI-INDUSTRY: GOVT 



EC0DU/V1M MEMBERSHIP RECORD 
INSTALLATION CODE: FIT 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 880518 
STATUS CODE (ECODU I: - PRI-INDUSTRY: OTHS 



NAME: FOOTSCRAY INST. OF TECHNOLOGY 
CONFUTING SERVICES 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/THX: 



STORMGADE 2 
KOBENHAVN K. 



DENMARK 
16144 FM OK 



ADDRESS-CODE: XX NAIL-CODE: SU 



OK- 1470 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



BALLARAT ROAD 



STREET: 

STREET-2: 

CITY: FOOTSCRAY 

STATE/POSTAL: VICTORIA 

COUNTRY: AUSTRALIA 

TELEX/THX: AA36S96 



3011 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 182 



INST-DATE CM 
04/85 12M 



ECS 



OPERATING SYSTEM 
NOS/NOS VE 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-930 2S5 



INST-DATE CM 
20/04/88 B4MB 



ECS 



OPERATING SYSTEM 
NOS/VE REL.1.3 



APPLICATION 
STATISTICS ft ADMIN. 



PERCENTAGE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR MR. CLAUS ERIKSEN 



RP 



MR. CLAUS 
DP MANAGER 



MR. JOHN 
D P MANAGER 



KJERSGAARD 



PHONE 


HL-OTY 


01-926628 


1 


01-926844 


1 



APPLICATION PERCENTAGE 
BUSN 00- 

ENGH 00- 

MATHEMATICS/STATICTI 00- 
OP. RESEARCH 00- 

SCIE 00- 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME 


- LAST 


PHOHE 


HL-QTY 


SR 


MR. DAVID 
SYSTEMS PROGRAMMER 


LAVENDER 


(03)688-4395 


1 


IM 


MR. FRANK 
SYSTEM ANALYST 


HUNNAM 


(03)688-4183 


1 


RP 


MR. TERRY A. LEEDHAH 
HEAD OF COMPUTING SERVICES 


(03)888-4416 


1 
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ECDDU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FITCH 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 8B0722 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



NAME: 



FITCHBURG STATE COLLEGE 
COMPUTER CENTER 



ECODU/VIM MEMBERSHIP RECORO 
INSTALLATION CODE: FMC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 870202 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: 



FORD MOTOR COMPANY 

COMPUTER PLANNING a OPERATIONS OEPT. 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: FITCHBURG 

STATE/POSTAL: MASSACHUSETTS 

COUNTRY: USA 

TELEX/TNX: 



ADDRESS-CODE: 
180 PEARL STREET 



01420 



XX MAIL-CODE: FC 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: ENGN. COMPUTER CTR. RON 211-3 

STREET-2: MD-1 P.O. BOX 2053 

CITY: DEARBORN 

STATE/POSTAL: MICHIGAN 481212053 

COUNTRY: USA 

TELEX/TNX: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-810 ? 



INST-OATE CM ECS 
05/86 512X - 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



SR 
IM 
IM 
RP 



MR. MICHAEL T. 
TREASURER 



RIVARD 



MS. PATRICIA CARROLL 
STAFF ASSISTANT/PROGRAMMER ANALYST 



MR. RODNEY GAUDET 
STAFF ASSISTANT/USER SERVICES 



MR. ROY 
DIRECTOR M.I.S. 



HALL 3RD 



HL-QTY 

1 
1 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 S70 
CYBER 180-8S0 484 




06/85 
12/87 


262K 
262K 


1000K 


NOS 
NOS/BE 


APPLICATION 
ENGN 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. NEIL ST. CHARLES 

COMPUTER SOFTNARE SPECIALIST 



313-322-0849 



NL-QTY 
2 



617-345-2151 X3159 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FMCN 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COOEtVIM ): VN CHANGED: 871230 
STATUS CODE(ECODU): - PRI-IKDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 



AS OF 1988/11/09 



NAME: FMC CORPORATION 

NAVAL SYSTEMS DIVISION 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 1300 SOUTH SECOND STREET 

STREET-2: P.O. BOX 59043 

CITY: MINNEAPOLIS 

STATE/POSTAL: MINNESOTA 554590043 

COUNTRY: USA 
TEIEX/TNX: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM ECS OPERATING SYSTEM 



CYBER 170-825 
CYBER 180-830 



815 
643 



09/17/82 
OB/01/85 



800K 
400K 



NOS 2.4.3 
NOS 2.4.3 



IM 


MR. ERIC SEVERSON 
SENIOR TECHNICAL ANALYST 


612-572-6989 


IN 


MR. JIM 
SYSTEM ANALYST 


DILLON 


612-337-3011 


IM 


MR. J. EDHARD 


ALEXANDER 




IM 


MR. MARK 
SYSTEM ANALYST 


PRAMANN 


612-337-3013 


IM 


MS. PATRICIA 
TECHNICAL ANALYST 


GILLESBY 


612-337-3010 


IM 


MR. PAUL 
TECHNICAL ANALYST 


LOCKBAUM 


612-337-3 


IM 


MR PHIL 
MANAGER-TECHNICAL 


RICH 
COMPUTING 


812-337-3004 


IM 


MR. RALPH 
MANUFACTURING ENGR 


PARSELL 


612-572-7031 


RP 


MR. REGGIE L. HUBBARTT 
SUPERVISOR-APPLICATIONS 


612-337-3005 



APPLICATION 
ENGN/MFG 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



IM 


MR. 


ALLAN 


HOAGBERG 






TECHNICAL ANALYST 




612-337-3013 1 


IM 


MR. 


ARTHUR G. 


BIOMQUIST 




IM 


MR. 


BARRETT 


TAUSSIG 




IM 


MR. 


CARL 


POLNASZEK 






PROGRAMMER 




612-337-3007 1 


IM 


MR. 


DAVE 


NIENOHNER 






PROGRAMMER 




612-337-3006 1 


IM 


MR. 


EDHARD 


BERRY 






- 






1 



IM 
IM 
IM 
IM 
IM 
IM 
IM 
SR 



MR. RICHARD N. 



SANREY 



MR. ROBERT STEARNS 
APPLICATION SUPPORT ANALYST 



MR. RONALD JOHNSON 
MANUFACTURING ENGR. 



MR. RON 



HEAVER 



MR. SCOTT CORDS 
SUPERVISOR-SYSTEMS 



MR. STEVE HALL 
SR TECH SUPPORT ANALYST 



MR. THOMAS HILL 
MANUFACTURING ENGR. 



MR. NILLIAM NELLS - T025 
SUPERVISOR-SYSTEMS 



MR. T. M. RIDDELL 

DIRECTOR OF TECHNOLOGY 



812-337-3016 
612-572-7032 

612-337-3014 
612-337-3334 
612-572-7031 
612-337-3009 
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ECODU/VIN MEMBERSHIP RECORD AS OF 1988/11/09 

NAIL ADDRESS: ADDRESS-CODE: 

STREET: BOX 5B9630 

STREET-2: 

CITY: DALLAS 

STATE/POSTAL: TEXAS 75356-9S3 

COUNTRY: USA 

TELEX/THX: 

MR. DAN N. IRNIN 
DIRECTOR-INFORMATION RESOURCES 



IM 



XI MAU-COOE: FC 



•• THIS PAGE INTENTIONALLY LEFT BLANK ** 



MAIL ADDRESS: 


ADDRESS-CODE: 


X2 


STREET: 


200 EAST RANDOLPH DRIVE 




STREET-2: 


- 




CITY: 


CHICAGO 




STATE/POSTAL : 


ILLINOIS 60601 




COUNTRY: 


USA 




TELEX/THX: 


- 





MAIL-CODE: FC 



IM 



MR. JOHN LURANC 

DIR. APPL. RESEARCH INFO. RESOURCES 



MAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


200 EAST 


RANDOLPH DRIVE 


STREET-2: 


- 




CITY: 


CHICAGO 




STATE/POSTAL: 


ILLINOIS 


E0601 


COUNTRY : 


USA 




TELEX/THX: 


- 





X2 MAIL-CODE: 



FC 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FNOC 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE! VIM ): VM CHANGED: 850117 
STATUS CODE(ECODU): PR I -INDUSTRY: GOVT 



FLEET NUMERICAL OCEANOGRAPHY CTR. 
U.S. NAVY 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: MONTEREY 

STATE/POSTAL: CALIFORNIA 

COUNTRY: USA 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



939435005 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


CYBER 170-855 
CYBER 175 
CYBER 180-855 
CYBER 180-860 
CYBER 180-860 
CYBER 205-628 


263 

4 

266 

315 

317 

512 


01/18/85 
03/01/78 
03/12/85 
09/21/85 
07/26/85 
11/01/82 


1.5M 
262K 
1.5M 
4M 

4M 

8M 


APPLICATION 
SCIE 


PERCENTAGE 
100 




COMMITTEE MEMBERS 








COMMITTEE CODE 


NAME 






LPC 


HENGER 






OSC 


NENGER 






SSC 


NENGER 






2SD 


NENGER 







ECS 



1000K 



OPERATING SYSTEM 

NOS/BE 

NOS/BE 

NOS/BE 

NOS/BE 

NOS/BE-NOS/VE 

VSOS 



INITIALS 


CHAIR 


D. 


N 


D. 


N 


D. 


M 


D. 


N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



NL-QTY 
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ECODU/VIM MEMBERSHIP RECORD 
IM 



AS OF 1988/11/09 



RP 



IK 



MR. DAVID HENSON 
APPLICATION DEVELOPMENT 

MR. D. NENGER 

OPERATING SYSTEM SUPPORT 



LIBRARIAN 



LIBRARY 



408-647-4445 



SR MR. RANDY NOTTENKAMPER 

AOP PLANS COORDINATOR 408-647-4366 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: FPIC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/08 



STATUS CODEfVIM ): VM CHANGED: 850212 
STATUS CODE(ECODU): PRI-INDUSTRY: UTl 



NAME: 



FLORIDA PONER a LIGHT COMPANY 
EMS/SCADA 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FPT 
PRIMARY USER GROUP: VIM 



NAME: 



AS OF 1988/11/09 

STATUS CODEtVIM ): VM CHANGED: 851217 
STATUS CODE(ECOOU): - PRI-INDUSTRY: MFG 



FISHER PRICE 

CAE SYSTEMS DEPARTMENT 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


4200 NEST FLAGLER STREET 


STREET-2: 


P. 0. BOX 029311 


CITY: 


MIAMI 


STATE/POSTAL: 


FLORIDA 33102 


COUNTRY: 


USA 


TELEX/TNX: 





XX MAIL-CODE: 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


636 GIRARD AVENUE 


STREET-2: 


- 


CITY: 


EAST AURORA 


STATE/POSTAL: 


NEN YORK 14052 


COUNTRY: 


USA 


TELEX/TNX: 


91-520 



XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 180-830 ? 

CYBER 180-830 ?? 

CYBER 180-845 239 

1700 ? 



INST-DATE CM 



06/88 
06/88 
11/84 
12/78 



APPLICATION 
ENGN 
PONER SYS CONTROL 



PERCENTAGE 
050 
050 



4M 
8M 
524K 
64K 



ECS 



OPERATING SYSTEM 

NOS/BE 
N05 
NOS/BE 
MSOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. DONALD R. BRONN 



NL-QTY 



MR. DONALD R. 
SUPERVISOR PSK 



305-442-5202 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-S40A 399 



INST-DATE CM ECS 
07/06/86 2048K - 



APPLICATION 
CAD/CAM 
ENGN 



PERCENTAGE 
095 
005 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



SR MR. RAY BALL 

MANAGER TECHNICAL SUPPORT 



RP MR. ROBERT H. NAHLEN 

MANAGER CAE SYSTEMS DEPARTMENT 



716-687-3572 
716-687-3174 



NL-QTY 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FRAM 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 821207 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



FRAMATOME 

SERVICE DE L INFORMATION SCIENTIFIC 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


STREET: 


TOUR FIAT - CEDEX 16 




STREET-2: 






CITY: 


PARIS LA DEFENSE 




STATE/POSTAL : 


F-92084 




COUNTRY: 


FRANCE 




TELEX/THX: 


FRAMA 830 63S F. 





MAIL-CODE: SU 



CD COMPUTERS INSTALLED: 

MAIN-FRANE-TYPE SERIAL-NO 
CYBER 170-835 805 



INST-DATE CM 
02/82 512K 



ECS 



OPERATING SYSTEM 
NOS 



APPLICATION 
ENGN 
SCIE 



PERCENTAGE 
050 
050 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

SR 



RP 



MS. C. LAPLACE 

CHEF DU DEPARTMENT PRODUCTION 



MR. PHILIPPE H. 
CHEF DE SERVICE 



VAN SUREll 



NL-QTY 

33 1 47981307 1 

33 1 47965300 1 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FSU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850305 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



FLORIDA STATE UNIVERSITY 
COMPUTING CENTER 



ADDRESS: 


ADDRESS-COOE 


STREET: 


200 SlIGER BUILDING 


STREET-2: 


INNOVATION PARK 


CITY: 


TAllAHASEE 


STATE/POSTAL: 


FLORIDA 323063042 


COUNTRY: 


USA 


TELEX/TNX: 





XX MAIL-CODE: 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
IM MR. KENNETH M. HAYS 



MAIL ADDRESS: 



904-B44-1010 



ADDRESS-CODE: XI MAIL-CODE: FC 



STREET: SUPERCOMPUTER COMPUTATIONS 

STREET-2: RESEARCH INSTITUTE 

CITY: TALLAHASSEE 

STATE/POSTAL: FLORIDA 323064052 

COUNTRY: USA 
TELEX/TNX: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-730 


923 


11/79 


262K 


3145K 


NOS 


CYBER 170-730 


954 


12/83 


262K 


- 


NOS 


CYBER 170-7BO 


493 


12/81 


262K 


3145K 


NOS 


CYBER 180-835 


702 


03/85 


500K 


- 


NOS 


CYBER 205 


532 


03/85 


4M 


- 


VSOS 


APPLICATION 


PERCENTAGE 








SCIE 




100 








COMMITTEE MEMBERS 












COMMITTEE CODE 


NAME 






INITIALS CHAIR 


SSC 


BAKER 






CARL 


M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR. CARL BAKER 



IM 



RP 



904-644-2591 



MR. JOHN N. NALL 

DEPUTY OF COMPUTER ft INFO. RESOURCE 904-644-5241 



DR. ROBERT N. BRASNELL 
DIRECTOR-COMPUTING CENTER 



904-644-2591 



NL-QTY 

1 
1 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FUB 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850206 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



ZENTRALEINRICNTUNG FUR DATENVERAR 
BEITUNG (ZEDAT) FREIE UNIVERS. BERLIN 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GARET 
PRIMARY USER GROUP: VIM 

NAME 



AS OF 1988/11/09 



STATUS CODEIVIM I: VM CHANGED: 881107 
STATUS CODE(ECODU): PRI-INDUSTRY: 



ALLIED SIGNAL AEROSPACE COMPANY 
GARRETT ENGINE DIV 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



FABECKSTR. 32 

BERLIN 33 

0-1OOO 
FED. REPUBLIC OF GERMANY 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



111 S 34TH ST. 
P.O. BOX 5217 
PHOENIX 
ARIZONA 
USA 



85010 



CD COMPUTERS INSTALLED: 

MAIN-FRAHE-TYPE SERIAL-NO 
CYBER 180-8S0 237 



CD COMPUTERS INSTALLED: 



APPLICATION 
SCIENTIFIC 



INST-DATE CM ECS 
85/01/06 4000K - 

PERCENTAGE 



OPERATING SYSTEM 
NOS/BE 1.5IDUAL) 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



SR 



MR. ALEXANDER GIEDKE 
LEITER DER ZENTRALEINRICNTUNG 



030 838 4215 



NL-QTY 
2 



MR. NILFRIED BORDFELD 

STELLV. LEITER DER ZENTRALEINRICHTUN 030 838 6055 



MAIN-FRAME-TYPE SERIAL-NO 


INST-OATE 


CM 


CYBER 830 204/332 
CYBER 930-3 245 
CYBER 990 206 
CYBER 990 213 


08/86 
03/85 
12/86 
03/87 


16M 
32MB 
B4M 
32MB 


APPLICATION 
SCIE 


PERCENTAGE 




COMMITTEE MEMBERS 






COMMITTEE CODE NAME 






AGPC BREHM 







ECS 



OPERATING SYSTEM 

NOS 2.5.3/NOS/VE 
NOS/VE 1.3.1 
NOS - NOS/VE 
NOS 



INITIALS 
PEGGY J 



CHAIR 
C 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


SR 


MR BILL M. GRISHAM 
SR SYSTEMS PROGRAMMER 


602-231-7504 


1 


SR 


MR DAVID STOKLAS 
SR SYSTEMS PROGRAMMER 


602-231-7503 


1 


IM 


MS. PEGGY J. BREHM 
APPLICATIONS PROGRAMMER 


602-231-1666 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GDC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COOEIVIM ): VM CHANGED: 821201 
STATUS COOE(ECODU): PRI-INDUSTRY: 



NAME: 



GENERAL DYNAMICS DATA SYSTEMS 
MESTERN CENTER 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GDP 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 861028 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: 



GENERAL DYNAMICS/POMONA 
DEPT. 93 MZ 418-8 



ADDRESS: 


ADDRESS-CODE 


STREET: 


P. 0. BOX 85808 


STREET-2: 


N1-S313 


CITY: 


SAN DIEGO 


STATE/POSTAL : 


CALIFORNIA 92138 


COUNTRY: 


USA 


TELEX/TNX: 





XX MAIL-CODE: FC 



MAIL ADDRESS: 




AOORESS-CODE 


STREET: 


BOX 2507 




STREET-2: 






CITY: 


POMONA 




STATE/POSTAL : 


CALIFORNIA 


917B92507 


COUNTRY: 


USA 




TELEX/TNX: 


870-433 





XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


: SERIAL- 


NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-825 


519 


10/15/83 


2B2K 


_ 


NOS/BE 


CYBER 170-840 


398 


08/01/86 


2M 


- 


NOS 


CYBER 170-855 


208 


3/15/84 


2M 


- 


NOS 


APPLICATION 


PERCENTAGE 








ENGN 




100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE NL-QTY 

RP MR. FRANK J. PHILLIPS 

619-573-3002 1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-850 360 



INST-DATE CM 
12/01/85 4M 



ECS 



APPLICATION 
ENGN 



PERCENTAGE 
100 



OPERATING SYSTEM 
NOS/BE* NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



RP 



MR. R. N. REBER 
SOFTNARE ENGINEERING SPECIALIST 



714-868-6780 
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AS OF 1988/11/09 



ECODU/VIN MEMBERSHIP RECORD 
INSTALLATION CODE: GFA 
PRIHARY USER GROUP: VIM 

NAME: GILLESPIE-FOLXNER 5 ASSOCIATES 
ASSOCIATE 



STATUS CODEfVIM ): AM CHANGED: 880204 
STATUS CODE(ECODU): - PRI-INOUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GIT 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 85020B 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: GEORGIA INSTITUTE OF TECHNOLOGY 
OFFICE OF COMPUTING SERVICES 



MAIL ADDRESS: 


ADDRESS-CODE 


• STREET: 


S45 RAINIER BLVD. N. 


STREET-2: 


- 


CITY: 


ISSAQUAH 


STATE/POSTAL : 


HASHINGTON 98027 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST • NAME - LAST PHONE 



RP 



MR. 
MM 



CHARLES A. 



FOLKHER 



206-392-BS80 



NL-QTY 
1 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 
STREET-2: 










CITY: 


ATLANTA 






STATE/POSTAL: 


GEORGIA 


303320275 




COUNTRY: 


USA 








TELEX/TNX: 










CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM ECS 


OPERATING SYSTEM 


CYBER 180-830 142 




- 


2M 


NOS 


CYBER 180-830 874 




- 


2M 


NOS 


CYBER 180-8SS 120 




07/83 


B4MB 


NOS/VE 


CYBER 180-855 228 




09/84 


2M 


NOS 


CYBER 180-990 109 




01/88 


32MB - 


NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL 


FIRST - 


NAME 


■ LAST 


PHONE 


NL-QTY 


IM 


MR 


ALLAN J 




NATHANSON 


404-894-4831 


1 


RP 


MR. JOHN 
DIRECTOR 




GEHL 


404-894-4680 





SR 


MR. RAY 
ASSOCIATE DIRECTOR 


SPALDING 


404-894-4660 


1 


IM 


MR. 
MANAI 


STAN 
GER-CYBER 


CORBIN 
SUPPORT 


404-894-6175 


1 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: GMECI 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): 
STATUS CODE(ECODU): 



NAME: GENERAL MICROELECTRONICS CORP. 
STARDYNE 
ASSOCIATE 



CHANGED: 880517 
PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GOTAB 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880517 
STATUS CODE(ECODU): - PRI-INDUSTRY: 



NAME: 



GOBIERNO DEL EDO. DE TABASCO 

DIR. DE INFOR. SECRETARIA DE FINANZA 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


222 N. SEPULVEDA BLVD 


STREET-2: 


SUITE 1B20 


CITY: 


EL SEGUNDO 


STATE/POSTAL: 


CALIFORNIA 90245 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: PASEO DE LA SIERRA Y CALLE 8 

STREET-2: COL. REFORMA 

CITY: VILLAHERMOSA 

STATE/POSTAL: TABASCO 86080 

COUNTRY: MEXICO 
TELEX/TNX: 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

IM MR. RAYMOND E. CURTIS 



MR. RAYMOND E. 
GENERAL MANAGER 



213-615-0839 



NL-QTY 
1 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-815 235 




10/03/83 


S24K 




NOS 2.4.1 L630 


APPLICATION 




PERCENTAGE 








BUSH 




090 








PROC. CONTROL 




005 








SCIE 




005 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



SR 



NL-QTY 



RP ING. FCD. JAVIER CRUZ 
DIRECTOR DE INFORMATICA 



931-3-70-77 



ING. JOSE LUIS MART MERINO 

JEFE DEL DEPTO.DE METODOS Y PROCEDIM 931-5-05-66 AL 79 X10 
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ECDDU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GPU 
PRIMARY USER 6R0UP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 870323 
STATUS CODE(ECOOU): - PRI-INDUSTRY: OTHS 



NAME: 



GPU SERVICE CORPORATION 
SYSTEM CONTROL ft DEVELOPMENT 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: READING 

STATE/POSTAL: PENNSYLVANIA 

COUNTRY: USA 

TELEX/TNX: 



ADDRESS-CODE: 
P. 0. BOX 15152 



196125152 



XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-810 684 



INST-DATE CM ECS OPERATING SYSTEM 
12/31/85 2B2K 2B2K NOS 2 



APPLICATION 


PERCENTAGE 


ENERGY MGMT. SYS. 


033 


ENGN 


033 


PROC. CONTROL 


033 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

IM MR. JAMES E. LEBO 
SUPERVISOR SYSTEM CONTROL 



IM MR. LUDNIG A. SCHMIDBAUER 
MGR. SYSTEM CONTROL 



SR MR. RICHARD P. NHITESELL 
MGR. SYSTEMS CONTROL OEV. 



RP MR. STANLEY J. KIJENSKI 
DIRECTOR AUTOMATED SYS. DEV. 



PHONE 


NL-QTY 


215-375-6504 


1 


215-375-5409 


1 


215-375-5387 


1 


215-375-5018 


1 
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AS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GRPDQ 
PRIMARY USER GROUP: VIM 

NAME: GRP CONSULTING A DIV. OF SNUCO INC 
ASSOCIATE 



STATUS CODE (VIM ): AM CHANGED: 880204 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



MAIL ADDRESS: 


ADDRESS-CODE: 


STREET: 


12655 SN CENTER ST. *380 


STREET-2: 


- 


CITY: 


BEAVERTON 


STATE/POSTAL: 


OREGON 97005 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. JOHN E. VOSSAHLIK 



MR. JOHN E. 
VICE PRESIDENT 



503-644-7719 



NL-QTY 
1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GSC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 8E0722 
STATUS CODE(ECODU): - PRI-INDUSTRY: EOUC 



NAME: 



GEORGIA SOUTHERN COLLEGE 
COMPUTER SERVICES 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GSFC 
PRIMARY USER GROUP: VIM 

NAME: NASA-GODDARD SPACE FLIGHT CENTER 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850225 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



MAIL AODRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 


LANDRUM BOX 8122 

STATESBORO 

GEORGIA 

USA 


30460 






CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 281 


01/01/86 


IBM 


- 


NOS 


APPLICATION 
EOUC 


PERCENTAGE 
100 









NAIL ADDRESS: 


ADDRESS-CODE: XX 


MAIL -CODE: 


FC 


STREET: 


CODE 631 






STREET-2: 


NASA-GODDARD SPACE FLIGHT CENTE 






CITY: 


GREENBELT 






STATE/POSTAL: 


MARYLAND 20771 






COUNTRY: 


USA 






TELEX/TNX: 









CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 200-205 510 



APPLICATION 
SCIE 



INST-DATE 


CM 


7/10/82 


4MH 


PERCENTAGE 
100 





ECS 



OPERATING SYSTEM 
VSOS R.2 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 



SR 



RP 



MR. JEFF HILLIAMS 

ASST. DIR. COMPUTER SERVICES 



MR. KEN HILLIAMS 

DIRECTOR-COMPUTER SERVICES 



PHONE 


NL-QTY 


912-681-5365 


1 


912-681-5366 


1 



COMMITTEE MEMBERS 
COMMITTEE CODE 
SSC 



NAME 
BOCK 



INITIALS 
CHRISTO 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



SR 



IM 



MR. CHRISTOPHER E. BOCK 
SYSTEMS MANAGER 



MR. FRED B. 
FACILITY MANAGER 



MR. HERB 
CONFIGURATION MGR. 



SHAFFER JR. 



DURBECK 



301-286-8707 
301-286-8580 
301-286-8243 



CHAIR 
M 



Nl-QJY 
2 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: HACDN 
PRIMARY USER GROUP: VIM 

NAME: HUGHES AIRCRAFT CD 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 860722 
STATUS COOE(ECODU): - PRI-INDUSTRY: MFG 



MAIL ADDRESS: 


ADDRESS- 


STREET: 


8000 E. MAPLENOOD AVE. 


STREET-2: 


M/S CHD 


CITY: 


ENGLENOOD 


STATE/POSTAL : 


COLORADO 80111 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



•• THIS PAGE INTENTIONALLY LEFT BLANK •• 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-815/82743 



INST-DATE CM 
01/03/84 1M 



ECS 



OPERATING SYSTEM 
NOS 



APPLICATION 
SCIE 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 
RP MR. CARL JAMISON 



RP MR. KEVIN 



SOUZA 



PHONE 


NL-QTY 


303-341-3273 


1 


303-341-3502 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: HIP 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODEtVIM ): VM CHANGED: 851017 
STATUS CODE(ECDDU): - PRI-IKDUSTRY: UTL 



NAME: 



HOUSTON LIGHTING » PONER CO. 
ENERGY MANAGEMENT » CONTROL SYS. 



L ADDRESS: 


ADDR 


STREET: 


1308 CRANFORD 


STREET-2: 


- 


CITY: 


HOUSTON 


STATE/POSTAL: 


TEXAS 77i 


COUNTRY: 


USA 


TELEX/THX: 


HOU LaP HOU 762765 



ADDRESS-CODE: XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



681 



CYBER 180-810 
CYBER 180-810 
CYBER 180-830 
CYBER 180-830 
CYBER 180-860 
CYBER 180-860 



APPLICATION 
ENGN 
PRDC. CONTROL 



??? 



INST-DATE 


CM 


07/20/85 


5M 


06/87 


5M 


05/01/88 


5M 


05/01/88 


5M 


05/01/88 


10M 


05/01/88 


10M 


PERCENTAGE 




050 




050 





ECS 



OPERATING SYSTEM 

NOS 
NOS 
NOS 
NOS 
NOS 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



IM 



IM 



RP 



IM 



MR. CHARLES E. SIMPSON 
OPERATIONS SUPERVISING ENG. 



MR. EDNIN A. 
SYSTEMS ANALYST 



MR. FLOYD JAMES 
MANAGER EMACS DIV. 



BAILEY 



TREFNY 



MR. GRANT R. GRUENEICH 
APPLICATIONS SUPERVISING ENG. 



PHONE 


NL-QTY 


713-229-7954 


1 


713-229-7215 


1 


713-229-7951 


1 


713-229-7199 


1 
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ECODU/VIM MEMBERSHIP RECORD 
SR 



MR. KENNETH N. HEUSSNER 
SYSTEMS SUPERVISING ENG. 



AS OF 1988/11/09 

713-229-7238 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: HQUE 
PRIMARY USER GROUP: VIM 

NAME: HYDRO-QUEBEC 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 831012 
STATUS CODE(ECODU): PRI-INDUSTRY: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



75 OUEST BOUL. 

DORCHESTER 8AS. 1 

MONTREAL 

QUEBEC 

CANADA 

055-61047 



H2Z 1A4 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 



ECS 



OPERATING SYSTEM 



CYBER 173-8 


205 


07/80 


131K 


- 


NOS/BE 


CYBER 173-8 


214 


07/80 


131K 


- 


NOS/BE 


S17 


1047 


07/80 


65K 


- 


MSOS 


S17 


1616 


07/80 


GSK 


- 


MSOS 


S17 


1629 


07/80 


G5K 





MSOS 


S17 


6018 


07/80 


GSK 


- 


MSOS 


S17 


6019 


07/80 


G5K 


- 


MSOS 


S17 


781 


07/80 


G5K 


- 


MSOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. GILLES RENAUD 



Nl-QTY 



MR. GILLES 
SYSTEMS ANALYST 



514-289-4324 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: HSCSC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEtVIM I: VM CHANGED: 851217 
STATUS CODE(ECODU): - PRI-INDUSTRY: EOUC 



NAME: UNIVERSITY OF MINNESOTA 
HEALTH SCIENCE COMP. SER. 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAl: 

COUNTRY: 

TEIEX/TNX: 


BOX 720 MAYO 

515 DELANARE ST. 

MINNEAPOLIS 

MINNESOTA 

USA 


S.E. 
55455 






CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SY: 


CYBER 180-830 231 
CYBER 180-850 7 


12/01/85 
04/01/88 


4M 
4M 


- 


NOS 2.5.3 
NOS/VE 1.2.3 


APPLICATION 
ADMN 
EDUC/RESEARCH 


PERCENTAGE 
025 
075 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR 



MR. FRANK GRENE 
SUPV. SYSTEMS PROGRAMMER 



RP 



MR. LEE 
DIRECTOR 



CROATT 



PHONE 


NL-QTY 


612-625-7957 


1 


612-625-6150 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: HUJI 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850205 
STATUS COOE(ECODU): VM PRI-INDUSTRY: 



NAME: HEBREW UNIVERSITY OF JERUSALEM 
COMPUTATION CENTER 



MAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


TAYLOR 8LDG. 




STREET-2: 


GIVAT-RAM 




CITY: 


JERUSALEM 




STATE/POSTAL: 


- 


91904 


COUNTRY: 


ISRAEL 




TELEX/THX: 


25391 





XX MAIL-CODE: SU 



*» THIS PAGE INTENTIONALLY LEFT BLANK »• 



CD COMPUTERS INSTALLEO: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-825 110 




10/81 


524K 


_ 


NOS 2 


CYBER 170-85!> 104 




08/84 


1500K 


- 


NOS 2-NOS/VE 


APPLICATION 




PERCENTAGE 








EDUCATION 












LIBRARY 












MEDI 












SCIE 













INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
IM MS. RUTH HEINBER 



SR 
RP 



MS. RUTH 
PROGRAM LIBRARIAN 



MR. SIMON SHICKMAN 
MANAGER SYSTEM PROGRAMMING 



MR. TSVI 
DIRECTOR 



KIDRON 



DR. YAEL NAAMAN 

MANAGER, USER SERVICES 



PHONE 


NL-QTY 


972-2-584542 


1 


972-2-584279 


1 


972-2-584218 


1 


972-2-584217 


1 
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AS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ICST 
PRIMARY USER GROUP: ECODU 

NAME: IMPERIAL COLLEGE COMPUTER CENTRE 



STATUS CODE! VIM ): VM CHANGED: 850320 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



EXHIBITION ROAD 
SOUTH KENSINGTON 
LONDON 

UNITED KINGDOM 
929484 



SN7 2BX 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS OPERATING SYSTEM 


CYBER 170-730 


513 


09/81 


262K 


NOS 2.5.1 


CYBER 170-855 


121 


09/83 


2048K 


NOS 2.5.1-N0S/VE 


CYBER 180-930-31125 


08/87 


64MB 


VE 1.2.3 


APPLICATION 


PERCENTAGE 






ENGN 




060 






MEDI 




005 






SCIE 




035 






COMMITTEE MEMBERS 










COMMITTEE CODE 


NAME 






INITIALS CHAIR 


EISTC 


AllATT 






PAUL N 


ECCOS 


NHITEHEAD 




PETER N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



IM 



SR 



MR. A. G. 
COMPUTER MANAGER 



SPIRLING 



MR. PAUL ALLATT 

GROUP LEADER (COMPILERS) 



NL-QTY 

01 589 5111 X4910 
01 589 5111 X4966 1 
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ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 

RP MR. PETER HHITEHEAD 

SYS. MGR. 8 DEPUTY HEAD OF DEPT. 01 589 5111 X4961 



150 
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ECODU/VIN MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: IMD 
PRIMARY USER GROUP: ECODU 

NAME: ISRAEL MINISTRY OF DEFENSE 



STATUS CODE (VIM ): VM CHANGED: 820917 
STATUS CODE (ECODU): VN PR I -INDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: INDU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 85032B 
STATUS CODE(ECOOU): PRI-INDUSTRY: EDUC 



NAME: 



INDIANA UNIVERSITY 
BLOOMINGTON ACADEMIC COMPUTING 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


P. 0. BOX 2250 


STREET-2: 




CITY: 


HAIFA 


STATE/POSTAL: 




COUNTRY: 


ISRAEL 


TELEX/TNX: 





XX MAIL-CODE: AV 



MAIL ADDRESS: 


ADDRESS-CODE: XI 


STREET: 


BLOOMINGTON ACADEMIC COMPUTING 


STREET-2: 


750 N. STATE RD.-4B BYPASS 


CITY: 


BLOOMINGTON 


STATE/POSTAL: 


INDIANA 474054801 


COUNTRY: 


USA 


TELEX/TNX: 





CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170 ? 
CYBER 730 ? 




08/77 
08/81 


198K 
2B2K 


- 


NOS 
NOS/BE 


APPLICATION 
BUSN 
SCIE 




PERCENTAGE 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP MR. EMANUEL HIND 



IM 



MS. SHARONA 
LIBRARIAN 



DUCHNE 



NL-QTY 

1 
1 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL -NO INST-DATE CM ECS 
CYBER 170-855 119 07/83 2048K - 



OPERATING SYSTEM 
NOS 2.5.2-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. C. D. FLONERS 
MANAGER-SYSTEMS & OPERATIONS 



812-335-9255 



NL-QTY 
1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: INEL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 831201 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: 



IDAHO SCIENTIFIC COMPUTING CTR. 
EG a G IDAHO INC. 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: IPAC 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/OS 

STATUS CODEtVIM I: VM CHANGED: 8E0722 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



CALIFORNIA INSTITUTE OF TECHNOLOGY 
PHYSICS 



MAIL ADDRESS: 




STREET: 


BOX 1625 


STREET-2: 




CITY: 


IDAHO FALLS 


STATE/POSTAL: 


IDAHO 


COUNTRY : 


USA 


TELEX/TNX: 





ADDRESS-CODE: XX MAIL-CODE: 



83415 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


STREET: 


1201 E. CALIFORNIA BLVD. 




STREET-2: 


- 




CITY: 


PASADENA 




STATE/POSTAL : 


CALIFORNIA 91125 




COUNTRY: 


USA 




TELEX/TNX: 


- 





MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 176 206 



INST-DATE CM ECS 
04/80 196K 512K 



OPERATING SYSTEM 
NOS 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-840 374 



INST-DATE CM 
02/02/86 16K 



ECS 



OPERATING SYSTEM 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. ROBERT SCOTT JR. 

OPERATIONS a DATA PROCESSING DIV. MG 208-526-9567 



Nl-QTY 

1 



APPLICATION 
SCIE 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



154 



Nl-QTY 



SR 


MR. DENNIS 
SYSTEMS ANALYST 


NITTMAN 


818-584-2969 


1 


IN 


DR. JOHN 
SCIENTIST 


GOOD 


818-584-2929 


1 


RP 


MR. P. L. (BUD) POULSON 
SYSTEM DESIGN ENGINEER 


818-584-2912 


1 


IM 


MR. TADAS 
SYSTEMS ANALYST 


SESPLAUKIS 


818-584-2977 


1 
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ECODU/VIH MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: IPN 
PRIMARY USER GROUP: VIM 

NAME: INTERSTATE PONER CO 
FORMERLY IPC 



STATUS CODEfVIM ): VM CHANGED: 841227 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ISCOR 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 830104 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: 



ISCOR LTD. 

DATA PROCESSING SERVICES 



MAIL ADDRESS: 




STREET: 


1000 MAIN 


STREET-2: 


- 


CITY: 


DUBUQUE 


STATE/POSTAL : 


IONA 


COUNTRY: 


USA 


TELEX/TNX: 


- 



ADDRESS-CODE: XX MAIL-CODE: FC 



52001 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



P.O. BOX 4S0 

PRETORIA 

0001 
REPUBLIC OF SOUTH AFRICA 
3 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 18-50 1044 
CYBER 18-50 71B 
SYSTEM 17 1633 



CD COMPUTERS INSTALLED: 



INST-DATE CM 



ECS 



OPERATING SYSTEM 



05/84 B4K 131K MSOS 5.0 
OS/84 B4K 131K MSOS 5.0 
05/84 52K - MSOS 5.0 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. TERRY I. KOUBA 
OPERATIONS ENGINEER 



319-582-5421 X403 



NL-QTY 

1 



MAIN-FRAME-TYPE 


SERIAL- 


■NO INST-OATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-815 


239 


01/11/83 


1048K 


_ 


NOS 2.3 


CYBER 170-825 


227 


09/24/83 


1048K 


- 


NOS 2.3 


CYBER 170-825 


233 


09/24/83 


1048K 


- 


NOS 2.3 


CYBER 170-825 


235 


09/24/83 


1048K 


- 


NOS 2.3 


CYBER 170-825 


238 


09/24/83 


1048K 


- 


NOS 2.3 


CYBER 180-830 


105 


11/26/84 


16M 


- 


NOS 2.3 


CYBER 180-830 


105 


11/26/84 


16M 


- 


NOS 2.3 


CYBER 180-830 


115 


11/26/84 


16M 


- 


NOS 2.3 


CYBER 180-830 


124 


11/26/84 


16M 


- 


NDS 2.3 


CYBER 180-830 


146 


11/04/85 


1GM 


- 


NOS 2.3 


CYBER 180-830 


222 


01/08/85 


16M 


- 


NOS 2.3 


CYBER 180-830 


245 


03/12/86 


32M 


- 


NOS 2.3/NOS/VE 1 


CYBER 180-830 


583 


03/18/86 


16M 


- 


NOS 2.3 


APPLICATION 


PERCENTAGE 








INDUSTRIAL 













INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. NICO FOURIE 

HEAD COMPUTER SYSTEMS DEVELOPMENT 



(012) 298-2233 



NL-QTY 
2 



155 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ISU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 851220 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



INDIANA STATE UNIVERSITY 
COMPUTER CENTER 



ECDDU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: JARTN 
PRIMARY USER GROUP: VIM 

NAME: JARVIS TECH NOTES 
ASSOCIATE 



AS OF 1988/11/09 

STATUS CODE (VIM ): AM CHANGED: 880204 
STATUS CODEIECODU): - PRI-INDUSTRY: ENGN 



MAIL ADDRESS: 



STREET: REEVE HALL 

STREET-2: 

CITY: TERRE HAUTE 

STATE/POSTAL: INDIANA 

COUNTRY: USA 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



47809 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



1209 S. THIRD ST. 

STILLNATER 

MINNESOTA 

USA 



55082 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 830 233 



INST-DATE CM 
08/16/85 1EM 



ECS 



OPERATING SYSTEM 
NOS 2-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME - 


LAST 


PHONE 


Ni-qr 


SR 


MS. CHAMPE 
SYSTEMS PROGRAMMER 


EDNARDS 


812-237-2981 


i 


IM 


MR. GERRY OLIVER 
COMMUNICATIONS SYSTEMS ENGINEER 


812-237-2985 


i 


RP 


MS. ROSE ANN 
ASSOC. DIRECTOR TECH 


TOULSON 
. SUPPORT 


812-237-2928 


3 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. ROBERT JARVIS 



MR. ROBERT 
ONNER 



812-430-2588 



NL-OTY 

1 
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ECDDU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: JCPL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870720 
STATUS CODE(ECODU): - PRI-INDUSTRY: UTl 



NAME: JERSEY CENTRAL PONER A LIGHT 
SYSTEM OPERATIONS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: JINR 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS CODEfVIM ): VM CHANGED: 851001 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



JOINT INSTITUTE FOR NUCLEAR RESEARCH 
LABORATORY FDR COMPUTER TECH 8 AUTOM 



HAIL ADDRESS: 


ADDRESS-CODE: XX 


STREET: 


MADISON AVE. AT PUNCHBONL RD. 


STREET-2: 


- 


CITY: 


MORRISTONN 


STATE/POSTAL: 


NEN JERSEY 07980 


COUNTRY: 


USA 


TELEX/TNX: 


201-285-3728 



MAIL-CODE: FC 



MAIL ADORESS: 



ADDRESS-CODE: XX MAIL-CODE: 



P. 0. BOX 79 



STREET: 

STREET-2: 

CITY: DUBNA 

STATE/POSTAL: MOSCON 

COUNTRY: U.S.S.R 

TELEX/TNX: D 



CD COMPUTERS INSTALLEO: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



ECS 



CYBER 180 830 
CYBER 180-830 



825 
682 



1989 
1989 



4M 
4M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



OPERATING SYSTEM 



NOS 
NOS 



STATUS 


TTl FIRST - NAME - LAST 


PHONE 


Nl-QTY 


IM 


MR. M. P. KEANE 








ENGINEER II 


201-455-8705 


1 


SR 


MR. M. T. GRAHAM 








TECHNICAL ANALYST SENIOR 


201-455-8427 


1 


IM 


MR. R. A. CHAMBERS 








TECHNICAL ANALYST SENIOR 


201-455-8425 


1 


RP 


MR. R. C. PAGE 








ELECTRONIC CONTROLS ENGINEERING MGR. 


201-455-8550 


1 



CD COMPUTERS INSTALLED 
MAIN 
6500 



l-FRAME-TYPE SERIAL 


•NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


> 1125 




1976 


131K 


- 


NOS/BE 


APPLICATION 
SCIE 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
IM DR. N. N. GOVORUN 



RP 



DR N N 
DEPUTY DIRECTOR 



DR. S. A. 
DEPUTY DIRECTOR 



SCHELEV 



PHONE 


NL-QTY 


926-22-41 


1 


926-22-41 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: JOYBF 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS C0DE(V1M ): VM CHANGED: 871230 
STATUS CODE(ECODU): - PRI-INDUSTRY: MFG 



COOPER INDUSTRIES 

TUR80C0MPRESS0R DIV. 

FORMERLY JOY MANUFACTURING CO. 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ilOYCG 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS C0DE(VIM ): VM CHANGED: 871230 
STATUS CODE(ECODU): - PRI-INDUSTRY: MFG 



NAME: JOY TECHNOLOGIES INC. 

MINING MACHINERY DIVISION 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



3101 BROAOHAY 



STREET: 

STREET-2: 

CITY: BUFFALO 

STATE/POSTAL: HEN YORK 

COUNTRY: USA 

TELEX/TNX: 



14225 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 180-830 2S6 10/11/85 8M 



APPLICATION 
ENGN 



PERCENTAGE 
100 



ECS 



OPERATING SYSTEM 
NOS 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 


120 LIBERTY STRI 

FRANKLIN 

PENNSYLVANIA 

USA 

RCA 291903 


ET 
18323 






CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 226 


11/15/85 


16MB 




NOS 


APPLICATION 
ENGN 


PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

SR MR. JERRY L. MARTINDALE 
EDP SUPERVISOR-TECHNICAL 



IM MR. J. PETER FOLEY 
SYSTEMS 8 PROGRAMMING 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



RP MR. ROBERT BAKER 
CAO/CAM PROJECT SUPERVISOR 



PHONE 


NL-QT 


716-896-6BOO 


1 


- 


1 


71B-896-SEO0 


1 



STATUS 


TTL FIRST - NAME 


- LAST 


SR 


MR. JERRY D. 
SUPERVISOR OF CAM 


RESS 


IM 


MR. MARK D. 
SUPERVISOR OF CAD 


LUKASIAK 



RP MR. STEVEN D. BALDHIN 
MANAGER CAD/CAN SYSTEMS 

IM MR. STEVEN E. RHOADS 
SYSTEMS ANALYST/PROGRAMMER 

IM MR. THOMAS BARNES 
N/C MANUFACTURING ENGINEER 



PHONE 



814-432-1298 



814-432-1786 



814-432-1665 



814-432-1460 



814-432-1431 



NL-QTY 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: «C 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODE! VIM ): 
STATUS COOE(ECDDU): 



NAME: 



NASA JOHNSON SPACE CENTER 
SYSTEMS OEVEL. 8 SIMULATION DIV. 



VM CHANGED: 88010B 
- PRI-INDUSTRY: ENGN 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: KADD 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 860128 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



NAME: 



AGENCY FOR DEFENSE DEVELOPMENT 
COMPUTER DEPARTMENT DMD 



MAIL ADDRESS: 



STREET: NASA RD 1 

STREET-2: C07 

CITY: HOUSTON 

STATE/POSTAL: TEXAS 

COUNTRY: USA 
TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



77058 



MAIL ADDRESS: 


1 


STREET: 


P.O. BOX 35 


STREET-2: 




CITY: 


DAEJEON 


STATE/POSTAL: 




COUNTRY: 


KOREA 


TELEX/TNX: 


DEKIROK K4555G 



ADDRESS-CODE: XX MAIL-CODE: AV 



300 



CD COMPUTERS INSTALLED: 






MAIN-FRAME-TYPE SERIAL-NO 


INST-DATE 


CM 


CYBER 180-830 680 
CYBER 180-840A 448 


06/25/85 
01/13/87 


2M 

4M 



APPLICATION PERCENTAGE 
ENGN 050 

REALTIME SIMULATIONS 050 



ECS 



OPERATING SYSTEM 



NOS 2.5.2 
NOS 2.5.2 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-860 381 



APPLICATION 
BDP 
ENGN 
SCIE 



INST-DATE CM 
12/31/86 2M 



PERCENTAGE 
010 
015 
075 



ECS 



OPERATING SYSTEM 
NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MS. SUSAN DOBBRATZ 
LOCKHEED-EMSCO ANALYST 



713-483-1826 



NL-QTY 
3 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



IM 



SR 



MR. C. K. CHO 
HEAD COMPUTER DEPT. DMD 



MR. I. S. 
SENIOR RESEARCHER 



MR. K. S. 
SENIOR RESEARCHER 



SEO 
CHUNG 



042-822-4271 
042-822-4271 
042-822-4271 



NL-QTY 
3 

1 
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EC0DU/V1M MEMBERSHIP RECORD 
INSTALLATION CODE: KAERI 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS COOEIVIM ): ¥M CHANGED: 871112 
STATUS CODE(ECODU): - PRI-IN0U5TRY: OTHS 



KOREA ADVANCED ENERGY RESEARCH INSTI 
COMPUTER APPLICATIONS RESEARCH DIV. 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION COSE: KAI 
PRIMARY USER GROUP: VIM 

NAME: KUCK AND ASSOCIATES INC 
ASSOCIATE 



STATUS CODEtVIM I: AM CHANGED: 880204 
STATUS CODE(ECOOU): - PRI-INDUSTRY: OTHS 



ADDRESS: 




ADDRESS-CODE 


STREET: 


P. 0. BOX 7 




STRSET-2: 


DAEDUKDAN.il 




CITY: 


DAIJEON 




STATE/POSTAL: 


CHUNG-NAM 


- 


COUNTRY: 


KOREA 




TELEX/TNX: 


DAERI K4553 





XX MAIL-CODE: AV 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



1906 FOX DRIVE 



STREET: 

STREET-2: 

CITY: CHAMPAIGN 

STATE/POSTAL: ILLINOIS 

COUNTRY: USA 

TELEX/TNX: 



(1820 



CD COMPUTERS INSTALLED: 

MAIN-FRAHE-TYPE SIRIAl-NO 
CYBER 170-875 704 



INST-OATE CM 
07-01-87 1M 



ECS 



OPERATING SYSTEM 
NOS 



COMMITTEE MEMBERS 

COMMITTEE CODE NAME 
SSC BARRETT 



INITIALS 
PATRICI 



CHAIR 
M 



APPLICATION 
ENGN 
SCIE 



PERCENTAGE 
050 

50 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

SR MR. CHANG-MO RYU 

HEAD COMPUTER CODE DEVELOPMENT DIV. - 

IM MR. PARK BONG SIK 
COMPUTER SYSTEM DIVISION 

RP MR. POONG EIL JUHN 

DIRECTOR COMPUJTER APPLICATIONS RESE - 



NL-QTY 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

IM 



RP 
IN 
RP 



MR. BRUCE LEASURE 
V.P. TECHNICAL SUPPORT 



MR. DAVID J. 
PRESIDENT 



KUCK 



MR. MICHAEL NOLFE 
V.P. SOFTHARE DEVELOPMENT 



MS. PATRICIA 
MARKETING MANAGER 



BARRETT 



217-35B-2288 



NL-QTY 

1 

1 
1 
1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: KAPL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 860923 
STATUS CODE(ECODU): PRI- INDUSTRY: 



NAME: 



GENERAL ELECTRIC COMPANY 
KNOLLS ATOMIC PONER LABORATORY 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: KAVOR 
PRIMARY USER GROUP: VIM 

NAME: KAVOURAS INC. 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 871112 
STATUS CODE(ECOOU): - PRI-INOUSTRY: OTHS 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



BOX 1072 

SCHENECTADY 
NEN YORK 
USA 

7 



ADDRESS-CODE: XX MAIL-CODE: FC 



12301 



MAIL ADDRESS: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



ECS 



OPERATING SYSTEM 



CYBER 170-720 


922 


CYBER 20S 


503 


7600 


111 


7600 


13 



7600 



17 



12/84 131K - NOS 2.2 

12/81 2M - VSOS 2.1.6 

12/84 S4K S12K SCOPE 2.1.S 

12/70 64K 512K SCOPE 2.1.S 

10/82 64K 512K SCOPE 2.1.S 



COMMITTEE MEMBERS 

COMMITTEE CODE NAME 
SSC BAIR 



INITIALS 
ELAINE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



CHAIR 
M 



STATUS 


TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


RP 


MS. ELAINE M. BAIR 








SUPV-LARGE MAINFRAME SYSTEMS 


518-395-7248 


1 


IM 


MS. ELAINE P. HURLEY 








SR. SYSTEMS PROGRAMMER 


518-395-7253 


1 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 


8301 34TH AVENUE SOUTH 






STREET-2: 


- 






CITY: 


MINNEAPOLIS 






STATE/POSTAL : 


MINNESOTA 5S440 






COUNTRY: 


USA 






TELEX/TNX: 


- 






CD COMPUTERS INSTALLED: 








MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE CM 


ECS 


OPERATING SYSTEM 


CYBER 180-840A 441 


4M 


- 


NOS 2.5.3 



APPLICATION PERCENTAGE 
ATMOSPHERIC MONITORI 00- 
ENGN 00- 

SCIE 00- 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME 


- LAST 


PHONE 


NL-QTY 


SR 


MR. JAMES H. 


BLOCK 








DIRECTOR SYSTEMS 




612-726-9515 


1 


IM 


MR. RONALD J. 


SZNAIOER 








MGR. METEOROLOGICAL 


PROD. DEV. 


612-726-9515 


1 


RP 


MR. THOMAS E. 


BAXTER 








SYSTEM ANALYST 




612-726-9515 


1 



IM 



MR. 



F. C. 



PARE IS 



SR 



DR. JAMES B. MOORHEAD 
MGR. SYSTEMS PROGRAMMING 



518-395-4261 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: KIDD 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 8E0415 
STATUS CODE(ECOOU): - PRI-INDUSTRY: OTHS 



NAME: 



KIDD CREEK MINES LTD. 

MINESITE TECH. COMPUTING FACILITY 



MAIL ADDRESS: 




STREET: 


P.O. BOX 2002 


STREET-2: 


- 


CITY: 


TIMMINS 


STATE/POSTAL: 


ONTARIO 


COUNTRY: 


CANADA 


TELEX/THX: 


067-81660 



ADORESS-CODE: XX MAIL-CODE: FC 



P4N 7K1 



•• THIS PAGE INTENTIONALLY LEFT BLANK 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-810 185 



INST-DATE CM 
OS/15/85 8MB 



ECS 



OPERATING SYSTEM 
NOS 



APPLICATION 
ENGN 

PROC. CONTROL 
SCIE 



PERCENTAGE 
033 

033 
033 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATU 


S TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


SR 


MR. HENRY AAVASALINI 








CHIEF TECHNICAL COMPUTING 


705-287-8775 


1 


IM 


MR. RAFFY OUZOUNIAN 








PROGRAMMER/ANALYST 


705-287-8751 


1 



RP 



MR. RISTO T. PAANANEN 

SUPERVISOR MINESITE TECH. COMPUTING 705-287-8771 



169 



170 



o o 



c 



o 



o 



CO 



oo 



o 



o 



o 



o 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: KIST 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870202 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



SYSTEMS ENGINEERING RESEARCH INSTITU 
(SERI) KAIST 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE: 


STREET: 


P.O. BOX 131 DONGDAEMOON 






STREET-2: 


- 






CITY: 


SEOUL 






STATE/POSTAL: 


131 






COUNTRY: 


KOREA 






TELEX/TNX: 


K24765 







ECODU/VIM MEMBERSHIP RECORD 
MAIL ADDRESS: 



AS OF 1388/11/09 
ADDRESS-CODE: 



XI MAIL-CODE: AV 



STREET: PLATO TEAM-SYS. ENGN. RESEARCH 

STREET-2: 76-5G1 YUCK5AMD0NG KANGNAMGU 

CITY: SEOUL 

STATE/POSTAL: - 135 

COUNTRY: KOREA 

TELEX/TNX: KISTROK K27380 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-835 127 



INST-OATE CM 
01/03/83 2M 



ECS 



OPERATING SYSTEM 
NOS 



APPLICATION 
BUSN 

DP RESEARCH 
SCIE 



PERCENTAGE 
030 
020 
050 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



SR MR. CHUNG- 1 L PAK 

DIRECTOR-SYSTEM OPERATION DIV. 



2-967-2011 



RP DR. KI-SOD SUNG 

PRES. -SYSTEMS ENGN. RESEARCH INSTITU 2-967-2011 



IN DR. OKHNA 

KAIST PLATO TEAM 



LEE 



966-1931 



NL-QTY 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: KLSY 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 870118 
STATUS COOE(ECODU): - PRI-INDUSTRY: ENGN 



KELSEY INSTITUTE/SASK RESEARCH CNCL 
CAD/CAM 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


P. 0. BOX 1520 






STREET-2: 


- 






CITY: 


SASKATOON 






STATE/POSTAL: 


SASKATCHEWAN SK3 3R5 






COUNTRY : 


CANADA 






TELEX/TNX: 


- 







FC 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


■NO 


INST-DATE 


CM ECS 


OPERATING SYSTEM 


CYBER 180-810 111 
CYBER 180-830 125 




12/01/84 
12/01/84 


1024K - 
2048K - 


NOS 2 
NOS 2 


APPLICATION 
EDUC 
ENGN 




PERCENTAGE 
050 
050 







INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

RP MR. ROBERT F. ROHR 
SYSTEM MANAGER 



IM MR. TREVOR NILLIAMS 
HEAD OF CAD/CAM DEPT. -KELSEY 



IM MR. GORDON PIERCE 

HEAD OF ENGINEERING DEVELOPMENT- SRC 



PHONE 


Nl-QTY 


306-933-6370 


1 


306-933-7184 


1 


306-933-5413 


1 
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ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 




MAIL 


ADDRESS: 


ADDRESS-CODE: 


XI MAIL-CODE: 




STREET: 


15 INNOVATION BLVD. 






STREET-2: 


- 






CITY: 


SASKATOON 






STATE/POSTAL: 


SASKATCHENAN S7N 2X8 






COUNTRY: 


CANADA 






TELEX/TNX: 


SARECO 074-2484 




SR 


MS. HEATHER 


NOOFF 






APPLICATIONS 


CONSULTANT-SRC 306- 


933-6934 


MAIL 


AODRESS: 


ADDRESS-COOE: 


XI MAIL-CODE: 




STREET: 


15 INNOVATION BLVD. 






STREET-2: 


- 






CITY: 


SASKATOON 






STATE/POSTAL: 


SASKATCHENAN S7N 2X8 






COUNTRY: 


CANADA 






TELEX/TNX: 


SARECO 074-2484 





FC 



FC 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: KRESS 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COOEtVIM ): VM CHANGED: 861028 
STATUS CODE(ECODU): - PRI-INOUSTRY: OTHS 



NAME: 



KRESS CORPORATION 
ENGINEERING 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: BRIMFIELD 

STATE/POSTAL: ILLINOIS 

COUNTRY: USA 

TELEX/TNX: 910 651 4290 



227 ILLINOIS STREET 



61517 



COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 830 314 




03/25/85 


4K 


- 


NOS 


APPLICATION 
ENGN 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. DANNY N. BOETTCHER 



SR 



NL-QTY 



MR. DANNY N. 
PROJECT ENGINEER 



MR. EARL D. 
DESIGNER 



GROTTS 



309-446-3395 



309-446-3395 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: LANL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 861028 
STATUS COOE(ECODU): - PRI-INDUSTRY: OTHS 



NAME: LOS ALAMOS NATIONAL LABORATORY 
COMPUTER SYSTEMS 
FORMERLY LASL 



NAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


C-8 




STREET-2: 


MS B294 




CITY: 


LOS ALAMOS 




STATE/POSTAL: 


NEN MEXICO 


87545 


COUNTRY: 


USA 




TELEX/TNX: 


- 





XX MAIL-CODE: FC 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-825 625 

CYBER 170-825 628 

CYBER 170-825 630 

CYBER 170-855 245 

CYBER 176-21 104 



APPLICATION 
BUSN 
ENGN 
SCIE 



INST-DATE 


CM 


10-82 


1M 


12/82 


1M 


04/83 


512K 


11/84 


1.5M 


12/82 


262K 


PERCENTAGE 




033 




033 




033 





ECS 



OPERATING SYSTEM 



NOS 2.4 
NOS 2.4 
NOS 2.4 
NOS 2.4 
NOS 2.4 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. RICK RAMSEY 



MR. RICK 

NOS SYSTEM MANAGER 



505-667-0782 



NL-QTY 
1 



176 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION COOE: LDSG 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 85042S 
STATUS CDDE(ECODU): - PRI-INDUSTRY: OTHS 



NAME: 



LDS CHURCH 
GENEALOGY 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: LES 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 860505 
STATUS CODE(ECODU): PRI-INDUSTRY: UTL 



NAME: LINCOLN ELECTRIC SYSTEM 
POHER SUPPLY DIVISION 



MAIL ADDRESS: 

STREET: 

STREET-2: 

CITY: 



COUNTRY: 
TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



50 EAST NORTH TEMPLE 
THIRD FLOOR 
SALT LAKE CITY 



STATE/POSTAL: UTAH 



84150 



USA 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 



11TH AND STREET 

P.O. BOX 808S9 

STREET 

NEBRASKA 885010869 

USA 



CD COMPUTERS INSTALLED: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-930-31? 
CYBER 180-995 211 




12/28/87 
02/18/85 


64M 
128M 


- 


NOS/VE 
NOS/VE 


APPLICATION 
BUSN 




PERCENTAGE 
100 









MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 18 721 
CYBER 18 812 




10/81 
10/81 


52K 
52K 


- 


MSOS 

MSOS 


APPLICATION 
SCADA 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


SR 


MR. LYLE HERETH 
MANAGER-GIS 


801-531-4118 


1 


RP 


MR. PAUL D. TAYLOR 
TECHNICAL CONSULTANT 


801-531-3572 


1 


IM 


MR. PAUL M. PATANE 
PROJECT MGR. -ANCESTRAL FILE 


801-531-5217 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR 



RP 



MR. NEIL ENGELMAN 

SYSTEM PROTECTION ENGINEER 



MR. NILLIAM A. LANG-CDP 
SUPERVISOR-SYSTEMS ENGINEERING 



PHONE 


NL-QTY 


402-487-75 BO 


1 


402-473-3471 


1 



177 



178 



c 



c 



o 






oo 



o 



o 



Sas^ Vasr 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: LRCCD 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 860722 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



NAME: LOS RIOS COMMUNITY COLLEGE DISTRICT 
COMPUTER SERVICES 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: LUCC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VN CHANGED: 841227 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: LEHIGH UNIVERSITY 
COMPUTING CENTER 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



1919 SPANOS CT. 

SACRAMENTO 
CALIFORNIA 
USA 



95825 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


STREET: 


MART LIBRARY BLOG. 8B 




STREET-2: 






CITY: 


BETHLEHEM 




STATE/POSTAL: 


PENNSYLVANIA 18015 




COUNTRY: 


USA 




TELEX/TNX: 


BITNET ADPR-HRH0M.EH1 





MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830A 03B8 07/15/86 
CYBER 180-930/31213 01/06/88 


16M 
64M 


- 


NOS/VE 
NOS/VE 


APPLICATION PERCENTAGE 
BUSN 100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST 

IM MR. DAVID ZIEOUR 
OPERATIONS MANAGER 



IM MR. JERRY STYPES 
PROGRAMMING MANAGER 



SR MR. LARRY LEE 
PROGRAMMING MAHAGER 



RP DR. S. PAUL STEED 
DIRECTOR COMPUTER SERVICES 



PHONE 


NL-QTY 


916-920-7816 


1 


916-920-7810 


1 


916-920-7809 


1 


916-920-7817 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



ECS 



CYBER 180-810 
CYBER 180-850 



268 
316 



12/85 
07/85 



2M 
4M 



OPERATING SYSTEM 



NOS NOS/VE 
NOS/NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. NILLIAM R. HARRIS 



MR. NILLIAM R. 
DIRECTOR 



215-758-3830 



Nl-QTY 

1 



179 



180 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MAGNA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): AM CHANGED: 880204 
STATUS CODE(ECODU): - PRI-INDUSTRY: 



NAME; MAGNA SOFTHARE CORPORATION 
INFOFETCH DEVELOPMENT GROUP 
ASSOCIATE 



ECODU/VIM MEMDERSHIP RECORD 
INSTALLATION CODE: MASC 
PRIMARY USER GROUP: VIH 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 860107 
STATUS COOE(ECOOU): - PRI-INDUSTRY: GOVT 



NAME: NOAA/MASC 

COMPUTER DIVISION 



MAIL ADDRESS: 




STREET: 


275 SEVE 


STREET-2: 


- 


CITY: 


NEH YORK 


STATE/POSTAL: 


NEN YORK 


COUNTRY: 


USA 


TELEX/TNX: 


- 



ADDRESS-CODE: XX MAIL-CODE: FC 



10001 



MAIL ADDRESS: 




STREET: 


329 BROADWAY 


STREET-2: 


MC6 


CITY: 


BOULDER 


STATE/POSTAL : 


COLORADO 


COUNTRY: 


USA 


TELEX/TNX: 


- 



ADDRESS-CODE: XX MAIL-CODE: FC 



80303 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STA 
RP 

IM 



ATUS TTL FIRST - 


NAME 


- LAST PHONE NL-QTY 


MR. KENT E. 




LANSON 


PRESIDENT 




212-582-7900 1 


1 MR. HARVEY 




RAND 


- 




518-944-5180 1 


MAIL ADDRESS: 




ADDRESS-CODE: XI MAIL-CODE: FC 


STREET: 


44 SOUTH BAYLES AVENUE 


STREET-2: 


PORT 


WASHINGTON 


CITY: 


LONG 


ISLAND 


STATE/POSTAL: 


NEN 


YORK 11050 


COUNTRY: 


USA 




TELEX/TNX: 







IH MR. PHILLIP M. ESPOSITO 

MANAGER-ADVANCED SYSTEMS DEVELOPMENT 518-944-5180 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-840 330 



INST-DATE CM 
10/01/85 4N 



ECS 



OPERATING SYSTEM 
NOS/VE 1.2.3. 



APPLICATION 
ADMIN 
SCIE 



PERCENTAGE 
020 
080 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STA 
SR 

RP 



TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


MS. MARY E. MCCLANAHAH 
CHIEF SYSTEMS SUPPORT 


303-497-5172 


1 


MR. ROBERT NANG 
CHIEF COMPUTER SERVICES 


303-497-33B1 


1 



MAIL ADDRESS: 


ADDRESS-CODE: 


X1 


MAIL-CODE 


STREET: 


44 SOUTH BAYLES AVENUE 






STREET-2: 


PORT WASHINGTON 






CITY: 


LONG ISLAND 






ST ATE /POSTAL: 


NEH YORK 11050 






COUNTRY: 


USA 






TELEX/THX: 









FC 



181 



182 



o o 






CO 



oo 



o 



o 



o 




ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: MCS 
PRIMARY USER GROUP: VIM 



NAME: 



MCS GROUP INC. 
CYBERTEC 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 8S0121 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MDAH 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM I: VM CHANGED: 841218 
STATUS CODE(ECODU): PRI-INDUSTRY: OTHS 



NAME: MCDONNEL DOUGLAS AUTOMATION 
(MCAUTO) 



MAIL ADDRESS: 

STREET: 

STREET-2: 

CITY: 



ADDRESS-CODE: XX MAIL-CODE: FC 



24GS N. CHICAGO 
P. 0. BOX 18SB 
RAPID CITY 



STATE/POSTAL: SOUTH DAKOTA S7709 



COUNTRY: 
TELEX/TNX: 



USA 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


5301 BOLSA AVENUE 


STREET-2: 


MAIL STATION 14-1 


CITY: 


HUNTINGTON BEACH 


STATE/POSTAL : 


CALIFORNIA 92B47 


COUNTRY: 


USA 


TELEX/TNX: 





XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


■NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 174 703 
CYBER 174 827 




11/20/84 
11/20/84 


2G2K 
2S2K 


- 


NOS 
NDS 


APPLICATION 
BUSN 




PERCENTAGE 
100 









CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 175 ? 



INST-DATE CM ECS 
10/80 262K 500K 



APPLICATION 
ENGN 



PERCENTAGE 
100 



OPERATING SYSTEM 
NOS 1.4 LVL 5S2 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR MR. DOUG INGRAHAM 



RP 



MR. DOUG 
SOFTNARE DEVELOPER 



MR. JAY 
VICE PRESIDENT 



ROMAN 



PHONE 


NL-QTY 


805-341-6755 


1 


605-341-6755 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. RICHARD J. NHEELER 
MANAGER, CDC SYSTEMS 



714-896-4354 



NL-QTY 

1 



183 



184 



AS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MDAI 
PRIMARY USER GROUP: VIM 

NAME: MARYLAND AUTOMOBILE INSURANCE FUND 



STATUS CODE (VIM ): VM CHANGED: 
STATUS CODE(ECODU): PRI-INDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MELB 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE! VIM ): VM CHANGED: 8S0324 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



THE UNIVERSITY OF MELBOURNE 
UNIVERSITY COMPUTING SERVICES 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


1750 FOREST DRIVE 


STREET-2: 




CITY: 


ANNAPOLIS 


STATE/POSTAL: 


MARYLAND 21401 


COUNTRY: 


USA 


TELEX/TNX: 





XX MAIL-CODE: 



MAIL ADDRESS: 




ADDRESS-CODE: 


XX 


MAIL-CODE: 


STREET: 










STREET-2: 










CITY: 


PARKVILLE 








STATE/POSTAL: 


VICTORIA 


3052 






COUNTRY: 


AUSTRALIA 








TELEX/TNX: 


35185 UNIMEL 









CD COMPUTERS INSTALLED: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-720 1085 
CYBER 180-84OA 434 




01/03/82 
11/28/86 


2G2K 
1BM 


- 


NOS 
NOS 


APPLICATION 
BUSN 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. ALPHONSE J. GIUNTA 



SR 



MR. ALPHONSE 4. 
D/P MANAGER 



MR. JON ROBINETTE 

PROGRAMMER ANALYST SPECIALIST 



NL-QTY 

301-289-1880 X281 1 
301-269-1880 X358 1 



MAIN-FRAME-TYPE SERIAL 


■NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-840A 42S 
CYBER 180-990E 203 




12/88 
12/86 


16M 
64M 


- 


NOS 
NOS-NOS/VE 


APPLICATION 

ADMN 
RESEARCH 




PERCENTAGE 
030 

070 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. ALAN P. BELL 



MR. ALAN P. 
DIRECTOR 



IM 



MR. 



JAMES 0. 



BAXTER 



03-344-64S2 
03-344-6145 



NL-QTY 
2 



186 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: METED 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880202 
STATUS CODE(ECODU): - PRI-INDUSTRY: UTL 



NAME: METROPOLITAN EDISON COMPANY 
ELECTRONIC CONTROLS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MIA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEtVIN ): VM CHANGED: 870720 
STATUS CODE(ECDDU): - PRI-INDUSTRY: GOVT 



NAME: 



U.S. ARMY MISSILE SPACE INTELL.CTR. 
DIGITAL SYSTEMS GROUP 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


2800 POTTSVIllE PIKE 






STREET-2: 


P. 0. BOX 16001 






CITY: 


READING 






STATE/POSTAL: 


PENNSYLVANIA 19840 






COUNTRY: 


USA 






TELEX/TNX: 


- 







FC 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: BLDG. 4S0S 

STREET-2: AIAMS-YRO 

CITY: REDSTONE ARSENAL 

STATE/POSTAL : ALABAMA 36898 

COUNTRY: USA 

TELEX/TNX: 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-OATE CM 



CYBER 180-830 
CYBER 180-830 



285 
311 



APPLICATION 
PROC. CONTROL 



07/88 
07/88 



PERCENTAGE 
100 



32M 
32M 



ECS 



OPERATING SYSTEM 



NOS 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



IM MS. CYNTHIA L. RONITS 
ENGINEER 

RP MR. DANIEL G. NURSTER 
ENGINEERING MANAGER 

IM MR. DENNIS M. SHAAK 
SENIOR ENGINEER 

SR MR. EDNARD MUSANTE 
ENGINEER 



315-921-6294 



NL-QTY 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


■NO 


INST-DATE 


CM 


ECS 


OPERATING 


CY8ER 170-760 432 
CYBER 180-860 257 




06/20/80 
01-87 


262K 
32MB 


2M 


NOS/BE 
NOS-NOS/VE 


APPLICATION 
DATA BASE 
SCIE 




PERCENTAGE 
020 
080 









INSTALLATION MEMBER (AODRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. EARL T. MC CAIN 



IM 



IM 



MR. EARL T. 
SYSTEM ANALYSIS 



MR. JEFFERSON L. 
SYSTEMS ANALYSIS 



MR. RAYMOND 0. 
SYSTEM ANALYSIS 



205-876-0565 



HERRING 



NEBB 



NL-QTY 
1 

1 
1 



187 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MICC 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 851230 
STATUS CODE(ECODU): PRI-INDUSTRY: OTHS 



EDUCATIONAL COMPUTING NETNORK 
COTTONNOOD OFFICE CENTER I 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MINN 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/03 

STATUS CODE(VIM I: VM CHANGED: 870107 
STATUS COOE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



UNIVERSITY OF MINNESOTA 

ACADEMIC COMPUTING SYSTEMS8SERYICES 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



COTTDNNOOD ROAD 



STREET: 

STREET-2: 

CITY: EDNARDSVUIE 

STATE/POSTAL: ILLINOIS 

COUNTRY: USA 

TELEX/TNX: XJDC P ECNCDC 



8202S 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



128A LIND HALL 

207 CHURCH STREET SE 

MINNEAPOLIS 

MINNESOTA 55455 

USA 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 439 



INST-DATE CM ECS 
09/01/87 32MB - 



OPERATING SYSTEM 
NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

IN MR. G. M. HANEI 



NL-QTY 



MR. G. M. 
SYSTEMS MANAGER 



RP 



MR. JIM D. 
DIRECTOR 



CONNER 



618-692-3S32 
G18-288-72E8 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-OATE CM 



ECS 



CYBER 830 
CYBER 8SS 



244 
201 



12/86 
09/8S 



2048K - 
1024R - 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP MR. MICHAEL <l. 

IM 



OPERATING SYSTEM 



NOS 
NOS 



LAST 


PHONE 


NL-QTY 


FRISCH 


612-625-5830 


1 


REFERENCE ROOM 


612-625-7397 


2 



189 



190 



CO 



c 
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^ 



n 



CO 
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o 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ML 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 8E1028 
STATUS CODEIECOOU): PRI INDUSTRY: 



NAME: 



LOCKHEED MISSILES AND SPACE CO. 
GUIDANCE a CONTROL ENGINEERING 



MAIL AODRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



•* THIS PAGE INTENTIONALLY LEFT BLANK ** 



STREET: P. 0. BOX 3504 

STREET-2: BLDG. 181 ORG. 81-61 

CITY: SUNNYVALE 

STATE/POSTAL: CALIFORNIA 940883504 

COUNTRY: USA 

TELEX/TNX: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-750 482 



INST-DATE CM ECS 
02/87 2B2K - 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



NL-QTY 



SR 


MR C R 
STAFF ENGINEER 


FITZPATRICK 


408-742-7865 


1 


IN 


MS. P. B. 
ADMINISTRATOR 


BUBERNAK 


408-742-7865 


1 


RP 


MR. R. F. 
GROUP ENGINEER 


HARD 


408-742-7885 


1 



191 



192 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MMDD 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 871230 
STATUS COOE(ECOOU): PRI-INDUSTRT: 



ECODU/VIM MEMBERSHIP RECORD 
MAIL ADDRESS: 



NAME: MARTIN MARIETTA DATA SYSTEMS 
DENVER DATA CENTER 



MAIL ADDRESS: 


ADDRESS-CODE: 


STREET: 


10S INVERNESS CIRCLE EAST 


STREET-2: 




CITY: 


ENGLENOOD 


STATE/POSTAL : 


COLORADO 80112 


COUNTRY: 


USA 


TELEX/TNX: 





STREET: 

STREET-2: 

CITY: 



AS OF 1988/11/09 
ADDRESS-CODE: 
P. 0. BOX 179 



X2 HAIL-CODE: FC 



DENVER 



STATE/POSTAL: COLORADO 



80201 



COUNTRY: 
TELEX/TNX: 



USA 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 825 
CYBER 830 
CYBER 860 
CYBER 870 



G24 
7040 
412 
459 



INST-DATE CM 



11/82 
12/85 
09/85 
01/88 



1M 
1M 
2M 

8M 



ECS 



OPERATING SYSTEM 

NOS/VE 

NOS 

NOS 

NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INOICATEO) 



IM 



RP 



IM 



IM 



IM 



TTL FIRST - 


NAME 


- LAST 


PHONE 


Nl-QT 


MR. JAMES 




SUTHERLAND 


303-790-3279 




MR. J. 




RANDOLPH 


303-790-3502 




MR. K. F. 




DUNNINGTON 


303-790-3771 




MO. PAUL 




DRAPER 


303-790-3328 




MR. JOHN 
ADPE MANAGER 




ULRICH 







193 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: HMDS 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 871)13 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



NAME: MARTIN MARIETTA DATA SYSTEMS 
PERSONNEL SYSTEMS 



ECODU/VIN MEMBERSHIP RECORD 
INSTALLATION CODE: MNSC 
PRIMARY USER GROUP: VIM 

NAME: MACNEAL-SCHNENDLER CORPORATION 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 871008 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: P. 0. BOX 13385-A 

STREET-2: MP-168 T-18 

CITY: ORLANDO 

STATE/POSTAL: FLORIDA 32859 

COUNTRY: USA 
TELEX/TNX: 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: LOS ANGELES 

STATE/POSTAL: CALIFORNIA 

COUNTRY: USA 

TELEX/TNX: 



815 COLORADO BOULEVARD 



90041 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-810 680 




07-07-85 


8MB 


- 


NOS 2.5.2 


APPLICATION 
PLATO 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



RP 



SR 



MR. JIN DAY 

SENIOR SOFTNARE SYSTEMS DESIGNER 



MR. MARK 
DEPARTMENT MANAGER 



NICOLLE 



PHONE 


NL-QTY 


305-826-1329 


1 


305-826-1207 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 830 06-0B-86 350 ... 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP DR. MICHAEL GLOUDEMAN 



NL-QTY 

1 



195 



195 



ECOPU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MOGS 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880106 
STATUS CODE(ECODU): PRI-INDUSTRY: PET 



MOBIL EXPLORATION AND 
PRODUCING SERVICES INC. 



ECOBU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MPI 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850909 
STATUS CODE(ECOOU): - PRI-INDUSTRY: 



NAME: MAGNETIC PERIPHERALS INC. 
ENGINEERING COMPUTERS 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


P.O. BOX 650232 






STREET-2: 








CITY: 


DALLAS 






STATE/POSTAL: 


TEXAS 752650232 






COUNTRY: 


USA 






TELEX/THX: 









MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-830 ? 
CYBER 170-850 804 
CYBER 170-865 901 




07/87 
02/88 
09/85 


2M 
2M 
512K 


2M 


NOS 
NOS 
NOS 


APPLICATION 
SCIE 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
IM 



RP 



MR. S. R. SCROGGINS 
MGR. -TECHNICAL COMPUTER CENTER 



MR. N. V. 
SUPV. DATA COMM. 



MARTIN 



PHONE 


NL-QTY 


214-951-3535 





214-951-3601 


1 



STREET: 


5950 CLEARNATER DRIVE 


STREET-2: 


MAIL STATION MTMOON 


CITY: 


MINNETONKA 


STATE/POSTAL: 


MINNESOTA 55343 


COUNTRY: 


USA 


TELEX/THX: 


- 


COMPUTERS INSTALLED: 




MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE CM 


CYBER 170-730 1026 


05/15/81 262K 


APPLICATION 


PERCENTAGE 


ENGN 


100 



ECS OPERATING SYSTEM 
2097K NOS 2.3 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME 


- LAST 


PHONE 


NL-QTY 


IM 


MS. CANDANCE 
ANALYST 


PRITCHARD 


612-931-8027 


1 


RP 


MR. LEE 
CONSULTANT 


NEAL 


812-931-8159 


1 


IM 


MS. MARY JO 
SENIOR ANALYST 


CHRISTENSEN 


612-931-8105 


1 



197 



198 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: MRA 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880204 
STATUS CODE(ECOOU): - PRI-INDUSTRY: PET 



MCADANS ROUX AND ASSOCIATES 
EXPLORATION COMPUTING 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION COOE: MS 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 870116 
STATUS CODE(ECODU): PRI-INOUSTRY: 



NAME: 



LOCKHEED MISSILES 8 SPACE CO. 
ORG. 6831 BLDG. 190 



ADDRESS: 


ADDRESS-I 


STREET: 


530 EQUITABLE BUILDING 


STREET-2: 


730 SEVENTEENTH STREET 


CITY: 


DENVER 


STATE/POSTAL: 


COLORADO 80202 


COUNTRY: 


USA 


TELEX/TNX: 


- 



MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 720 1000 



INST-DATE CM 



ECS 



APPLICATION 
PET 



PERCENTAGE 
100 



OPERATING SYSTEM 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. JOHN N. MOOD 
EXPLORATION COMPUTING MANAGER 



303-573-5275 



Nl-QTY 
1 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 


P.. 0. BOX 3504 

SUNNYVALE 

CALIFORNIA 

USA 


94088 






CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-750 ? 
CYBER 175 ? 


7 
11/78 


262K 
262K 


2000K 
2000K 


NOS/BE 


APPLICATION 
SCIE 


PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. JOHN A. PFEFFERLE 



MR. JOHN A. 
MANAGER 



SR 



MR. K. R. 
SUPERVISOR 



NAKO 



408-743-7115 
408-742-4656 



NL-QTY 
1 
1 



199 



200 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MSBEF 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIN ): VM CHANGED: 871230 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



NAME: LOCKHEED MISSILES AND SPACE CO. 
MARYLAND TECHNOLOGY CENTER 



ECODU/VIM MEMBERSHIP RECORD 

INSTALLATION CODE: MTL 

PRIMARY USER GROUP: VIM 

NAME: MTL SYSTEMS 

COMPUTER SYSTEMS 



AS OF 1988/11/09 

STATUS COOEIVIM ): AH CHANGED: 881025 
STATUS CODE(ECDDU): - PRI-INOUSTRY: OTHS 



MAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


939 ELKRIDGE 


LANDING ROAD 


STREET-2: 


- 




CITY: 


LI NTH I CUM 




STATE/POSTAL : 


MARYLAND 


210902916 


COUNTRY: 


USA 




TELEX/TNX: 


- 





XX HAIL-CODE: FC 



MAIL ADDRESS: ADDRESS-CODE: XX MAIL-CODE: FC 

3481 DAYTON-XENIA RD. 



STREET: 

STREET-2: 

CITY: DAYTON 

STATE/POSTAL: OHIO 

COUNTRY: USA 

TELEX/TNX: 



454310299 



CD COMPUTERS INSTALLEO: 

MAIN-FRAME-TYPE SERIAL -NO 



CYBER 180-830 
(DUAL 830) 



387 
S19 



APPLICATION 
BUSH 
ENGN 

OP RESEARCH 
SCIE 



INST-DATE CM 



09/26/86 
10/12/87 



PERCENTAGE 
025 
025 
025 
025 



ECS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 
IM HR. GERALD L. MCLAIN 



OPERATING SYSTEM 



NOS-NOS/VE 
NOS-NOS/VE 



IM 
RP 
SR 



MR. GERALD L. 
SYSTEMS ENGINEER 



MR. JAMES H. 
PROGRAMMER 



KELLER 



MR. JOSEPH G. HAINES 
SYSTEM PROGRAMMER/MANAGER 



MR. RONALD N. 
PROJECT LEADER 



RICHTER 



PHONE 


Nl-QTY 


301-684-2399 


1 


301-684-2399 


1 


301-684-2399 


1 


301-684-2479 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 180-830 672 05/01/85 1.5M - HOS/BE-HOS/VE 



APPLICATION 
SCIE 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 
IM 



RP 
IM 
IM 
SR 



MR DAVE 
SENIOR SCIENTIST 

MR. JAY V. 
TECHNICAL DIRECTOR 

MR SAM 
RESEARCH ENGINEER 



MR. NYHAN 
GROUP MANAGER 



KELCH 
NIXDN 
BARRETT 



MS. TRACEY CANDY 
ANALYST/PROGRAMMER 



KETTERLING 



PHONE 
513-426-3111 
513-426-3111 
513-426-3111 
513-425-3111 
513-428-3111 



NL-QTY 



201 



202 



o o 



^ 



o 



oo 



oo 



o 



o 



o o 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: NADC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 870508 
STATUS CODE(ECODU): PRI-INDUSTRV: 



NAME: NAVAL AIR DEVELOPMENT CENTER 
COMPUTER DEPT. (CODE 053) 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: NAFB 
PRIMARY USER GROUP: VIM 

NAME: NELLIS AIR FORCE BASE 



STATUS CODE (VIM ): VM CHANGED: 861030 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



MAIL ADDRESS: 




ADDRESS-CODE 


STREET: 






STREET-2: 






CITY: 


HARMINSTER 




STATE/POSTAL : 


PENNSYLVANIA 


189745000 


COUNTRY: 


USA 




TELEX/TNX: 







XX MAIL-CODE: 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


2O69CG/D0Z 


STREET-2: 


- 


CITY: 


NELLIS AIR FORCE BASE 


STATE/POSTAL: 


NEVADA 891916340 


COUNTRY: 


USA 


TELEX/TNX: 





XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 


170-730 


989 


CYBER 


170-760 


428 


CYBER 


170-760 


504 


CYBER 


170-825 


779 


CYBER 


170-875 


718 


CYBER 


175 


113 


CYBER 


180-825 


773 


CYBER 


180-830 


698 



INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


02/81 


262K 


1M 


NOS 2.5.1/KR0N0S 


06/80 


262K 


4M 


NOS 2.5.1 


10/82 


262K 


4M 


NOS 2.5.1 


03/85 


2000K 


- 


N0S2.5.1/N0S/VE1 


01/84 


512K 


4M 


NOS 2.5.1 


07/76 


262K 


1M 


NOS 2.5.1/KR0N0S 


12/87 


2000K 


- 


NOS 2.5.1 


07/86 


2000K 


- 


NOS 2.5.1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. ROBERT A. FINKELMAN 

215-441-2258 



NL-OTY 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 830 641 



INST-DATE CM 
02/22/85 1M 



APPLICATION 
BUSN 
SC1E 



PERCENTAGE 
025 
075 



ECS 



OPERATING SYSTEM 
NOS 2.4.3 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MS. BETTY LOU HINEGARDNER 



MS. BETTY LOU 
SYSTEM ANALYST 



702-652-6832 



NL-QTY 

1 



204 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NAL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 870107 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



NAME: FERMI NATIONAL ACCELERATOR LAB. 
COMPUTING DEPARTMENT 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
IM MS. SUSAN MCNAMARA 



312-840-3934 



IM 



LIBRARIAN 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: ILLINOIS 

COUNTRY: USA 

TELEX/THX: 



P.O. BOX 500 
MS 120 
BATAVIA 



G05 100500 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 170-875 
CYBER 175-212 
CYBER 175-212 
CYBER 175-216 


713 
319 
320 
332 


COMMITTEE MEMBERS 




COMMITTEE CODE 


NAME 


use 


NICHOLLS 



INST-DATE CM 



ECS 



01/84 
10/79 
10/78 
06/79 



OPERATING SYSTEM 



1048K 500K NOS 2.4.3/647 

262K 500K NOS 2.4.3/847 

262K 500K NOS 2.4.3/647 

2B2K SOOK NOS 2.4.3/647 



INITIALS CHAIR 



JUDITH 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATU 


S TTL 


FIRST - NAME 


- LAST 


PHONE 


NL-QTY 


RP 


MR. 


DAVID 


SACHS 


312-840-3942 


1 


IM 


MR. 


HUGH 


MONTGOMERY 


312-840-4708 


1 


IM 


MR. JACK 0. 
DIRECTOR 


PFISTER 


312-840-3926 


1 


IM 


DR. 


JUDITH E. 


NICHOLLS 


312-840-3989 


1 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: NASA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VN CHANGED: 880111 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



NAME: 



NASA/LANGLEY RESEARCH CENTER 
MS157A 



MAIL ADDRESS: 




STREET: 


8-1268 


STREET-2: 


157A 


CITY: 


HAMPTON 


STATE/POSTAL : 


VIRGINIA 


COUNTRY: 


USA 


TELEX/TNX: 





ADDRESS-CODE: XX MAIL-CODE: 



23BBS 



•• THIS PAGE INTENTIONALLY LEFT BLANK ** 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CDC VPS-32 


522 


CYBER 170-750 


476 


CYBER 170-815 


766 


CYBER 170-855 


215 


CYBER 175 


106 


CYBER 175 


110 


CYBER 180-860A 


405 


CYBER 180-860A 


416 


CYBER 180-860A 


429 



INST-DATE 


CM 


09/84 


16000K 


09/81 


262K 


06/84 


1048K 


06/84 


1048K 


10/76 


262K 


04/76 


256K 


08/86 


2000K 


09/86 


2000K 


10/86 


2000K 



ECS 



125K 



OPERATING SYSTEM 

VSOS 2.3 

NOS 2.4.3 

NOS 2.4.3 

NOS 2.4.3 

NOS 2.4.3 

NOS 2.4.3 

NOS 2.4.3 

NOS 2.4.3 NOS/VE 

NOS 2.4.3 



INSTALLATION MEMBER (AODRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. JOSEPH H. YOUNG 



IM 
IM 
IM 



804-865-2491 

MR. M. K. MORIN 

CHIEF ANALYSIS & COMPUTER DIV.MS-157 804-865-3160 



MR. RICHARD L. BULLE 
AERO SPACE TECHNOLOGIST MS-157D 



804-865-2442 



MR. SAMUEL A. MCPHERSON III MS- 157 

AERO SPACE TECHNOLOGIST 804-865-3964 



NL-QTY 

1 
1 

1 
1 



207 



208 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NBS 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 880313 
STATUS CODE(ECODU): - PRI-INDUSTRY: GOVT 



NATIONAL BUREAU OF STANDARDS 
COMPUTER SERVICES DIVISION 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: ADMINISTRATION BIDG. 

STREET-2: ROOM A221 

CITY: GAITHERSBURG 

STATE/POSTAL: MARYLAND 20899 

COUNTRY: USA 
TELEX/TNX: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS OPERATING SYSTEM 


CYBER 180-855 
CYBER 205-S22 


265 
531 


02/85 
02/85 


8K 
4000K 


NOS-NO NOS 
VSOS 




APPLICATION 
ENGN 
SCIE 


PERCENTAGE 
050 
050 








COMMITTEE MEMBERS 












COMMITTEE CODE 


NAME 






INITIALS 


CHAIR 


DCC 


SPURR 






GARY 


N 


DCC 


COFFEY 






JOHN A. 


N 


OSC 


COFFEY 






JOHN A. 


N 


SSC 


COFFEY 






JOHN A. 


M 


25D 


COFFEY 






JOHN A. 


N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE NL-QJY 

IM MR. GARY SPURR 

301-975-2983 1 



ECODU/VIM MEMBERSHIP RECORD AS OF 


1988/11/09 




SR 


MR. GEORGE A. DINES 
TEAM LEADER-USER SERVICES 


301-975-2898 


1 


RP 


MR. JOHN A. COFFEY 
TEAM LEADER SYSTEMS S/N 


301-975-2960 


1 


IM 


MR. MARTIN R. SHAVER 
CHIEF-COMPUTER SER. DIV. 


301-975-2874 


1 


IM 


MR. MICHAEL R. VOGT 
COMPUTER SPECIALIST-USER 5ER. 


301-975-2886 


1 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NC 
PRIMARY USER GROUP: ECODU 

NAME: NORNEGIAN CONTRACTORS 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 860311 
STATUS CODE(ECODU): VM PRI-INOUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NED 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 8S0120 
STATUS CODE (ECODU): - PRI-INDUSTRT : ENGN 



HAME: NORTHROP ELECTRONICS DIVISION 
ENGINEERING 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


HOLTET 45 


STREET-2: 


- 


CITY: 


N-1320 STABEKK 


STATE/POSTAL: 


- 


COUNTRY: 


NORKAY 


TELEX/TNX: 


76760 



XX MAIL-CODE: SU 



MAIL ADDRESS: 


ADDRESS 


STREET: 


2301 N. 120TH STREET 


STREET-2: 


P.O. BOX 5032 


CITY: 


HANTHORNE 


STATE/POSTAL: 


CALIFORNIA 90250 


COUNTRY : 


USA 


TELEX/TNX: 


910-321-3044 



MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-825 201 
CYBER 180-855 244 




06/83 

11/84 


2M 
4M 


- 


NOS*NOS/VE 
NOS/BE ♦ NOS/VE 


APPLICATION 
ENGN 
SCIE 




PERCENTAGE 
080 
020 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR 



RP 



IM 



MS. HANNE SCHNARTZ 

NOS/VE SYSTEM RESPONSIBLE 



MR. JOHAN A. RIVERTZ 
DIRECTOR COMPUTER SERVICES 



MS. RAND I 

AB ADMINISTRATOR 



HEXUM 



PHONE 


Nl-QTY 


(047) 2 12 9678 


1 


(047) 2 12 91 36 


1 


(047) 2 12 91 33 


1 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 180-810 626 

CYBER 180-825 702 

CYBER 180-845 695 

CYBER 180-8S0 ? 



INST-OATE CM 



03/85 
01/84 
01/86 
03/87 



APPLICATION 
CONFIG. MGMT. 
ENGN 
MFG 
S/N DEV. 



PERCENTAGE 
020 
050 
010 
020 



ECS 



8MB 

8MB 8MB 

8MB 8MB 

8MB 8MB 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



OPERATING SYSTEM 

NOS 

NOS a NOS/VE 
NOS & NOS/VE 
NOS a NOS/VE 



RP 



SR 



MR. LARRY R. BEUDER 
ENGINEERING SERVICES MANAGER 



MR. LLOYD BARNARD 
MGR. TECHNICAL COMPUTING 



PHONE 


Nl-QTY 


213-600-5401 


1 


213-600-4946 


1 



212 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NOAA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM I: VM CHANGED: 850904 
STATUS CODE(ECODU): - PRI-IHDUSTRY: GOVT 



NAME: NATIONAL OCEANIC A ATMOSPHERIC ADM 
U. S. DEPARTMENT OF COMMERCE 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 


NNS/NMC 43 
RM 2334-FB-4 
SUITLAND 
MARYLAND 
USA 


20233 






CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-OATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 205 511 


04-19-83 


4MN 


- 


VSOS 200 


APPLICATION 
SCIE 


PERCENTAGE 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAHE - LAST PHONE 

SR 



MR. FRANCIS BALINT 

DEPUTY DIVISION CHIEF/AUTOMATION DIV 301-763-8115 



IM MR. FRED VINCENT 
CHIEF-SOFTNARE PROJECT 



RP MR. GEORGE P. MURPHY 

CHIEF COMPUTER OPERATION BRANCH 



MR. NILLIAM MC CRACKEN 
CHIEF-OPERATIONS SECTION 



301-763-2816 
301-763-5874 
301-763-2577 



Nl-QTY 

1 
1 
1 
1 
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ECODU/VIM MEMBERSHIP RECORD 
MAIL ADDRESS: 



AS OF 1988/11/09 

ADDRESS-CODE: XI MAIL-CODE: FC 



STREET: 


N/NMC 43 




STREET-2: 


ROOM 2334 - 


■ FB-4 


CITY: 


SUITLAND 




STATE/POSTAL : 


MARYLAND 


20233 


COUNTRY: 


USA 




TELEX/TNX: 


- 





214 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NPPO 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850206 
STATUS CODE(ECODU): PRI-INDUSTRY: UTL 



NAME: NEBRASKA PUBLIC POHER DISTRICT 
(NPPD) 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NRDC 
PRIMARY USER GROUP: VIM 

NAME: DAVID TAYLOR RESEARCH CENTER 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880224 
STATUS CODEIECODU): PRI-INDUSTRY: 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


P.O. BOX 1128 


STREET-2: 




CITY: 


HASTINGS 


STATE/POSTAL: 


NEBRASKA B8901 


COUNTRY: 


USA 


TELEX/THX: 





CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



XX MAIL-CODE: 



INST-DATE CM 



1784 
1784 



876 
678 



03/79 
03/79 



65K 
65K 



ECS 



OPERATING SYSTEM 



MSOS-5 

MSOS-5 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 


CODE 1893.2 








STREET-2: 










CITY: 


BETHESDA 








STATE/POSTAL: 


MARYLAND 


20084 






COUNTRY: 


USA 








TELEX/TNX: 










CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-7SO 480 


01/01/82 


282K 


_ 


NOS/BE 


CYBER 170-825 711 


01/09/83 


262K 


- 


NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. DEAN BAUMGART 

COMPUTER SERVICE SUPERVISOR 



NL-QTY 
402-463-6811 X229 1 



INSTALLATION MEHBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

IM MS. JEANNE D. STRICKLAND 
HEAD USER SERVICES 



RP MS. JULIE C. HESSEL 
CDC SOFTNARE MANAGER 



SR MS. LORRAINE R. MINOR 
SOFTNARE BRANCH HEAD 



PHONE 


NL-QTY 


202-227-1907 


1 


202-227-1271 


1 


202-227-1428 


1 



215 



216 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NSAC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 860110 
STATUS COBE(ECOOU): PRI-INDUSTRY: GOVT 



NAME: NATIONAL SECURITY AGENCY 
T3351 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NSP 
PRIMARY USER GROUP: VIM 

NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 821129 
STATUS CDDE(ECODU): PRI-INDUSTRY: 



NORTHERN STATES POHER COMPANY 
SYSTEM OPERATION DEPT 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



9800 SAVAGE ROAD 



STREET: 

STREET-2: 

CITY: FORT GEORGE G. MEADE 

STATE/POSTAL: MARYLAND 20755 

COUNTRY: USA 

TELEX/TNX: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADORESS-CODE: XX MAIL-CODE: 



414 NICOLLET MALL 
8TH FLOOR 
MINNEAPOLIS 
MINNESOTA 55401 
USA 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 180-825 
CYBER 180-990 



291A 
120 



INST-DATE CM 



10/88 



APPLICATION 
SCIE 



PERCENTAGE 
TOO 



ECS 



OPERATING SYSTEM 



NOS 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



IM 


MR. 
T152 


DANIEL 


E. 


TRACY 


- 


IM 


DR. 
T312 


IRENE 




NUNLEY 




IM 


MR. 
N1B4 


JAMES 




BEVERIN 


- 


RP 


MR. 
BATA 


ROBERT 
SYSTEMS 


C. 
ANALYST 


GREINER 


301-688-6173 



Nl-QTY 
1 
2 

1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 


170-750 


500 


CYBER 


170-750 


517 


CYBER 


18-50 


1131 


CYBER 


18-50 


1749 


CYBER 


18-50 


709 


CYBER 


18-10 


731 


CYBER 


18-50 


733 


CYBER 


18-50 


769 


CYBER 


18-50 


775 


CYBER 


18-50 


783 


CYBER 


18-50 


833 



INST-DATE 


CM 


ECS 


OPERAT 


06/82 


262K 


- ' 


NOS/BE 


12/83 


262K 


- 


NOS/BE 


03/83 


64K 


131K 


MSOS 


06/80 


64K 


131K 


MSOS 


03/83 


64K 


131K 


MSOS 


03/83 


64K 


131K 


MSOS 


03/83 


64K 


131K 


MSOS 


03/83 


64K 


131K 


MSOS 


03/83 


64K 


131K 


MSOS 


03/83 


64K 


131K 


MSOS 


03/83 


64K 


131K 


MSDS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR 



MR. D. N. MAIER 
SUPT. OF SOFTNARE SYSTEMS 



RP 



MR. L. R. 
EMS CONSULTANT 



LARSON 



PHONE 


NL-QTY 


612-330-6445 


1 


612-330-6140 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NUCC 
PRIMARY USER GROUP: VIM 

NAME: NORTHWESTERN UNIVERSITY 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 841218 
STATUS CODE(ECDDU): PRI-INDUSTRY: EDUC 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NNL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 830310 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: NAVAL SURFACE NEAPONS CENTER 
DAHLGREN LABORATORY 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 2129 SHERIDAN ROAD 

STREET-2: VOGELBACK COMPUTING CENTER 

CITY: EVANSTON 

STATE/POSTAL: ILLINOIS 60208 

COUNTRY: USA 
TELEX/TNX: 



ADDRESS: 




1 


STREET: 


K32 BLDG. 


1200 


STREET-2: 


- 




CITY: 


DAHLGREN 




STATE/POSTAL: 


VIRGINIA 




COUNTRY: 


USA 




TELEX/TNX: 







ADDRESS-CODE: XX MAIL-CODE: FC 



22448 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 180-845 2SS 12/21/84 2M - NOS 2.3/NOS-VE 



APPLICATION 


PERCENTAGE 


EDCN 


SO 


SCIE 


50 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



RP 



IM 



SR 



IM 



IM 



TTl 


FIRST - NA 


ME - LAST 


PHONE 


NL-QTY 


MR. 


ALBERT 


STEINER 


312-491-4056 


6 


MR. 


BRUCE 


FOSTER 






- 






312-491-4055 





MR. 


GEORGE 


SADONSKY 






- 






312-491-4080 





MR. 


HARRY 


NELSON 






■ 






312-491-4094 





MR. 


PETER 


ROLL 






V.P. 






312-491-7311 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-825 714 

CYBER 170-875 716 

CYBER 170-875 717 

CYBER 170-875 720 

CYBER 180-860 483 



APPLICATION 
BUSN 
RftD 
SCIE/ENGN 



INST-OATE 


CM 


10/83 


262K 


08/84 


IM 


01/84 


2M 


08/84 


2M 


01/88 


2M 


PERCENTAGE 




010 




006 




085 





ECS 



OPERATING SYSTEM 

NOS 2.5 
NOS 2.5 
NOS 2.5 
NOS 2.5 
NOS 2.5 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MS. MARGARET S. DOUGLAS 

703-663-7334 



NL-QTY 



219 



220 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NYU 
PRIMARY USER GROUP: VIM 

NAME 



AS OF 1988/11/09 

STATUS COOElVIM ): VM CHANGED: 850117 
STATUS CODEIECODU): PRI-INDUSTRY: EDUC 



COURANT INSTITUTE OF 
MATHEMATICAL SCIENCES 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: OCALC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 870110 
STATUS CODE(ECODU): - PRI-INDUSTRY: 



NAME: TINKER AIR FORCE BASE 
SISS (SYSTEM SOFTNARE) 
FORMERLY TAFB 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: NEN YORK UNIVERSITY 

STREET-2: 251 MERCER STREET 

CITY: NEN YORK 

STATE/POSTAL: NEN YORK 10012 

COUNTRY: USA 
TELEX/TNX: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: TINKER AFB 

STATE/POSTAL: OKLAHOMA 

COUNTRY : USA 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



73145 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 180-830A 354 11/86 15M - NOS-NOS/VE 

INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE NL-QTY 

RP PROF MAX GOLDSTEIN 

212-998-3040 1 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-730 » 




05/82 


262K 




NOS/BE 


APPLICATION 




PERCENTAGE 








GOVT 




100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. JOHN P. BRONN 
COMPUTER SPECIALIST 



405-739-5273 



NL-QTY 

1 



221 



222 
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ECOOU/VIH MEMBERSHIP RECORD 
INSTALLATION COOE: ODU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM I: VM CHANGED: 860415 
STATUS CODE(ECODU): - PRI -INDUSTRY : EDUC 



NAME: 



OLD DOMINION UNIVERSITY 
COMPUTING ACTIVITIES 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ONTHY 
PRIMARY USER GROUP: VIM 



NAME: 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 880204 
STATUS COBE(ECODU): - PRI-INDUSTRY: ENGN 



ONTARIO HYDRO 

NUCLEAR STUDIES AND SAFETY 



MAIL ADDRESS: 




STREET: 


_ 


STREET-2: 


- 


CITY: 


NORFOLK 


STATE/POSTAL : 


VIRGINIA 


COUNTRY: 


USA 


TELEX/TNX: 


- 



ADDRESS-CODE: XX MAIL-CODE: FC 



23508 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 180-830 236 
CYBER 180-830 ? 



INST-DATE 
02/15/86 



CM 



1.5 M. 
16M 



ECS 



APPLICATION 
ENGN 
SCIE 



PERCENTAGE 
050 
050 



OPERATING SYSTEM 



NOS 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



RP 



MR. DAVID F. HARNAGE 
ASSOCIATE VICE PRESIDENT 



804-440-3189 



MAIL ADDRESS: 


ADDRESS-CODE: XX MAIL-CODE: FC 


STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 


700 UNIVERSITY 

TORONTO 
ONTARIO 

CANADA 


AVENUE 

M5G 1X6 


CD COMPUTERS INSTALLED: 






MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM ECS OPERATING SYSTEM 


CYBER 930-31 166 


10/09/87 


8MB 8MB NOS/VE 


APPLICATION 
ENGN 


PERCENTAGE 
100 





INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

SR MR. JOHN V. HONARD - H11F11 
COMPUTER ANALYST 



IN DR. R. A. BROHN - H11A1 
MANAGER NUCLEAR STUDIES A SAFETY 



RP MR. SHIV DUTTA - H11F10 

NUCLEAR COMPUTING ANALYST 416-592-6882 



PHONE 


NL-gTY 


416-592-3454 


1 


416-592-4535 


1 



223 



224 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: OPPD 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 860120 
STATUS CODE(ECODU): - PRI-IHOUSTRY: UU 



OMAHA PUBLIC PDNER DISTRICT 
ENERGY MANAGEMENT SYSTEM 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: OMAHA 

STATE/POSTAL: NEBRASKA 

COUNTRY: USA 

TELEX/TNX: 



ADDRESS-CODE: 
4302 LEAVENHORTH STREET 



88105 



XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 - 



INST-DATE CM 



ECS 



OPERATING SYSTEM 



APPLICATION 
ENERGY MGMT. SYS. 
PROC. CONTROL 



PERCENTAGE 
00- 
00- 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL 
IM 



RP 



IM 



IM 



IM 



IM 



TTL FIRST - NAME 


- LAST 


PHONE 


NL-QTY 


MR. BRUCE D. HANSEN 
SYSTEM ANALYST ENGINEER 


- 


1 


MR. EUGENE K. BRADY 
ENERGY MANAGEMENT SYSTEM ENGINEER 


402-536-4651 


1 


MR. MICHAEL A. 
ENGINEER 


FITZPATRICK 


- 


1 


MR. MIKE B. 
PROGRAMMER ANALYST 


MENKE 


- 


1 


MR. TERRY I. 
ANALYST ENGINEER 


NORTON 


- 


1 


MR. TOM M. 
SENIOR ENGINEER 


MAYHAN 


_ 


1 



225 
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ECODU/VIM MEMBERSHIP RECORD 



AS OF 1988/11/09 



SR 



MR. V. KENT BRIDGES 
SYSTEM ANALYST ENGINEER 



226 



o 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: OPTCM 
PRIMARY USER GROUP: VIM 

NAME: OPT I COM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850227 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: OSU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGEO: 871230 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: OREGON STATE UNIVERSITY 

UNIVERSITY COMPUTING SERVICES 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


8895 VIA DEL ORO 


STREET-2: 


- 


CITY: 


SAN JOSE 


STATE/POSTAL : 


CALIFORNIA 95119 


COUNTRY: 


USA 


TELEX/THX: 


- 



XX MAIL-CODE: FC 



MAIL ADDRESS: 




STREET: 




STREET-2: 




CITY: 


CORVALLIS 


STATE/POSTAL : 


OREGON 


COUNTRY: 


USA 


TELEX/TNX: 





ADDRESS-CODE: XX MAIL-CODE: 



97331 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL- 


■NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-825 ? 
CYBER 170/730 537 


03/88 
11/82 


262K 
262X 


- 


NOS 2.4.3 
NOS 


APPLICATION 
BUSN 
ENGN 
5CIE 


PERCENTAGE 
010 
045 
045 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP MR. MICHAEL IMAZUMI 



MR. MICHAEL 
VICE PRESIDENT 



408-281-6069 



Nl-QTY 
1 



CO COMPUTERS INSTALLED: 



(-FRAME-TYPE SERIAL- 


NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


•R 170-720 973 




7/80 


198K 


- 


NOS 


APPLICATION 
ADMIN 
EDUC 

Rao 




PERCENTAGE 
040 
022 
038 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



Nl-QTY 



RP 



MR. ANTHONY J. NHITE 
TECHNICAL SERVICES MGR. 



503-754-2703 



228 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: PAFB 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE! VIM ): VM CHANGED: 8S0218 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



NAME: PATRICK AIR FORCE BASE, ETR 
RCA/MTP 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: PDA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COOEIVIM ): VM CHANGED: 880216 
STATUS CODEUCODUl: - PRI-INDUSTRY: OTHS 



NAME: 



PDA ENGINEERING 
PATRAN DIVISION 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX HAIL-CODE: 



P.O.BOX 4308 



PATRICK AIR FORCE BASE 
FLORIDA 3292S 
USA 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



2975 RED HILL AVENUE 



COSTA MESA 
CALIFORNIA 
USA 
683392 



92626 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


■NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-740 510 
CYBER 170-740 511 




03/82 
04/82 


25 6K 
256K 


500K 


NOS 


APPLICATION 
BUSN 
SCIE 




PERCENTAGE 
005 
095 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP MR. BRUCE FLICKINGER 
MGR., REAL TIME CDMP. SERVICE 



305-853-9601 



MR. GLEN COX 

LDR CENTRAL COMPUTER SYSTEMS PROGRAM 305-853-5336 



NL-QTY 

1 
2 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-810 602 



INST-DATE CM 
02/15/86 IBM 



APPLICATION 
ENGN 



PERCENTAGE 
100 



ECS 



OPERATING SYSTEM 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR. DAVE ACCOMAZZD 



RP 



MR. MICHAEL NIELSON 
ENGINEERING SOFTNARE SPECIALIST 



714-540-8900 
714-540-8900 



NL-QTY 

1 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: PDU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/03 

STATUS CODEIVIM ): VM CHANGED: 850117 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



PUROUE UNIVERSITY 
COMPUTING CENTER 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: PICA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 871231 
STATUS CODE(ECODU): PRI-INDUSTRY: OTHS 



NAME: 



U. S, ARMY ARMAMENT RO 8 E CENTER 
ASNC-APT-OT 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



MATHEMATICAL SCIENCES BUILDING 

NEST LAFAYETTE 
INDIANA 47907 
USA 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


IMD BUILDING 350 


STREET-2: 


ASNC-APT-OT 


CITY: 


PICATINNY ARSENAL 


STATE/POSTAL: 


NEN JERSEY 078065000 


COUNTRY: 


USA 


TELEX/TNX: 





XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL -NO 



CYBER 205-412 

B500 

6600 



515 

1025 

1085 



COMMITTEE MEMBERS 

COMMITTEE CODE NAME 
SSC A8ELL 



INST-DATE CM 



01/83 
08/67 
06/79 



ECS 



4096K - 
128K 512K 
128K - 



OPERATING SYSTEM 



PURDUE MACE 



INITIALS CHAIR 
V. A. M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP MR. JOHN M. STEELE 



HL-QTY 



IM 



MR. JOHN M. 
ASSOCIATE OIRECTOR 



317-494-1787 



MR. 



V. A. 



ABELL 



CO COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIA 


l-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-825 
CYBER 170-860 
CYBER 74-28 


613 
312 

12S 




11/82 
07/85 
12/82 


32MB 
32MB 
131X 


500K 


NOS/BE-VE 
NOS/BE-VE 
NOS/BE 


APPLICATION 
BUSH 
ENGN 
5CIE 




PERCENTAGE 
050 
030 
020 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR. DICK F. CHEN 



RP 



MR. RICHARD J. 
CHIEF TECH. BRANCH 



SITNIK 



201-724-3577 
201-724-4873 



NL-QTY 




231 



232 



ECOOU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: PMTC 
PRIMARY USER GROUP: VIM 

NAME: PACIFIC MISSILE TEST CENTER 



STATUS CODE (VIM ): VN CHANGED: 880202 
STATUS CODE(ECODU): PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
IM MR. RICHARD STAHLE 



IM 



MR. STEVE 



GOODERMOTE 



MAIL ADDRESS: 




STREET: 


CODE 3451-1 


STREET-2: 


- 


CITY: 


POINT MUGU 


STATE/POSTAL: 


CALIFORNIA 


COUNTRY: 


USA 


TELEX/TNX: 





ADDRESS-CODE: XX MAIL-CODE: 



93042 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 175 


301 


CYBER 175 


308 1 


CYBER 860A 


401 1 


CYBER 860A 


436 1 


COMMITTEE MEMBERS 




COMMITTEE COOE 


NAME 


DCC 


BROTHERTON 


OSC 


BOLEN 


LPC 


STAHLE 


use 


GOODERMOTE 



ECS 



OPERATING SYSTEM 



12/77 262K 500K NOS/BE 

06/78 262K SOOK NOS/BE 

07/88 4000K - NOS/BE 

07/87 4000K - NOS/BE 



INITIALS 


CHAi 


BILLIE 


M 


DNIGHT 


M 


RICHARD 


M 


STEVE 


M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

IM MR. BILLIE BROTHERTON 



RP 



MR. DNIGHT BOLEN 
SUPERVISOR-SYS. ANAL. 



805-982-7803 



Nl-QTY 

1 
2 



233 
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ECODU/VIH MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: PNM 
PRIMARY USER GROUP: VIM 

NAME: PUBLIC SERVICE COMPANY OF NEN MEXICO 



STATUS CODEtVIM ): VM CHANGED: 860110 
STATUS CODE(ECODU): PRI-INDUSTRY: UTL 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: PREPA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VN CHANGED: 880518 
STATUS CDDE(ECODU): - PRI-INDUSTRY: UTL 



NAME: 



PUERTO RICO ELECTRIC PONER AUTHORITY 
ENERGY MANAGEMENT SYSTEM 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 


ALVARADO SQUARE 








STREET-2: 


EMS-0211 








CITY: 


ALBUQUERQUE 








STATE/POSTAL: 


NEN MEXICO 


87158 






COUNTRY: 


USA 








TELEX/THX: 










CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 120-55 0114 


02/05/85 


1M 


_ 


AOS 


1784 1112 


01/12/81 


S5K 


- 


MSOS 


1784 1738 


01/12/81 


65K 


- 


MSOS 


1784 1740 


01/12/81 


32K 


- 


MSOS 


1784 1741 


01/12/81 


32K 


- 


MSOS 


APPLICATION 


PERCENTAGE 








ELECTRIC UTILITIES 


100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHDNE 



NL-QTY 



RP 



MR. PETER M. URBAN 
SR. EMS SDFTNARE ANALYST 



505-848-2416 



MAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


GPO 4267 




STREET-2: 


- 




CITY: 


SAN JUAN 




STATE/POSTAL: 


PUERTO RICO 


00936 


COUNTRY: 


USA 




TEIEX/TNX: 


- 





XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-825 ? 
CYBER 18-50 ? 



INST-DATE CM 



20/ENE/85 
01/02/83 



262K 
84K 



ECS 



1MB 



APPLICATION 
ENGN 
VTLO 



PERCENTAGE 
00- 
00- 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 
SR 



OPERATING SYSTEM 



NOS/BE 
MSOS 5 



MR. EDISON PARES 

SENIOR ENG. ENERGY MANAGEMENT SYS. 

IM MR. JORGE HERNANDEZ 
SUPERVISOR SCADA DEPT. E MS 

IM MR. JOSE R. BUSET 
SUPERVISOR MAINT. DEPT EMS 

RP MR. OSVALOO C. GOYCO 

ASST DIV HEAD ENERGY MAN. SYSTEM 



PHONE 
809-751-1780 
809-751-1780 
809-751-1780 
809-751-1780 



NL-QTY 



235 



236 



EC0DU/V1H MEMBERSHIP RECORD 
INSTALLATION CODE: PSCO 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 8S0411 
STATUS CODE(ECODU): PRI-INOUSTRV: UTL 



NAME: PUBLIC SERVICE CO. OF COLORADO 
LOOKOUT CENTER 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: PUCL 
PRIMARY USER GROUP: VIM 

NAME: PURDUE UNIVERSITY CADLAB 



STATUS CODE (VIM ): VM CHANGED: 850117 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



MAIL ADDRESS: 




ADDRESS-CODE: 


XX 


MAIL-CODE: 


STREET: 


18201 NEST 


10TH AVENUE 






STREET-2: 










CITY: 


GOLDEN 








STATE/POSTAL: 


COLORADO 


80401 






COUNTRY: 


USA 








TELEX/THX: 











MAIL ADDRESS: 


ADDRESS-CODE: XX 


STREET: 


134 POTTER ENGINEERING CENTER 


STREET-2: 




CITY: 


NEST LAFAYETTE 


STATE/POSTAL: 


INDIANA 47907 


COUNTRY: 


USA 


TELEX/TNX: 





MAIL-CODE: 



CD COMPUTERS INSTALLED: 



MAIN- 


: RAMI 


-TYPE 


SERIAL-NO 


INST-DATE 


CM 


CYBER 


170- 


825 


721 


10/12/83 


8M 


CYBER 


170-825 


724 


01/01/84 


8M 


CYBER 


170- 


825 


760 


05/10/84 


8M 


CYBER 


180 


810 


210 


08/08/85 


8M 


CYBER 


180 


810 


678 


08/08/85 


12M 


1784 






1061 


01/01/79 


64K 


1784 






1S06 


09/27/77 


64K 


1784 






1507 


09/27/77 


64K 


1784 






2044 


01/11/78 


64K 


1784 






2048 


01/06/78 


64K 


1784 






2060 


01/09/78 


64K 


1784 






6010 


01/06/75 


64X 


1784 






6011 


01/06/75 


64K 


1784 






620 


12/26/83 


64K 


1784 






813 


01/06/82 


64K 




APPLICATION 


PERCENTAGE 




PROC. 


CONTROL 


100 





ECS 



OPERATING SYSTEM 



NOS 2 

NOS 2. 

NOS 2 

NOS 2. 

NOS 2 

MSOS 

MSOS 

MSOS 

MSOS 

MSOS 

MSOS 

MSOS 

MSOS 

MSOS 

MSOS 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 322 



INST-DATE CM 
02/88 2M 



ECS 



OPERATING SYSTEM 



APPLICATION 
CADSR 



PERCENTAGE 
00 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



Nl-QTY 



RP 



DR. DAVID C. 
PROFESSOR 



ANDERSON 



317-494-5944 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

SR • MR. GARY GLIDDEN 

ENERGY CONTROL APPLIC. SUPERVISOR 



RP MR. GENE ROACH 

ENERGY CONTROL RESEARCH SUPERVISOR 



PHONE 


NL-QTY 


303-273-4744 


1 


303-273-4780 


1 



237 



238 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: PUCRJ 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 830426 
STATUS CODE(ECODU): - PRI-INDUSTRY: 



NAME: 



SDC CIVIL FAC CATOLICAS-PUC/RJ 
RIO DATA CENTRO 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RADU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870508 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



NAME: 



RADFORO UNIVERSITY 
COMPUTER SERVICES 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: AV 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



R MARQUES DE SAO VICENTE 225 
P. 0.. BOX 38097 
RIO DE JANEIRO 

22453 
BRAZIL 



MAIL ADDRESS: 




STREET: 


_ 


STREET-2: 


- 


CITY: 


RADFORD 


STATE/POSTAL: 


VIRGINIA 


COUNTRY: 


USA 


TELEX/TNX: 


- 



ADORESS-CODE: XX MAIL-CODE: FC 



24142 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-835 618 



INST-DATE CM ECS 
03-10-83 524K - 



OPERATING SYSTEM 
NOS 2.5.3 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-810A 391 



INST-DATE CM ECS 
16MB - 



OPERATING SYSTEM 
NOS/VE 



APPLICATION 


PERCENTAGE 


BUSN 


15 


SCIE 


085 



APPLICATION 

EDUC 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


RP 


PE. ANTONIO ROSA D AMARAL 
VICE-REITOR ACADEMICO 


274-4197 


1 


IM 


MS. DULCE F. C. PINTO 
ANALISTA DE SISTEMAS 


274-4935 


1 


1M 


MR. JOSE RENATO SO NUNES 
ANALISTA DE SISTEMAS 


274-4935 


1 


IM 


MR. NELSON SIMOES SUVA 
ANALISTA DE SISTEMAS 


529-9423 


1 


IM 


MR. NELSON S. DA SUVA 
ANALISTA DE SUPORTE 


274-4935 


1 


SR 


MR. NICOLAU CARLOS MEISEL 
DIRETOR DO RIO DATACENTRO 


274-4935 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



SR DR. BRYAN P. MORAN 

DIRECTOR OF COMPUTER SERVICES 

IM DR.. IVAN LISS 

PROFESSOR OF COMPUTER SCIENCE 

RP DR. THOMAS C. MCMILLAN 
DIRECTOR OF ACADEMIC COMPUTING 



PHONE 


NL-QTY 


703-831-5173 


1 


703-831-5320 


1 


703-831-5707 


1 



239 



240 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: RAY 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIN ): VM CHANGED: 880127 
STATUS CODE(ECODU): PRI-INDUSTRY: MFG 



NAME: 



RAYTHEON COMPANY 
SCIENTIFIC COMPUTER CENTER 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RBA 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEtVIM ): AM CHANGED: 880204 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



RIVERS-BINNACLE ASSOCIATES 
SOFTNARE MODELING SYSTEMS 
ASSOCIATE 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: MAIL DROP MS-12 

STREET-2: HARTNELL ROAD 

CITY: BEDFORD 

STATE/POSTAL: MASSACHUSETTS 01730 

COUNTRY: USA 

TELEX/TNX: 92-3338/710-328-0549 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


518 NINDEMERE ROAD 


STREET-2: 


- 


CITY: 


NENPORT NENS 


STATE/POSTAL : 


VIRGINIA 23802 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX NAIL-CODE: FC 



CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-8(5-2 905 
CYBER 175-200 324 
CYBER 180-855-2 102 


01/04/85 
12/01/78 
01/01/83 


1M 

262K 

4M 


524K 


NOS 
NOS 
NOS a NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP 



MR. ANTOINE K. SHREDILEN 
PRES. A HEAD SMS DEPT. 



804-877-1518 



NL-QTY 
1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. JEFFREY L. DEVEBER 
MGR. -SCIENTIFIC COMPUTER CENTER 



SR 



MR. ROBERT BLOOM 
MGR. -SYSTEMS AND OPERATIONS 



817-274-2407 
817-274-4598 



NL-QTY 
3 

1 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: RCDP 
PRIMARY USER GROUP: VIM 

NAME: RAMSEY COUNTY DATA PROCESSING 



AS OF 1888/11/09 

STATUS CODEfVIM ): VM CHANGED: 871230 
STATUS CDDE(ECODU): PRI-INDUSTRY: GOVT 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RCNMA 
PRIMARY USER GROUP: VIM 

NAME: REGENTS COMPUTER NETHORK 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880204 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



MAIL ADDRESS: 




STREET: 


RAMSEY COI 


STREET-2: 


- 


CITY: 


ST. PAUL 


STATE/POSTAL : 


MINNESOTA 


COUNTRY: 


USA 


TELEX/TNX: 


- 



MAIL-COOE: FC 



55102 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


150 CAUSENAY ST. 


STREET-2: 


NO. 930 


CITY: 


BOSTON 


STATE/POSTAL: 


MASSACHUSETTS 02114 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: 



FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 

CYBER 180-850 427 01-11-86 IBM - NOS/BE-NOS/VE 

INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-825 754 
CYBER 170-825 771 
CYBER 180-830A 288 



INST-DATE CM 

08/84 1MB 

04/85 1MB 

01/01/87 2MB 



ECS 



OPERATING SYSTEM 

NOS 
NOS 
NOS-NOS/VE 



STATU 


IS TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


RP 


MR. GREGG NELSON 
SYSTEMS SOFTHARE MGR. 


612-298-4198 


1 


IM 


MR. JIM KAVALOSKI 
DIRECTOR OF DATA PROCESSING 


812-292-0757 


1 


SR 


MR. MADISON OVERMOEN 
OPERATIONS MGR. 


612-298-4228 


1 


IM 


MR. VERN J. RICCI 
PROGRAMMING MGR. 


612-292-6366 


1 



APPLICATION 
ADMIN 
EDUC 



PERCENTAGE 
050 
050 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

VON OER LIPPE 



RP MS. ANN 
DIRECTOR 



SR MS. LINDA PETERSON 
MANAGER USER SERVICES 



817-727-9500 



IM MR. DENNIS DE FRANCESCO 

MANAGER SYSTEMS 617-727-9500 



817-727-9500 



IM MR. SCOTT MC NEILLY 

MANAGER APPLICATIONS DEVELOPEMNT 617-727-9500 



NL-QTY 

1 
1 



243 



244 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RED 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 860130 
STATUS CODE(ECODU): - PRI-INDUSTRY: UTL 



NAME: RED ELECTRICA DE ESPANA 
ELECTRIC CONTROL CENTER 
FORMERLY ASELE 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: REDA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 860421 
STATUS CODE(ECODU): PRI-IHDUSTRY: GOVT 



NAME: U. S. ARMY MISSILE COMMAND 
AMSMI-RD-SS-SP 



MAIL ADDRESS: 


ADDRESS-CODE: XX 


STREET: 


177 P. CONDE 6AITANES-LA MORALE 


STREET-2: 


- 


CITY: 


ALCOBENDAS-MADRID 


STATE/POSTAL: 


- 


COUNTRY: 


SPAIN 


TELEX/TNX: 


45646 REEC 



MAIL-CODE: SU 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE: 


STREET: 


BLDG 5400 






STREET-2: 


RM E-213 






CITY: 


REDSTONE ARSENAL 






STATE/POSTAL : 


ALABAMA 358985252 






COUNTRY: 


USA 






TELEX/TNX: 


- 







FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 120-55 (7)? 

CYBER 120-55 (8)? 

CYBER 170-835 516 

CYBER 170-835 828 

CYBER 18 1625 

CYBER IS 1642 



APPLICATION 
EMS SYSTEM 



INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


06/01/84 


512K 


- 


AOS 


06/01/85 


512K 


- 


AOS 


06/01/85 


524K 


- 


NOS/BE 


01/01/84 


524K 


- 


NOS/BE 


06/01/85 


B4K 


393K 


MSOS 


06/01/85 


64K 


393K 


MSOS 


PERCENTAGE 








100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 
RP 



SR 



MR. ALBERTO APARICIO 
CHIEF SYSTEM COORDINATION 



MR. JOSE JAVIER 
ENGINEER 



GONZALEZ 



PHONE 


Nl-QTY 


0113416502012 


1 


0113416502012 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 74 103 



APPLICATION 
BUSN 
ENGN 
OPER 
SCIE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. MELVIN D. THORNBURY 



INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


78/01/04 


131K 


250K 


NOS/BE 


PERCENTAGE 
05 
35 
10 
50 









MR. MELVIN D. 
MATHEMATICIAN 



205-875-5549 



NL-QTY 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: REMVC 
PRIMARY USER GROUP: VIM 



NAME: 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 851231 
STATUS CODE(ECODU): PRI- INDUSTRY: UTL 



REMVEC 

R. I. -EAST. MASS.-VMT. ENERGY CONTRO 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RGE 
PRIMARY USER GROUP: VIM 

NAME: ROCHESTER GAS AND ELECTRIC CORP. 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870110 
STATUS CODE(ECOOU): PRI-INDUSTRY: UTL 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



25 RESEARCH DRIVE 



HESTBORO 

MASSACHUSETTS 

USA 

8 



01581 



MAIL ADDRESS: 



AOORESS-CODE: XX MAIL-CODE: 



89 EAST AVENUE 



STREET: 

STREET-2: 

CITY: ROCHESTER 

STATE/POSTAL: NEN YORK 

COUNTRY: USA 

TELEX/TNX: 



14649 



CO COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-730 


1060 


10/24/83 


2E2K 


- 


- 


CYBER 170-730 


1090 


10/24/83 


2B2K 


- 


NOS/BE 


CYBER 18-50 


225 


10/24/83 


- 


- 


NOS 


CYBER 18-50 


385 


10/24/83 


61K 


- 


- 


CYBER 18-50 


455 


10/24/83 


61K 


- 


- 


CYBER 18-50 


545 


10/24/83 


65K 


- 


- 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



SYSTEM 17 
SYSTEM 17 



255 
5015 



APPLICATION 
ELECTRIC UTILITIES 



09/76 

09/76 



PERCENTAGE 
100 



65K 
6SK 



ECS 



OPERATING SYSTEM 



MSOS 
NSOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. DAVID N. MAGEE JR. 
SUPERVISOR OPER. CONTROL SYS. 



NL-QTY 
B17-366-9011 X2481 1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



SR 



RP 



MR. DANA G. GROVE 
SR. ELECTRIC SYSTEMS ANALYST 



MR. DUANE L. PIEDE 
MANAGER SYSTEMS 8 SERVICES 



PHONE 


NL-QTY 


716-724-8961 


1 


718-724-8950 


1 



247 



248 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RI 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODE (VIM ): VM CHANGED: 
STATUS CODE(ECODU): PRI INDUSTRY: 



NAME: ROCKNELL INTERNATIONAL, INC. 
INFORMATION SYSTEMS CENTER 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RIRF 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODEIVIN ): VM CHANGED: 841227 
STATUS CODE(ECOOU): PRI-INOUSTRY: OTHS 



NAME: 



ROCKNELL INTL/ROCKY FLATS 
INFORMATION SYSTEMS MGMT 



MAIL ADDRESS: 



ADDRESS-CODE: XX NAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: CALIFORNIA 

COUNTRY: USA 

TELEX/TNX: 



P. 0. BOX 2515 
MAIL CODE SH10 
SEAL BEACH 



90740 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


P. 0. BOX 4B4 


STREET-2: 


BLDG. 881 ROOM 278 


CITY: 


GOLDEN 


STATE/POSTAL: 


COLORADO 804020464 


COUNTRY: 


USA 


TELEX/TNX: 





XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 17B 107 

CYBER 180-930/31184 

CYBER 180-990E 20B 

CYBER 180-990 221 



INST-DATE CM 

10/01/78 262K 

09/30/87 32MB 

12/10/88 48MB 

08/31/87 48MB 



APPLICATION 


PERCENTAGE 


ENGN 


095 


SCIE 


005 



524K 



OPERATING SYSTEM 

NDS V2 

NOS/VE 1.2.2 
N0S/V2 
NOS/VE-NOS/VE 1. 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 180-810 705 
CYBER 180-860 440 
CYBER 180-860 492 



INST-DATE CM 



APPLICATION 
CAD/CAN 
ENGN 
SCIE 



06/88 
08/85 
10/87 



PERCENTAGE 
090 
005 
005 



ECS 



2000K 
8000K 
8000K 



OPERATING SYSTEM 

NOS 
NOS 
NOS-NOS/VI 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



NL-QTY 



RP 



MR. ABRAHAM S. LEVINE 

MGR. -SCIENTIFIC COMPUTING CENTER S/N 213-594-2740 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR MR. CHRIS DAILY 



RP MR. E. HARRIGAN 

NOS SYSTEMS ANALYST 



IM MS. H. N. 

MGR. -SYSTEMS 



COOKE 



IM MR. N. A. BRETZ 
MGR SYSTEMS a OPERATIONS 



PHONE 


NL-QTY 


303-966-7941 


1 


303-966-7786 


1 


303-966-4737 


1 


303-966-4202 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RMIT 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 850430 
STATUS COOEIECODUI: PRI-INDUSTRY: EDUC 



NAME: ROYAL MELBOURNE INST. OF TECHNOLOGY 
COMPUTER CENTRE 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RMS 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 870618 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: 



AMPERIF CORPORATION 
PROTRONYX DIVISION 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-COOE: 



STREET: 

STREET-2: 

CITY: MELBOURNE 

STATE/POSTAL: VICTORIA 

COUNTRY: AUSTRALIA 

TELEX/TNX: AA 36406 



124 LA TROBE STREET 



3000 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL -CODE 


STREET: 


888 INTERLOCKEN PARKHAY 






STREET-2: 


SUITE 150 






CITY: 


BROOMFIELD 






STATE/POSTAL: 


COLORADO 80020 






COUNTRY: 


USA 






TELEX/TNX: 


- 







FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-83S 115 



1NST-DATE CM ECS 
07/20/84 1500K - 



APPLICATION 
EOUC 



PERCENTAGE 
100 



OPERATING SYSTEM 
NOS 2.4.1/NOS VE 



CD COMPUTERS INSTALLED: 



l-FRAME-TYPE SERIAL 


-NO 


INST-OATE 


CM 


ECS 


OPERATING SYSTEM 


R 170-816 618 




08/01/84 


262K 


- 


NOS 


APPLICATION 




PERCENTAGE 








ENGN 




100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



RP MR. GRAEME i. KNOX 

COMPUTER CENTRE MANAGER 

SR MR. QUENTIN VAN ABBE 
PROGRAMMING MANAGER 



80-3-6E0-2292 
60-3-660-2467 



Nl-QTY 

1 

1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. MARVIN D. MOODY 



SR MR. DONALD N. HALL 

VICE PRESIDENT TECHNOLOGIES 



303-460-1535 
612-561-7387 



NL-QTY 



MAIL ADDRESS: ADDRESS-CODE: XI MAIL-CODE: FC 

STREET: 7420 UNITY AVENUE NORTH 

STREET-2: 

CITY: BROOKLYN PARK 

STATE/POSTAL: MINNESOTA 55443 

COUNTRY : USA 

TELEX/THX: 



251 



252 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: RRZN 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 880405 
STATUS CODE (ECODU): VM PR! -INDUSTRY: EOUC 



NAME: 



REGIONALES RECHENZENTRUM FUER 
NIEDERSACHSEH-UN1V. HANNOVER 



EC0DU/V1M MEMBERSHIP RECORD 
SR 



MR. N. HEERHORST 

SYSTEMS AND OPERATIONS MANAGER 



AS OF 1988/11/09 

0511-762-3170/-2883 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TEIEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



SCHLOSSNENDER STR. S 

HANNOVER 1 

D-3000 
FED. REPUBLIC OF GERMANY 
923 868 UNIHN D 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-810 116 
CYBER 180-990 110 
CYBER 180-99SE 104 


11/84 
04/86 
12/86 


8MB 

32MB 

64MB 


- 


NOS/VE-NOS 
NOS/VE-NOS 
NOS/VE-NOS 


APPLICATION 
SCIENTIFIC 


PERCENTAGE 
100 








COMMITTEE MEMBERS 










COMMITTEE CODE NAME 






INITIALS CHAIR 


EPLAN PRALLE 






H. 


N 


ECCOS LUDHIG 






S. 


M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



SR DR. H. LUTTERMANN 

USERS SUPPORT MANAGER 



RP DR. H. 
DIRECTOR 



PRALLE 



IM MR. S. LUDHIG 

CDC SYSTEMS DEVELOPMENT 



NL-QTY 

0511-7B2-317O/-2883 1 
0511-7B2-3170/-2883 1 
0511-762-3170-2833 1 



253 



254 



o o 



c 



o 



c 



oo 



o 



Sss^ Vs/ 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: RUCC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850117 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



RHODES UNIVERSITY 
COMPUTING CENTRE 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RUG 
PRIMARY USER GROUP: ECODU 

NAME: REKENCENTRUM DER RIJKSUNIVERSITEIT 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 820917 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: SU 



STREET: ARTILLERY ROAD 

STREET-2: 

CITY: GRAHAMSTONN 

STATE/POSTAL: CAPE PROV. 

COUNTRY: REPUBLIC OF SOUTH AFRICA 

TELEX/THX: 244219 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX; 



ADDRESS-CODE: XX NAIL-CODE: SU 



UNIVERSITEITSCOMPLEX PADOEPOEL 

P. 0. BOX 800 

GRONINGEN 

9700 AV 
NETHERLANDS 
Nl S3S72 STARS 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


-NO 


INST- DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-825 122 
CYBER 170-825 272 




12/01/82 
02/01/87 


1M 
1M 


- 


NOS 2.2/PLATO 
NOS 2.5.1 


APPLICATION 
ADMN 
PLATO 
SCIE 




PERCENTAGE 
030 
020 
050 









CD COMPUTERS INSTALLED: 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



RP 



SR 



MR. M. A. LAHRIE 
DIRECTOR COMPUTING SERVICES 



MR. R. A. SCOTT 

DEPUTY DIRECTOR COMPUTING SERVICES 



PHONE 


NL-QTY 


0461 22023 


1 


0461-22023 


1 



MAIN-FRAME-TYPE 


SERIAL-ND 


INST-DATE 


CM 


ECS OPERATING SYSTEM 


CYBER 170-760 


416 


01/80 


25 6K 


500K NOS 2 


APPLICATION 


PERCENTAGE 






SCIE 




000 






TEACHING 




000 






COMMITTEE MEMBERS 










COMMITTEE CODE 


NAME 






INITIALS CHAIR 


ECCOS 


PETIT 






M.A.C.E M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



IM 



RP 



SR 



TTL FIRST - NAME • 


■ LAST 


PHONE 


NL-QTY 


MR. C. G. VAN DER LAAN 
HEAD STATISTICAL APPL. GR. 


050 633374 


1 


DR. H. <t. 
DIRECTOR 


VAN LINDE 


050 633409 


1 


DR. M.A.C.E. 
HEAD SYSTEMS GROUP 


PETIT 


050 633418 


1 



IM MR. 0. VAN SCHAIKHIJK 

HEAD USER SERVICES GROUP 050 633404 



255 



256 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: SAF 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEtVIM ): VM CHANGED: 860120 
STATUS CODE(ECODU): - PRI-INDUSTRY: MFG 



NAME: DEPT. OF DEFENCE SMALL ARHS FACTORY 
MANUFACTURING ENGINEERING GROUP 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SAND 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEtVIM ): VM CHANGED: 880414 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: 



SANDIA NATIONAL LABORATORIES 
ORGANIZATION 2635 



MAIL ADDRESS: 



ADDRESS'COOE: XX MAIL-CODE: AV 



POST OFFICE BOX 70 



STREET: 

STREET-2: 

CITY: LITHGON 

STATE/POSTAL: NSM 2790 

COUNTRY: AUSTRALIA 

TELEX/TNX: AA20252 FOR MACHARNS 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



P. 0. BOX 5800 



STREET: 

STREET-2: 

CITY: ALBUQUERQUE 

STATE/POSTAL: NEN MEXICO 

COUNTRY: USA 

TELEX/TNX: 9 



87185 



CD COMPUTERS INSTALLED: 

MAIN'FRAME-TYPE SERIAL-NO 
CYBER 180-810 201 



INST-DATE CM 
01/07/85 8M 



ECS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



OPERATING SYSTEM 
NOS 

NL-QTY 



RP 
SR 



MR. ALEXANDER S. GRAY 
MANAGER PROCESS PLANNING 



063 529826 



MR. DARRYLL <l. COOPER 

COORDINATOR PROCESS PLANNING SYSTEMS 063 529642 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 170-855 
CYBER 730 



110 
1037 



INST-DATE 
03/82 



APPLICATION 
SCIE 



PERCENTAGE 
100 



CM 



8M 
252K 



ECS 
1000K 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
IM 



OPERATING SYSTEM 

NOS 2.5/VE1.2.3 
NOS 1.4 



IM 



MR. LARRY BUXTON 
SUPERVISOR SYSTEMS PROGRAMMING 



MR. LANRENCE 9. 
ORGANIZATION 2614 



MR. ROBERT E. 
TSA 



BUXTON 



DAVIS 



PHONE 


NL-QTY 


505-844-4075 


1 


505-844-6537 


1 


505-844-6817 


1 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SARA 
PRIMARY USER GROUP: ECOOU 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 820917 
STATUS CODE(ECODU): VM PRI-IHOUSTRY: 



NAME: STICHTING ACADEMISCH REKENCENTRUM 
AMSTERDAM 



L ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE: 


STREET: 


POSTBOX 4813 






STREET-2: 


KRUISLAAN 415 






CITY: 


AMSTERDAM 






STATE/POSTAL : 


1009 AP 






COUNTRY: 


NETHERLANDS 






TELEX/THX: 


12571 NACTR NL 







CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-825 250 

CYBER 170/750 434 

CYBER 205-511 523 

CYBER 990E 219 



INST-DATE CM 

12/23/83 1M 

09/01/80 262K 

12/23/83 1M 

07/24/87 64MB 



ECS 



1000K 



OPERATING SYSTEM 

NOS 

NOS/BE 

VSOS 

NOS/BE-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



IM 



DR. P. 

FREE UNIVERSITY 



KUIJPER 



NL-QTY 




ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 

MAIL ADDRESS: ADDRESS-CODE: UA MAIL-CODE: SU 

UNIVERSITY OF AMSTERDAM SPUI 21 
AMSTERDAM 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: NETHERLANDS 

TELEX/THX: 



1012 NX 



IM 
SR 
RP 
IM 



MRS. C. 
BIBLIOTHEEK 



V/0 HERF 



MRS. i. A. DORREPAAL 
MGR. CYBER SYSTEMS GROUP 



MR. T. 
DIRECTOR 



DR. 



SCHIPPER 



BAKKER 



001 



20 5923011 



MAIL ADDRESS: 




STREET: 


P.O. BOX 4613 


STREET-2: 


- 


CITY: 


AMSTEROAM 


STATE/POSTAL: 


- 


COUNTRY: 


NETHERLANDS 


TELEX/TNX: 


12571 MACTR NL 



ADDRESS-CODE: XI MAIL-CODE: SU 



1009 AP 



MAIL ADDRESS: 



IM 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



P BOX 7161 
AMSTERDAM 



NETHERLANDS 
1 



ADDRESS-CODE: FU MAIL-CODE: SU 



1007 MC 



DRS. H. VAN EERDE 

UNIVERSITY OF AMSTERDAM 



259 



260 



AS OF 1988/11/09 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: SAS 
PRIMARY USER GROUP: VIM 

NAME: SNANSON ANALYSIS SYSTEMS INC 



STATUS CODEIVIM ): VM CHANGED: 880202 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SASIN 
PRIMARY USER GROUP: VIM 
NAME: 



AS OF 1988/11/09 

STATUS CODE (VIM I: VM CHANGED: 850424 
STATUS CODEIECODUI: - PRI-INDUSTRY: 



SAS INSTITUTE INC. 
CDC/SPERRY DEV. & SUPPORT 



MAIL ADDRESS: 



STREET: P.O. BOX 65 

STREET-2: 

CITY: HOUSTON 

STATE/POSTAL: PENNSYLVANIA 

COUNTRY: USA 

TELEX/TNX: 



ADDRESS-CODE: XX HAIL-CODE: FC 



15342-008 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY : 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



12675 RESEARCH BLVD. 

BOX 200075 

AUSTIN 

TEXAS 787200075 

USA 

9108741316 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 830 381 07-18-86 - 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 659 



INST-DATE CM ECS 
03/05/85 2048 - 



OPERATING SYSTEM 
NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP MR. JOHN SNANSON 



NL-QTY 
1 



INSTALLATION MEMBER (AODRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 

RP 



MR. H. DALE REEVES 
MGR. CDC/SPERRY SUPPORT 8 DEV. 



SR 



MR. MICHAEL 
PROGRAMMER/ANALYST 



BURNS 



PHONE 


NL-QTY 


512-258-5171 


1 


512-258-5171 


1 



261 



262 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SCEC 
PRIMARY USER GROUP: VIM 

NAME: SOUTHERN CALIFORNIA EDISON COMPANY 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 
STATUS CODE(ECODU): PRI-INDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SCEG 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 830310 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: 



SOUTH CAROLINA ELECTRIC 8 GAS CO. 
SYSTEM CONTROL 



MAIL ADDRESS: 


ADDRESS-CO 


STREET: 


501 SOUTH MARENGO AVENUE 


STREET-2: 


ECC-CONTROL SYSTEMS 


CITY: 


ALHAMBRA 


STATE/POSTAL : 


CALIFORNIA 91802 


COUNTRY: 


USA 


TELEX/TNX: 





MAIL-CODE: 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


1426 MAIN STREET 






STREET-2: 


MAIL CODE-206 






CITY: 


COLUMBIA 






STATE/POSTAL : 


SOUTH CAROLINA 29201 






COUNTRY: 


USA 






TELEX/TNX: 









CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPI 


I SERIAL -Nl 


) INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 


147 


12/84 


2M 


. 


NOS 


CYBER 180-850 


304 


06/85 


2M 


- 


NOS/BE 


CYBER 180-850 


328 


08/85 


2M 


- 


NOS/BE 


1784-2 


1157 


1975 


64K 


- 


MSOS 


1784-2 


1159 


1975 


64K 


- 


MSOS 


1784-2 


1160 


1975 


64K 


- 


MSOS 


1784-2 


1161 


1975 


64K 


- 


MSOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. GENE C. HUANG 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-825 745 
1784 2070 
1784 489 
1784 753 




03/84 
04/79 
03/84 
11/80 


262K 
64K 

48K 
64K 


- 


NOS/BE 
MSOS 
MSOS 
MSOS 


APPLICATION 
ENGN 




PERCENTAGE 
100 









MR. GENE C. 
SUPV ENGINEER 



818-308-6594 



NL-QTY 

1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP MR. ERNEST N. GIBBONS 
SYSTEM CONTROL ENGINEER 



803-748-3672 



NL-QTY 
1 



263 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SDCNL 
PRIMARY USER GROUP: VIM 

NAME: SYSTEM DEVELOPMENT CORP. 
ASSOCIATE 



AS Of 1988/11/09 



STATUS CODE(VIM I: AM CHANGED: 880204 
STATUS CODE(ECODU): - PRI- INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SDMT 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 861003 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



SOUTH DAKOTA SCHOOL OF MINES AND 
TECHNOLOGY COMPUTATION CENTER 



MAIL ADDRESS: 

STREET: 

STREET-2: 

CITY: 



ADDRESS-CODE: XX MAIL-CODE: FC 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



10S RESEARCH DRIVE 



HAMPTON 
STATE/POSTAL: VIRGINIA 



23G66 



COUNTRY: 
TELEX/TNX: 



USA 
USA 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME • 


- LAST 




PHONE 


IM 


MS. AGNES B. 
SYSTEMS PROGRAMMER 


EVANS 




804-8SS-2458 


IM 


MS. LUCIA L. 
SYSTEMS PROGRAMMER 


LEE 




804-86S-2458 


RP 


MR. STEVEN A. 
MANAGER 


HOESSNER 


804-865-2437 


IM 


MR. STEVEN 
SYSTEMS PROGRAMMER 


SUDIK 


JR. 


804-865-4454 



NL-QTY 



STREET: 

STREET-2: 

CITY: 

ST ATE /POSTAL: 

COUNTRY: 

TELEX/TNX: 


501 EAST ST. JOI 

RAPID CITY 
SOUTH DAKOTA 
USA 


• 
57701 






CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CN 


ECS 


OPERATING SYSTEM 


CYBER 180-830 679 


07/01/85 


32M 


- 


NOS-NOS/VE 


APPLICATION 
BUSN 
ENGN 
SCIE 


PERCENTAGE 
033 

033 
033 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. JERL E. PRINGLE 
SYSTEMS AND PROGRAM MANAGER 



605-394-2215 



NL-QTY 

1 



265 
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ECODU/VIH MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: SDSU 
PRIMARY USER GROUP: VIM 

NAME: SAN DIEGO STATE UNIVERSITY 



STATUS CDOEfVIM ): VM CHANGED: 841214 
STATUS CODE(ECODU): PRI-IHDUSTRY: EDUC 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SEP 
PRIMARY USER GROUP: VIM 



NAME: 



AS OF 1988/11/09 



STATUS CODE(VIM ): VM CHANGED: 861114 
STATUS CODE(ECODU): - PRI INDUSTRY: OTHS 



SEP 

TECHNICAL DIVISION 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


UNIVERSITY COMPUTER CENTER 






STREET-2: 


P.O. NO. 42531009 






CITY: 


SAN DIEGO 






STATE/POSTAL: 


CALIFORNIA 92182-053 






COUNTRY: 


USA 






TELEX/THX: 









MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: ARNHEM 

STATE/POSTAL: GLD 

COUNTRY: NETHERLANDS 

TELEX/THX: 45031 SEP NL 



ADDRESS-CODE: XX MAIL-CODE: SU 
UTRECHTSENEG 310 



6812 AR 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-750 506 




07/27/82 


262K 


- 


2.5.2/678 


CYBER 180-830 ? 




01/06/86 


16MB 


- 


2.5.2/678 


APPLICATION 




PERCENTAGE 








BUSN 




040 








EDUC 




060 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

IM MR. PAUL VAN SON 



RP 



MR. PETER 



LIGTVOET 



NL-QTY 

1 

1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR MR. DICK REILLY 



SR 
RP 



MR. DICK 
PROGRAMMER 



MS. PAT 

SYSTEMS PROGRAMMER 



COFFEY 



MR. RICHARD M. REILLY 
CYBER SYSTEMS MANAGER 



PHONE 


NL-QTY 


714-265-4281 


1 


619-285-4269 


1 


619-265-4281 


1 



267 



268 



AS OF 1988/11/09 



ECODU/VIN MEMBERSHIP RECORD 
INSTALLATION CODE: SFSU 
PRIMARY USER GROUP: VIM 

NAME: SAN FRANCISCO STATE UNIVERSITY 



STATUS CODEtVIM ) : VM CHANGED: 860411 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SFTI 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 871231 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



NAME: SIMUFLITE TRAINING INTERNATIONAL/SIN 
SUPPORT ENGINEERING 



MAIL ADDRESS: 



AODRESS-CODE: XX MAIL-CODE: 



STREET: 1600 HOLLONAY AVE. 

STREET-2: 010 ADMINISTRATION BLDG. 

CITY: SAN FRANCISCO 

STATE/POSTAL: CALIFORNIA 94132 

COUNTRY: USA 
TELEX/TNX: 



MAIL ADDRESS: 


ADDRESS-CODE: 


STREET: 


2929 N. AIRFIELD DRIVE 


STREET-2: 


- 


CITY: 


D/FN AIRPORT 


STATE/POSTAL: 


TEXAS 752E1 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-730-2 1044 


07/81 


2E2K 




NOS 


CYBER 180-830 ' 288 


12/85 


10M 


- 


NOS 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 170-825 
CYBER 180-830 



712 
656 



07/01/83 
04/01/87 



ECS 



1048R - 
2097R - 



OPERATING SYSTEM 



NOS 2.5.3-688 
NOS 2.5.2-678 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED] 

STATUS TTL FIRST - NAME - LAST PHONE Nl-QTY 

RP DR. SHARON HAMILTON 

ASSOC. DIR.-COMP. SER. 8 INSTIT. RES 415-338-1231 1 



APPLICATION PERCENTAGE 
COMPUTER BASED EOUCA 100 
EDUC 100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



SR 



MR. OAVID V. 
SYSTEMS ENGINEER 



LOHN-NILEY 



MR. NAYNE DUSEK 
MANAGER-SUPPORT ENGINEERING 



214-456-8072 
214-456-8265 



NL-QTY 

1 



269 



270 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SFNM 
PRIMARY USER GROUP: VIM 

NAME: SOUTH FLORIDA HATER MBMT. DISTRICT 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 
STATUS CODE(ECODU): PRI-INDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SGNU 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 880111 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



CONCORDIA UNIVERSITY 
COMPUTER CENTER 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: P.O. BOX 24680 
STREET-2: 

city: nest palm beach 

state/postal: florida 334164680 

country: usa 
telex/tnx: 



HAIL ADDRESS: 


ADDRESS-CODE: XX 


STREET: 


1440 ST. CATHERINE ST. N. 1012 


STREET-2: 




CITY: 


MOHTREAL 


STATE/POSTAL: 


QUEBEC H3G 1R8 


COUNTRY : 


CANADA 


TELEX/TNX: 


055 G64305 



MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 675 



INST-DATE CM ECS 
01/87 32MB - 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. NILLIAM B. HALL 

DIR. OF SYSTEMS ANO OPERATIONS-CDP 



305-686-8800X276 



OPERATING SYSTEM 
NOS-NOS/VE 

Nl-QTY 

1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-830 106 
CYBER 170-830 208 
CYBER 170-835 128 



INST-DATE CM 

08/05/82 1024K 

01/85 2048K 

01/12/80 1536K 



ECS 



OPERATING SYSTEM 

NOS 
NOS 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. IVAN G. FUCHS 



MR. IVAN G. 
DIRECTOR 



514-848-7630 



NL-QTY 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SIS 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 87041S 
STATUS CODE(ECOOU): - PRI-INOUSTRY: OTHS 



NAME: 



STORAGETEK INTEGRATED SYSTEMS INC. 
SALES NS:43S8 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SMUD 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/03 

STATUS CODEIVIM ): VM CHANGED: 871230 
STATUS CODE(ECODU): PRI-INOUSTRY: UTL 



NAME: 



SACRAMENTO MUNICIPAL UTILITY DIST. 

ENERGY OPERATIONS 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



2270 S. 88TH ST. 

MS 43S8 

LOUISVILLE 

COLORADO SOO280O01 

USA 

3720475/3103720476 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



S201 S STREET 

P. 0. BOX 15830 

SACRAMENTO 

CALIFORNIA 958521830 

USA 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-815 715 



INST-DATE CM ECS 
83/09/26 524R - 



OPERATING SYSTEM 
NOS 2.4.3 



APPLICATION PERCENTAGE 
ENGN 050 

RESEARCH/DEVELOPMENT 050 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

IN MR. DAVID A. BEIDLE MS: 1145 
STAFF SOFTNARE ENGINEER 



RP MR. MICHAEL G. 
MANAGER-MARKETING 



HOLLAND 



IM MR. RONALD G. DOST SR. 
SR. MARKETING REPRESENTATIVE 



PHONE 


Nl-QTY 


303-673-5901 


1 


303-S73-3349 


1 


303-673-5620 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 180-65830 912 
CYBER 180-65830 913 
1774 87 

1774 88 



INST-DATE CM 



ECS 



1988 
1987 
02/72 
02/72 



4M 

512K 
32K 
32K 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
IN MR. BRUCE A. OLIVER 



OPERATING SYSTEM 

NOS 
NOS 

MSOS 2.1 
MSOS 2.1 



MR. BRUCE A. 
ELECTRICAL ENGINEER 



SR MS. CAROL A. MALUGANI 
EMS SOFTNARE SUPERVISOR 



RP MR. ELTON R. KLINKE 
EMS PROJECT MANAGER 



PHONE 
916-732-5698 
916-732-5697 
916-732-5699 



NL-QJY 
1 
1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SMVOK 
PRIMARY USER GROUP: VIM 



NAME: 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 860415 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 



AS OF 1988/11/09 



IM 



MR. TONY VAUGHAN 

SENIOR MEMBER TECH. STAFF 



COM DEV LTD 
COMPUTER SERVICES 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: CAMBRIDGE 

STATE/POSTAL: ONTARIO 

COUNTRY: CANADA 

TELEX/THX: 610-366-3164 



ADDRESS-CODE: XX 
155 SHELDON ORIVE 



MAIL-CODE: FC 



N1R 7H6 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 109 
CYBER 180-930 115 




10/22/84 
12/18/87 


9.5K 
32M 


- 


NOS-NOS/VE 
NOS-VE 


APPLICATION 
BUSN 
ENGN 
SCIE 




PERCENTAGE 
30 
030 
030 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



IM MR. GREG BRONN 

ADVANCED MEMBER TECH. STAFF 

RP MR. JIM DOREY 

MGR. COMPUTER SERVICES 

SR MR. JOHN HARRICKEY 

ADVANCED MEMBER TECH. STAFF 

IM MS. LAURA MCNEILL 
ADVANCED MEMBER TECH. STAFF. 

IM MR. LEN ZAIFMAN 

ADVANCED MEMBER TECH. STAFF 



NL-QTY 



519-622-2300 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: SPSC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 850117 
STATUS CODE(ECODU): PRI-INDUSTRY: GOVT 



NAME: 



GOVERNMENT COMPUTING CENTRE 
DEPT. SERVICES AND SUPPLY 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SRC 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE(VIM I: VM CHANGEO: 871113 
STATUS CODE(ECOOU): - PRI-INDUSTRY: OTHS 



SASKATCHEHAN RESEARCH COUNCIL 
PRODUCT DEVELOPMENT DIVISION 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-COOE: 


STREET: 


BOX 1095 GPO 






. STREET-2: 


- 






CITY: 


ADELAIDE 






STATE/POSTAL: 


SOUTH AUSTRALIA 5001 






COUNTRY: 


AUSTRALIA 






TELEX/TNX: 


- 







AV 



MAIL ADDRESS: 


AI 


STREET: 


15 INNOVATION Bl 


STREET-2: 


- 


CITY: 


SASKATOON 


STATE/POSTAL : 


SASKATCHENAN 


COUNTRY: 


CANADA 


TELEX/TNX: 


SARECO 074-2484 



ADDRESS-CODE: XX MAIL-CODE: FC 



S7N 2X8 



CD COMPUTERS INSTALLED: 



l-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


iR 170-825 252 




12/20/83 


25 6K 


- 


NOS/BE 


APPLICATION 
BUSN 
TECH 




PERCENTAGE 
070 
030 









CD COMPUTERS INSTALLED: 

MAIN-FRANE-TYPE SERIAL-NO 
CYBER 930 ? 



INST-DATE CM 



ECS 



OPERATING SYSTEM 
NOS/VE 



APPLICATION 
BUSN 
ENGN 



PERCENTAGE 
050 
050 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



SR 



RP 



MR. J. F. P. NILSON 
MANAGER SOFTNARE SERVICES 



MR. M. E. JONES 
DIR. GOVT. COMPUTING CENTRE 



61-8-2749580 



61-8-2749558 



NL-OJY 
1 

1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



RP MR. GORD PIERCE 

DIRECTOR PRODUCT DEVELOPMENT 



IN MS. HEATHER NOOFF 

TECHNOLOGIST PRODUCT DEVELOPMENT 



306-933-5400 
306-933-5400 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SRP 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 870107 
STATUS CODE(ECODU): PRI-INDUSTRY: UTL 



NAME: SALT RIVER PROJECT 
SYSTEM OPERATIONS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SSCC 
PRIMARY USER GROUP: ECODU 

NAME: SOCIAL SERVICES COMPUTER CENTRE 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGEO: 8S0604 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



COMPUTER APPLICATIONS 

P.O. BOX 52025 

PHOENIX 

ARIZONA 850722025 

USA 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL -CODE: 


STREET: 


101 SYNGROU AVENUE 






STREET-2: 








CITY: 


ATHENS 






STATE/POSTAL: 


117 45 






COUNTRY: 


GREECE 






TILEX/TNX: 









su 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL 


NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 120-55 


118 


02/87 


102 4K 




AOS 


CYBER 170-835 


629 


02/87 


512K 


- 


NOS/BE 


CYBER 170-835 


630 


02/87 


512K 


- 


NOS/BE 


CYBER 18-50 


128 


02/87 


65K 


2000K 


MSOS 


CYBER 18-50 


129 


02/87 


65K 


2000K 


MSOS 


CYBER 18-50 


130 


02/87 


G5K 


1000K 


MSOS 


CYBER 18-50 


131 


02/87 


65K 


1000K 


MSOS 


APPLICATION 


PERCENTAGE 








PROC. CONTROL 


100 









INSTALLATION MEMBER (ADORESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



RP 



MR. BARRY A. BERT AN I 
SUPERVISOR COMPUTER APPLICATIONS 



602-236-3930 



IM MR. DON E. SPIRK 

MGR. ELECTRICAL SYSTEMS ENGINEERING G02-236-2278 



SR 



MR. PAUL C. EMMERICH 

LEAD ENGINEER COMPUTER APPLICATIONS 



NL-OTY 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



ECS 



CYBER 170-720 
CYBER 170-720 



442 

443 



07/22/80 
07/22/80 



128K 
128K 



OPERATING SYSTEM 



NOS 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

SR MRS. D. NINOU 

MANAGER NEN APPLICATIONS 

RP DR. NICK PAVLIDIS 
MANAGER COMPUTER OPERATIONS 

IM MR. P. KONIDARIS 

MANAGER APPLICATIONS MAINTENANCE A 

IM MR. STAVROS BASSEAS 
ASSISTANT TECH. DIR. 



PHONE 


Nl-QTY 


01 9215982 


1 


01 9224188 


1 


01 9215726 


1 


01-9233489 


1 



602-236-3931 



279 



280 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: SSI 
PRIMARY USER GROUP: VIM 

NAME: MSU SYSTEMS SERVICE 



STATUS CODEIVIM ): VM CHANGED: 8701 IB 
STATUS CODE(ECOOU): - PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SSS 
PRIMARY USER GROUP: VM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 840214 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: SIMULATION CENTER 
COLSA INC. 



ADDRESS: 




STREET: 


639 LOYOLA , 


STREET-2: 


- 


CITY: 


NEH ORLEANS 


STATE/POSTAL: 


LOUISIANA 


COUNTRY: 


USA 


TELEX/TNX: 


- 



ADDRESS-CODE: XX MAIL-CODE: FC 



70161 



MAIL ADDRESS: 


ADDRESS 


STREET: 


6726 ODYSSEY DRIVE 


STREET-2: 


P.O. BOX 1068 


CITY: 


HUNTSVILLE 


STATE/POSTAL: 


ALABAMA 35816 


COUNTRY: 


USA 


TELEX/TNX: 


810-726-2103 



ADDRESS-CODE: XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 180-810 38S 
CYBER 180-850A 415 
CYBER 180-850A 428 



INST-DATE CM 



ECS 



11/17/86 
11/17/86 
11/17/86 



1.045M 
2.097M 
2.097M 



PERCENTAGE 



OPERATING SYSTEM 

NOS 2.5.1 
NOS 2.5.1 
NOS 2.5.1 



APPLICATION 
ELECTRIC UTILITY 
ENERGY MANAGEMENT SY 
PROC. CONTROL 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. ONNEL C. LANDRY 
MANAGER SYSTEMS DEVELOPMENT 



504-569-4673 



NL-QTY 

1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-990 12 



INST-DATE CM 
08/01/87 8MN 



APPLICATION 
SCIE 



PERCENTAGE 
100 



ECS 



OPERATING SYSTEM 
NOS/NOS-VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP 



MR. DONALD SASSER 
MANAGER-SIMULATION CENTER 



SR MR. JACK GEREN 
SOFTHARE SUPPORT MANAGER 



IM MR. KEN JONES 

SENIOR SYSTEMS ANALYST 



IM MR. MAX POOL 

U.S. ARMY SDC SC COORDINATOR 



PHONE 


Nl-QTY 


205-896-3807 


1 


205-895-3264 


1 


205-895-4101 


1 


205-895-3995 


1 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: STI 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 871013 
STATUS CODE(ECOOU): - PRI-INDUSTRY: EDUC 



NAME: SOUTHERN COLLEGE OF TECHNOLOGY 
OFFICE OF COMPUTER OPERATIONS 



ECODU/VIH MEMBERSHIP RECORD 

APPLICATION PERCENTAGE 
APPLICATIONS 100 

DELEGATER 100 

DELEGGATE 020 

ENGN 050 



AS OF 1988/11/09 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


1112 CLAY STREET 


STREET-2: 


- 


CITY: 


MARIETTA 


STATE/POSTAL: 


GEORGIA 30060 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYP 


f SERIA 


L-NO 


INST-OATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-815 
CYBER 180-830 
CYBER 180-830 


701 
211 
256 




04/83 
09/85 
12/85 


8M 

16M 

12M 


; 


NOS/EDEN 

NOS/VE 

NOS/PLATO/ICEM 


APPLICATION 
BUSN 
UNOERGRAD INSTR. 




PERCENTAGE 
035 
065 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



RP 



RP 



MR. ROBERT G. LEBLANC 
DIRECTOR OF COMPUTER OPERATIONS 



MR. H. LANRENCE 
SYSTEMS PROGRAMMER 



JAMES 



404-424-7346 



404-424-7346 



Nl-QTY 



CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


APPLICATIONS SN232 
APPLICATIONS 247 
APPLICATIONS 403 
APPLICATIONS 


01/19/88 
1 OCT 1986 
02/13/87 
15 APR 1988 


32MB 
1MN 
16MB 
16MB 


- 


NOS/VE 
NOS 
NOS/VE 
NOS/VE 
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ECODU/VIN MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: TBC 
PRIMARY USER GROUP: VIM 

NAME: TRI-BOROUBH COMPUTING 



STATUS CODEIVIM ): VM CHANGED: 
STATUS CODE(ECODU): PRI-INDUSTRY: 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 4797 CRAZY HORSE LANE 

STREET-2: MAIL STOP 4-3621 

CITY: NESTERVILLE 

STATE/POSTAL: OHIO 430814417 

COUNTRY: USA 
TELEX/TNX: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-860 178 



INST-DATE CM 
10/86 64M 



ECS 



OPERATING SYSTEM 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE NL-QTY 

RP DR. LESLIE E. MACINTOSH 

614-890-3695 1 



285 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TECO 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VN CHANGED: 871113 
STATUS CODEIECODUI: - PRI-INDUSTRY: OTHS 



NAME: TAMPA ELECTRIC COMPANY 
ENERGY CONTROL SYSTEMS 



MAIL ADDRESS: 


ADDRESS-COOE 


STREET: 


P. 0. BOX 111 


STREET-2: 


- 


CITY: 


TAMPA 


STATE/POSTAL: 


FLORIDA 33601 


COUNTRY: 


USA 


TELEX/THX: 


- 



XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 180-810 375 06-30-87 2M - NOS 



APPLICATION 
UTILITY 



PERCENTAGE 

100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



SR MR. BOB NINTER 

SOFTNARE ENGINEER 813-228-4111 1 

RP MR. TONY ITHIER 

SOFTNARE ENGINEER 813-228-4111 1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TUT 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 880329 
STATUS CODE(ECOOU): VM PRI-INDUSTRY: EOUC 



NAME: TECHNION IL INSTITUTE OF TECHNOLOGY 
COMPUTER CENTER 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TMPL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 8S0308 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



TEMPLE UNIVERSITY 
COMPUTER ACTIVITY 



MAIL ADDRESS: 




STREET: 


TECHNION CITY 


STREET-2: 


- 


CITY: 


HAIFA 


STATE/POSTAL: 


- 


COUNTRY: 


ISRAEL 


TELEX/TNX: 


IL 46406 



ADDRESS-CODE: XX MAIL-CODE: AV 



32000 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: CORNELL HALL ROOM 854 

STREET-2: BROAD AND MONTGOMERY STREETS 

CITY: PHILADELPHIA 

STATE/POSTAL: PENNSYLVANIA 19122 

COUNTRY: USA 
TELEX/TNX: 



CD COMPUTERS INSTALLED: 

MAIH-FRAME-TYPE SERIAL-NO 
CYBER 170-83S 107 



INST-DATE CM ECS 
10-07-86 16MB - 



OPERATING SYSTEM 
NOS-NOS/VE 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 860 ? 09/87 32MB - N0S2 



APPLICATION 
ENGN 
SCIE 



PERCENTAGE 
050 
050 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

SR MS. DORA POMERANCBLUM 



MS. DORA 
SYSTEM ANALYST 



RP 



MS. MIRIAM 
SYSTEM ANALYST 



BENHAIM 



04292177 
04292177 



NL-QTY 
1 

1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR. DNIGHT DICK 



RP MS. LILIAHE 



CLEVER 



NL-QTY 

215-787-6420 1 

215-787-6411 1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TRN 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 871230 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: TRN SPACE AND DEFENSE 

CDC 8 UNIX OPERATING SYSTEMS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TRHSB 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM I: VM CHANGED: 880518 
STATUS CODE(ECOOU): - PRI-INDUSTRY: OTHS 



NAME: TRN BALLISTIC MISSILES DIVISION 
TRN INC. 



MAIL ADDRESS: 


1 


STREET: 


ONE SPACE PARK 


STREET-2: 


R3/1028 


CITY: 


REDONDO BEACH 


STATE/POSTAL: 


CALIFORNIA 


COUNTRY: 


USA 


TELEX/TNX: 





ADDRESS-CODE: XX MAIL-CODE: 



90278 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



BLDG. S25/R00M 523 

P.O. BOX 1310 

SAN BERNARDINO 

CALIFORNIA 92402 

USA 

714-382-2867 



CD COMPUTERS INSTALLED: 

MAIN-FRANE-TYPE SERIAL-NO 

CYBER 17S 120 
CYBER 180-8SS 253 
CYBER 750 409 



INST-DATE CM 

01/0B/80 262K 

02/11/85 2M 

04/06/81 262K 



ECS 



1M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 
IM MR. GEORGE TOMIKANA 



RP NR. JEFFREY R. GOTTLOEB 
SENIOR SYS. PROGRAMMER 



OPERATING SYSTEM 

TRH/TSS 

NOS 2 8 NDS/VE 

TRH/TSS 



PHONE 


Nl-QTY 


213-812-4404 


1 


213-812-4395 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 850A 
CYBER 860 



474 
357 



ECS 



OPERATING SYSTEM 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP MR. CHARLES A. SZUAGYI 



MR. CHARLES A. 
SYSTEMS ANALYST 



IM 



MR. LAHRENCE C. 
MANAGER 



HINKLE 



PHONE 


NL-QTY 


714-382-3808 


1 


714-382-5398 


1 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TRNSP 
PRIMARY USER GROUP: VIM 



NAME: 



TRN 
SUNNYVALE LAB 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 880328 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TSUTX 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 8S0107 
STATUS CODE(ECOOU): - PRI-INDUSTRY: EDUC 



NAME: TARLETON STATE UNIVERSITY 
DATA PROCESSING CENTER 



MAIL ADDRESS: 

STREET: 

STREET-2: 

CITY: 



ADDRESS-CODE: XX MAIL-CODE: FC 



1180 KERN AVENUE 



SUNNYVALE 



STATE/POSTAL: CALIFORNIA 



94088 



COUNTRY: 
TEIEX/TNX: 



USA 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: BOX T-138 TARLETON STATION 

STREET-2: 1301 N. NASHINGTON 

CITY: STEPHENVILLE 

STATE/POSTAL: TEXAS 76402 

COUNTRY: USA 
TELEX/THX: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 369 



INST-DATE CM ECS 
10/01/86 262K - 



OPERATING SYSTEM 
NOS 2.4 



APPLICATION 
OP. RESEARCH 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INOICATED) 
STATUS TTL FIRST - NAME - LAST 
SR MR. CONRAD BRACKLEIN 



MR. CONRAD 
SYSTEM ENGINEER 



RP 



MR. DAVID i. 
SYSTEM ENGINEER 



KIRK 



PHONE 


Nl-QJY 


408-773-5010 


1 


408-773-5037 


1 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 610 




12/21/84 


2M 




NOS 2 


APPLICATION 
ADMIN 
EDUC 




PERCENTAGE 
060 
040 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



SR 



RP 



IM 



fATUS TTL FIRST - 


NAME - LAST 


PHONE 


NL-QTY 


! MS. DARLA 

ASSISTANT DIR. 


FRANKS 
DATA PROCESSING CTR. 


817-968-9884 


1 


> MR. JOHN T. 
DIRECTOR DATA 


LAIRD 
PROCESSING CENTER 


817-968-9009 


1 


1 DR. DAN COLLINS 
PROFESSOR 8 HEAD-CIS DEPT. 


817-968-9047 


1 


MAIL ADDRESS: 


ADDRESS- 


CODE: XI MAIL 


-CODE: FC 


STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 


P. 0. BOX 368 

1301 N. NASHINGTON 

STEPHENVILLE 

TEXAS 76402 

USA 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TUNS 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE! VIM ): VM CHANGED: 830801 
STATUS CODE(ECOOU): PRI-IHDUSTRY : 



NAME: TECHNICAL UNIVERSITY OF NOVA SCOTIA 
DEPT. DF COMPUTER SERVICES 



MAIL ADDRESS: 

STREET: 

STREET-2; 

CITY: 



ADDRESS-CODE: XX MAIL-CODE: FC 



P. 0. BOX 1000 
N.S. CAO/CAM CENTRE 
HALIFAX 



STATE/POSTAL; NOVA SCOTIA 



B3J 2X4 



COUNTRY: 
TELEX/TNX: 



CANADA 




•• THIS PAGE INTENTIONALLY LEFT BLANK •• 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-825 212 



INST-DATE CM 
04/83 IBM 



ECS 



OPERATING SYSTEM 
NOS 2.4 



APPLICATION 
CAD/CAM 
ENGN 
PLATO 



PERCENTAGE 
040 
040 
020 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



RP DR. A. A. MUFTI 

DIR. OF COMPUTER SVCS ft CAD CNTR 



SR MR. DOUGLAS i. RIDEOUT 

ASSISTANT DIR. COMPUTER SERVICES 



IM MR. V. GARY BUSTIN 

ASSISTANT DIRECTOR CAD/CAM CENTER 



NL-OJY 



902-429-8300 X2350 



902-429-8300 X23S6 



902-429-8300 X2357 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TVA 
PRIMARY USER GROUP: VIN 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 861028 
STATUS CODE(ECDDU): - PRI-INDUSTRY: GOVT 



NAME: TENNESSEE VALLEY AUTHORITY 

MANAGEMENT SYSTEMS COMPUTER SERVICE 



MAIL ADDRESS: 


Ai 


BDRESS- 


CODE: XX 


MAIL-CODE: FC 


STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 


150 NEST 11TH STREET 

CHATTANOOGA 
TENNESSEE 37401 
USA 






CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-855 214 
CYBER 180-855 21S 
CYBER 180-990 124 


05/01/84 
05/01/84 
09/15/86 


16K 
16K 
32K 


- 


NOS 2 
NOS 2 
NOS 2/NOS-VE 


APPLICATION 
ENGN 
SCIE 


PERCENTAGE 
090 
010 









ECODU/VIM MEMBERSHIP RECORO AS OF 1988/11/09 
MAIL ADDRESS: ADDRESS-CODE: 

400 SUMMIT HILL DRIVE 



XI MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



KNOXVILLE 
TENNESSEE 
USA 



37902 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



IM 



RP 



IM 



MR. JOSEPH H. 
DC 5N35C-C 



PRUENITT 



MR. NORMAN D. NHITE 
SUPERVISOR OPERATING SYSTEMS 

MR. ROBERT L. KHYM 

PROJECT LEADER ENGINEERING COMPUTER 

MR. HARRY CROTZER 
ENGINEERING COMPUTER SUPPORT 



615-751-2398 
615-751-2373 
615-632-2804 



NL-QTY 
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ECODU/VIH MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: TN6 
PRIMARY USER GROUP: VIM 

NAME: THE NYNDGATE GROUP LTD 
ASSOCIATE 



STATUS CODE (VIM I: AM CHANGED: 880204 
STATUS CODE(ECODU): - PRI-INDUSTRY: OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UAM 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE! VIM ): VM CHANGED: 830310 
STATUS CODE(ECODU): PRI-INDUSTRY: 



UNIVERSIDAD AUTONOMA METROPOLITANA 
DIRECCION DE INFORMATICA 



MAIL ADDRESS: 


ADORES 


STREET: 


9319 TECH CENTER DR. 


STREET-2: 


SUITE 230 BLDG 2 


CITY: 


SACRAMENTO 


STATE/POSTAL: 


CALIFORNIA 9582 


COUNTRY: 


USA 


TELEX/TNX: 


- 



MAIL-CODE: FC 



MAIL AODRESS: 



AODRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



JOSELILLO S-A 

PISO 5 

NAUCALPAN 

EDO DE MEXICO S3390 

MEXICO 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. NILLAM 
SYSTEM DEVELOPMENT 



COLLAND 



916-369-0666 



NL-QTY 
I'M 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 173 841 



INST-DATE CM ECS 
02/83 196R - 



APPLICATION 


PERCEN 


ACCOUNTING 


010 


ENGINEERING 


060 


PAYROLL 


010 


STUDENT RECORDS 


030 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
IM 



MR. ALEMON L. JAVIER 

JEFE DEPTO. SISTEMAS DE INFORMACION 



PHONE 
905-557-6878 



NL-QTY 



IM DR. GABRIEL H. CARMONA 
SENIOR MEMBER TECH. STAFF 

RP MR. HUGO MONCAYO 

DIRECTOR DE INFORMATICA 905-577 7157 

IM MR. MARIO JIMENEZ A. 
JEFE DEPTO. DE OPERACION 

SR MR. TOMAS OTALORA 

JEFE DEPTO. APOYO TECNICO 905-557 7308 



297 



298 






oo 



o 



o 



o 



o o 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UCALG 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 830426 
STATUS CODE(ECODU): - PRI-INDUSTRY : 



NAME: 



UNIVERSITY OF CALGARY 
ACADEMIC COMPUTING SERVICES 



MAIL ADDRESS: 



AOORESS-CODE: XX MAIL-CODE: FC 



STREET: 


2500 UNIVERSITY 


DRIVE N. N. 




STREET-2: 


- 






CITY: 


CALGARY 






STATE/POSTAL : 


ALBERTA 


T2N 1N4 




COUNTRY: 


CANADA 






TELEX/THX: 


- 






CD COMPUTERS INSTALLED: 








MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM ECS 


OPERATING SYSTEM 


CYBER 205 530 


01/02/85 


2M 


VSOS 


CYBER 830 132 


01/02/85 


1M 


NOS 


CYBER 8S0 458 


01/07/87 


18M 


NOS/NOS-VE 


APPLICATION 


PERCENTAGE 






BUSN 








ENGN 








MEDICAL 








SCIE 









ECODU/VIM MEMBERSHIP RECORD 



IM MS. MARY MCGUIRE 
SOFTWARE DEVELOPMENT MANAGER 



MAIL ADDRESS: 



AS OF 1988/11/09 

403-284-6420 1 

ADDRESS-CODE: XI MAIL-CODE: FC 



STREET: #301 

STREET-2: 1620-29 ST. N.N. 

CITY: CALGARY 

STATE/POSTAL: ALBERTA T2H 4L7 

COUNTRY: CANADA 

TELEX/TNX: 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
IM MR. ARUN GATHA 



SR 



RP 



IM 



IM 



MR. ARUN 
GENERAL MANAGER 



MR. CARL 
SYSTEM PROGRAMMER 



LINKLETTER 



MS. JANICE BAKAL 
ASSISTANT DIRECTOR ACADEMIC SUPPORT 

MR. J. N. R. BARNECUT 
ASSISTANT DIRECTOR-SYSTEMS 

MR. ROD NITTIG 

ASSOC. DIRECTOR SUPERCOMPUTING SER. 



PHONE 
403-284-5418 



403-220-6219 
403-220-6207 
403-220-5208 
403-284-5401 



NL-QTY 
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EC0DU/V1M MEMBERSHIP RECORD 
INSTALLATION CODE: UDEL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870116 
STATUS CODElECODUl: - PRI-INDUSTRY: EDUC 



NAME: UNIVERSITY OF DELAWARE 

OFFICE OF INSTRUCTIONAL TECHNOLOGY 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UEC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870108 
STATUS CODElECODUl: PRI-INDUSTRY: UTL 



NAME: UNION ELECTRIC COMPANY 
LOAD DISPATCHING 



MAIL ADDRESS: 


ADDRESS- 


STREET: 


30S NILLARD HALL 


STREET-2: 


- 


CITY: 


NENARK 


STATE/POSTAL : 


DELENARE 19716 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 



1901 GRATIOT STREET 

MAIL-CODE 630 

ST. LOUIS 

MISSOURI 63103 

USA 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 830 495 10/20/87 4M 



APPLICATION 
EDUC 



PERCENTAGE 
100 



ECS 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS TTl 
RP 



FIRST - NAME - LAST 



MR. DAVID G. ANDERER 
SENIOR SYSTEMS PROGRAMMER 



PHONE 



302-451-8181 



NL-QJY 



IM DR. FRED T. HOFSTETTER 
ASSISTANT PROVOST A DIRECTOR 



SR MR. JAMES H. NILSON 

ASSISTANT DIRECTOR FOR OPERATIONS 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL-NO INST-DATE 


CM 


CYBER 170-730 1038 


03/82 


2B2K 


CYBER 170-730 914 


07/81 


262K 


SYSTEM 17 762 


03/82 


B4K 


SYSTEM 17 768 


03/82 


52K 


SYSTEM 17 797 


03/82 


52K 


SYSTEM 17 798 


03/82 


64K 


APPLICATION 


PERCENTAGE 




BUSN 


010 




ENGN 


030 




PROC. CONTROL 


030 




SCIE 


030 





ECS 



0PERATIN6 SYSTEM 

NOS/BE 

NOS/BE 

MSOS 

MSOS 

MSOS 

MSOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. GARY R. FUERST 



NL-QTY 



SR 



MR. GARY R. 
ENGINEER 



MR. JAMES D. 
ENGINEER 



CLARK 



314-554-3782 
314-554-3783 
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ECDDU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: UIIF 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 871112 
STATUS CODE(ECODU): - PRI-INOUSTRY: EDUC 



NAME: 



IDAHO RESEARCH FOUNDATION 
UNIVERSITY OF IDAHO-IDAHO FALLS 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UMAS 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 850117 
STATUS CODE(ECOOU): PRI-INDUSTRY: EDUC 



NAME: UNIVERSITY COMPUTING CENTER 

LEDERIE GRADUATE RESEARCH CTR. 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: IDAHO FALLS 

STATE/POSTAL: IOAHO 

COUNTRY: USA 

TEIEX/TNX: 



ADDRESS-CODE: 
1776 SCIENCE CENTER DRIVE 



XX MAIL-CODE: FC 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



83402 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-930 136 



INST-DATE CM ECS 
07-30-87 16MB - 



APPLICATION 


PERCENTAGE 


ENGN 


OSO 


SCIE 


OSO 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR DR. FRED H. TINGEY 



OPERATING SYSTEM 
NOS/VE 



DR. FRED H. 
DIRECTOR 



RP 



IM 



BR. JERRY I. IVEY 
INSTRUCTOR COMPUTER SCIENCE 



MR. MARV E. 
ASSISTANT DIRECTOR 



ELD 



PHONE 


Nl-QTY 


208-S28-9637 


1 


208-526-9066 


1 


208-526-1388 


1 



STREET: 










STREET-2: 










CITY: 


AMHERST 






STATE/POSTAL: 


MASSACHUSETTS 01003 






COUNTRY: 


USA 








TELEX/TNX: 










CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE CM 


ECS 


OPERATING 


CYBER 170-825 627 




08/87 16MB 


_ 


NOS 


CYBER 180-830 654 




04/84/32MB 2000K 


- 


NOS-NOS/VE 


CYBER 180-870 485 




08/87 64MB 


- 


NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



SR 



RP 



IM 



MS. DORIS PETERSON 
USER SERVICES MANAGER 



MS. JUDITH A. 
DEPUTY DIRECTOR 



DR. NALTER M. 
DIRECTOR 



SMITH 



MACINTRE 



413-545-2690 
413-545-2690 
413-545-2690 



NL-QTY 
1 
3 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: UMISS 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 880204 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



UNIVERSITY OF MISSISSIPPI 
COMPUTER CENTER 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UMTL 
PRIMARY USER GROUP: VIM 
NAME 



AS DF 1988/11/09 

STATUS CODE! VIM ): VM CHANGED: 
STATUS CODE(ECODU): PRI-INDUSTRY: 



UNIVERSITE DE MONTREAL 
CENTRE DE CALCUL 



MAIL ADDRESS: 



STREET: ROOM 302 

STREET-2: HAIR HALL 

CITY: UNIVERSITY 

STATE/POSTAL: MISSISSIPPI 

COUNTRY: USA 
TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



38S77 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


C. P. 6128 SUCC. A 


STREET-2: 


2900 EDOUARD-MONTPETIT 


CITY: 


MONTREAL 


STATE/POSTAL: 


QUEBEC H3C 307 


COUNTRY: 


CANADA 


TELEX/THX: 





XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS OPERATING SYSTEM 


CYBER 205 
CY8ER 8B0 


6184 
497 


12/14/87 
12/14/87 


4MB 


VSOS V.2 
NOS 


APPLICATION 
ENGN 
SCIE 


PERCENTAGE 
050 
050 






COMMITTEE MEMBERS 










COMMITTEE CODE 


NAME 






INITIALS CHAIR 


SSC 


ROACH 






DAVID M 


SSC 


VERNON 






KRISTA M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

IM 



MR. DAVID ROACH 

ASSOCIATE DIRECTOR COMPUTER CENTER 601-232-7208 



SR 



MR. JIM E. SHANKLE 
DIRECTOR COMPUTER CENTER 



601-232-7206 



MS. KRISTA H. VERNON 

SUPERCOMPUTER EDUCATION COORDINATOR 601-232-7206 



NL-QTY 
1 
1 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-835 121 
CYBER 170-855 126 




09/20/82 
09/20/83 


16M 

32M 


- 


NOS/BE 
NOS/BE-NOS/VE DU 


APPLICATION 
EDUCATION 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



NL-QTY 



MR. JEAN FRANCOIS GREGOIRE 
DIRECTOR 



SR MR. RONALD BILDDEAU 
MANAGER CYBER SERVICES 



514-343-8011 
514-343-6053 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UNEV 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 841214 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



UNIVERSITY OF NEVADA 
COMPUTING CENTER 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UNL 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE) VIM ): VM CHANGED: 850206 
STATUS CODE(ECOOU): - PRI-INDUSTRY: EDUC 



NAME: 



UNIVERSITY OF NEBRASKA-LINCOLN 
COMPUTING RESOURCE CENTER 



MAIL ADDRESS: 



AODRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: RENO 

STATE/POSTAL: NEVADA 

COUNTRY: USA 

TELEX/TNX: 



COMPUTER CENTER BLDG. 



895570023 



MAIL ADDRESS: 


ADDRESS-COD! 


STREET: 


328 ADMINISTRATION BLDG. 


STREET-2: 


- 


CITY: 


LINCOLN 


STATE/POSTAL : 


NEBRASKA 585880496 


COUNTRY: 


USA 


TELEX/TNX: 


- 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 830 361 



INST-DATE CM 
08/01/86 32 



ECS 



OPERATING SYSTEM 
NOS/VE-NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. PAUL D. FRANKLIN 
ASST. DIR. SUPPORT SERVICES 



702-784-4350 



NL-qTY 

1 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 170-835 
CYBER 930-31 



136 
224 



APPLICATION 
EDUC 



08/05/84 
0103/88 



PERCENTAGE 
100 



320K 
32MB 



ECS 
680K 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



OPERATING SYSTEM 



NOS 
NOS/VE 



SR 



IM 



RP 



IM 



IM 



MR. CHUCK SUNDERMEIER 
SR. COMPUTER SUPPORT SPECIALIST 



MR. OARRELL 
SYSTEMS ANALYST 



FLUEHR 



DR. DOUGLAS GALE 
DIRECTOR UNL COMPUTING 

MR. GERALD KUTISH 
SR. COMPUTER SUPPORT SPECIALIST 



MR. RYAN 
SYSTEMS ANALYST 



POPKEN 



PHONE 


NL-QTY 


402-472-5434 


1 


402-472-5434 


1 


402-472-5108 


1 


402-472-5108 


1 


402-472-5434 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UOFHI 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODElVIM ): VM CHANGED: 850206 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



NAME: UNIVERSITY OF HAHAII 
COMPUTING CENTER 



ECOOU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: UQSS 
PRIMARY USER GROUP: VIM 

NAME: UNIVERSITE DU QUEBEC 



STATUS CODElVIM ): VM CHANGED: 850117 
STATUS CODE(ECODU): PRI-INOUSTRY: EDUC 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


2SS5 THE MALL 


STREET-2: 


KELLER HALL 


CITY: 


HONOLULU 


STATE/POSTAL: 


HANAII 98822 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


STREET: 


2875 BOULEVARD LAURIER 




STREET-2: 






CITY: 


SAINTE-FOY 




STATE/POSTAL: 


QUEBEC G1V 2M3 




COUNTRY: 


CANADA 




TELEX/TNX: 


051-31623 





MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 830 



APPLICATION 
EDUC 



INST-OATE 


CM 


ECS 


OPERATING SYSTEM 


12/18/85 


2048K 


- 


NOS 


PERCENTAGE 








100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME 


- LAST 


PHONE 


NL-QTY 


IM 


MR. COREY 
PLATO SPECIALIST 


YEE 


808-948-7351 


1 


RP 


MR, DAVID LASSNER 
MANAGER OF INTERACTIVE SERVICES 


808-948-7351 


1 


SR 


MR. JEFFREY BLOMBERG 
MANAGER OF INTERACTIVE SYSTEMS 


808-948-7351 


1 


IM 


MR. NALTER S. YEE 
COMPUTING CENTER DIRECTOR 


808-948-7351 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 202 



INST-DATE CM 
01/08/85 1BM 



ECS 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. JOSEF KOMENDA 

DIR. SYS. INFORMATIONS COLLECTIFS 



NL-QTY 
418-657-3551 X2336 1 



309 



o o 



CO 



oo 



o 



o 



o 



o o 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UQTR 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 860120 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



NAME: 



UNIVERSITY DU QUEBEC 
SERVICE DE L INFORMATIQUE 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: URLLE 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 861028 
STATUS COOE(ECOOU): - PRI-INDUSTRY: EDUC 



NAME: 



UNIVERSITY OF ROCHESTER 
LAB FOR LASER ENERGETICS 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: C.P. 500 

STREET-2: 

CITY: TROIS-RIVIERES 

STATE/POSTAL: QUEBEC G9A 5H7 

COUNTRY: CANAOA 

TELEX/TNX: 011-3488 



ADDRESS: 


ADDRESS-CODE 


STREET: 


250 EAST RIVER ROAD 


STREET-2: 


- 


CITY: 


ROCHESTER 


STATE/POSTAL: 


NEN YORK 14623 


COUNTRY: 


USA 


TELEX/TNX: 


- 



XX MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 










MAIN-FRAHE-TYPE SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-825 113 
CYBER 830D 420 
CYBER 930-11 130 


08/85 
03/87 
08/87 


512K 
16MB 
16MB 


- 


NOS 2.2 
NOS-NOS/VE 
NOS/VE 1.2.2 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 
SR MR. CLAUDE CHOUINARD 



RP 



MR. CLAUDE 
OPERATIONS MANAGER 



MR. JEAN 
D. P. MANAGER 



LAPOINTE 



PHONE 


Nl-OTY 


819-376-5101 


1 


819-376-5101 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-990 116 



APPLICATION 
ENGN 

sen 



INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


07/21/86 


32MB 




NOS - NOS/VE 


PERCENTAGE 








050 








050 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



RP 



SR 



MR. CHARLES P. VERDON 
DIR. LASER COMPUTING FACILITY 



MR. PATRICK N. 
SCIENTIST 



MC KENTY 



716-275-5877 



716-275-3865 



NL-QTY 

1 
1 



311 



312 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: USSR 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850318 
STATUS CODE(ECODU): PRI-1NDUSTRY: GOVT 



NAME: BUREAU OF RECLAMATION 

DIV. OF INFO. RES. -CODE 1130 



MAIL ADORESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE: 


STREET: 


P.O. BOX 25007 






STREET-2: 


DENVER FEDERAL CENTER 






CITY: 


DENVER 






STATE/POSTAL: 


COLORADO 80225 






COUNTRY: 


USA 






TELEX/TNX: 









ECODU/VIM MEMBERSHIP RECORD 
MAIL ADDRESS: 



AS OF 1988/11/09 
ADDRESS-CODE: 



X2 MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ATTN. D-1131 

P. 0. BOX 25007 

DENVER 

COLORADO 80225 

USA 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 170-875 
CYBER 170-875 



702 
726 



02/87 
02/87 



1M 
1M 



ECS 



2M 
2M 



OPERATING SYSTEM 



NOS 2.5.2 
NOS 2.5.2 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STA 
RP 

IM 



IM 



ATUS TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


' MR. FABIO CUADRADO 
SUPV. COMPUTER SYS. PROGRAMMER 


! 303-236-4577 


1 


1 - LIBRARIAN LIBRARY 


- 


1 


MAIL ADDRESS: ADDRESS-CODE: XI MAIL- 


-CODE: FC 


STREET: DENVER FEDERAL 
STREET-2: P.O. BOX 25007 
CITY: DENVER 
STATE/POSTAL: COLORADO 
COUNTRY: USA 
TELEX/TNX: 


CENTER 
CODE D1130 

80225 




1 MS. PAMELA J. HAJNY 
HEAD USER LIAISON SECTION 


303-236-4567 


1 



313 



314 



o o 



c 



X 



c 



"N 



o 






oo 



o 



o 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: USCN 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 881002 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: 



UNIVERSITY OF GEORGIA 
COMPUTER NETNORK 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: GEORGIA 

COUNTRY: USA 

TELEX/THX: 



OCIS BOYD GSRC 
ATHENS 



30602 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 






MAIL AODRESS: 


AODRESS-CODE: 


XI 


MAIL-CODE 


STREET: 


I CAD 






STREET-2: 


OLD COLLEGE ROOM 401 






CITY: 


ATHENS 






STATE/POSTAL: 


GEORGIA 30602 






COUNTRY : 


USA 






TELEX/THX: 


- 







CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL-NI 


J INST-DATE 


CM 


CYBER 170-845 288 
CYBER 170-850 311 


06/85 
OS/85 


2M 
4M 


APPLICATION 
ADMIN 
EDUC 
RESEARCH 


PERCENTAGE 
010 
060 
020 




COMMITTEE MEMBERS 






COMMITTEE CODE NAME 






IMC ARGO 







ECS 



OPERATING SYSTEM 



NOS 

NOS 2.4.1 



INITIALS 
RAY 



CHAIR 
N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP 



MR. DOUGLAS D. MATHENS 
ASSOC DIR. COMPUTER SERVICES 



SR 



IM 



MR. NAYNE 
SYSTEMS SUPPORT 



MR. 



RAY 



HALL 



ARGO 



PHONE 
404-542-6820 



404-542-3135 



404-542-6181 



NL-QTY 

1 
1 



315 



316 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: USFL 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 851217 
STATUS CODE(ECODU): PRI- INDUSTRY: OTHS 



U.S. ARMY INFORMATION SYS. COMMAND 
DATA PROCESSING FIELD OFFICE 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: USSC 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 
STATUS CODE(ECODU): PRI -INDUSTRY: 



US STEEL CORPORATION 
PITTSBURGH SERVICE CENTER 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


ATTN: ASNB-LSC 


STREET-2: 


BLDG 136 


CITY: 


FT. LEAVENNORTH 


STATE/POSTAL: 


KANSAS 66027 


COUNTRY: 


USA 


TELEX/THX: 





XX MAIL-CODE: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



AODRESS-CODE: 
1S09 MURIEL STREET 



XX MAIL -CODE: 



PITTSBURGH 

PENNSYLVANIA 

USA 



15203 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-730 996 
CYBER 170-825 609 




08/83 
03/85 


262K 
1M 


2M 


NOS 2 
NOS 2 


APPLICATION 
PLATO 
RECORDS MGMT. 




PERCENTAGE 
066 
034 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. RALPH TURNER 
CH-CDC SOFTNARE BRANCH 



913-684-3891 



Nl-QTY 

1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 180-855 247 11/84 32MB 



ECS 



OPERATING SYSTEM 
NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

IM MR. D. N. DRAPER 
CTA-PLANNING A CONTROL 



RP MR. MICHAEL J. FITZGERALD 
DEPT. MGR. PLANNING A CONTROL 



PHONE 


Nl-QTY 


412-433-1678 


1 


412-433-1212 


1 



317 



318 
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c 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: USYD 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870219 
STATUS CODE(ECODU): PRI- INDUSTRY: EDUC 



NAME: UNIVERSITY OF SYDNEY, NSN 

UNIVERSITY COMPUTING CENTRE H08 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UTEX 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850206 
STATUS CODE(ECODU): PRI-INOUSTRY: EDUC 



NAME: 



THE UNIVERSITY OF TEXAS AT AUSTIN 
COMPUTATION CENTER 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX 
CNR ABERCROBMIE a CODRINGTON ST 



MAIL-CODE: 



DARLINGTON 
NSN 

AUSTRALIA 
2 



2006 



MAIL ADDRESS: 




ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 










STREET-2: 










CITY: 


AUSTIN 








STATE/POSTAL: 


TEXAS 


78712 






COUNTRY: 


USA 








TELEX/TNX: 











CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 170-825 
CYBER 180-830 



126 
120 



INST-DATE CM 



ECS 



11/23/82 
11/84 



16MB 
16MB 



OPERATING SYSTEM 



NOS 
NOS-NOS/VE-VE/VX 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 170-750 
CYBER 170-750 



405 
406 



08/79 
08/79 



256K 
2SSK 



ECS 



2M 



OPERATING SYSTEM 

UT-2D (LOCAL) 
UT-2D (LOCAL) 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. M. SIDHOM 



Nl-QTY 



MR. M. 
MANAGER 



81 2 692 3491 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



RP 
IM 
IM 
IM 



DR. CHARLES H. 
DIRECTOR 



NARLICK 



MS. DOROTHY N. SMITH 
REFERENCE ROOM LIBRARIAN 

MR. R. J. BAKER 
ASSOCIATE DIRECTOR 

MR. H. C. BARD 
ASSOCIATE DIRECTOR 



PHONE 
512-471-3241 



NL-QTY 

1 
1 



319 



320 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UTH 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 851231 
STATUS CODS(EGODU): PRI-INDUSTRY: EDUC 



NAME; UNIVERSITY OF TEXAS AT HOUSTON 
UTHERCC 



MAIL ADDRESS: 



STREET: 6723 BERTNER 

STREET-2: BOX HMB163 

CITY! HOUSTON 

STATE/POSTAL: TEXAS 

COUNTRY: USA 
TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: FC 



77030 



CD COMPUTERS INSTALLED: 












MAIN-FRAME-TYPE SERIAL- 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-835 621 




10/84 


1M 


- 


NOS 2.4.1 630/62 


APPLICATION 
EDUC 
RESEARCH 




PERCENTAGE 
020 
080 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP MR. HILLIAM HARGROVE 



MR. HILLIAM 
DIRECTOR 



713-792-6345 



NL-QTY 
3 



321 



CO 



c 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UVA 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 831115 
STATUS CODEUCODUI: PRI-INDUSTRY: EDUC 



UNIVERSITY OF VIRGINIA 
ACADEMIC COMPUTING CENTER 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


GILMER HALL 






STREET-2: 








CITY: 


CHARLOTTESVILLE 






STATE/POSTAL: 


VIRGINIA 22903 






COUNTRY: 


USA 






TELEX/TNX: 









CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



ECS 



CYBER 170-815 
CYBER 180-85S 



720 
135 



10/83 
01/84 



8M 
8M 



OPERATING SYSTEM 



NOS 2.5.1-NOS/VE 
NOS 2.5.1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. HAMP CARRUTH 

MANAGER-SYSTEMS SOFTNARE 



804-924-3731 



NL-QTY 

1 



322 
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oo 
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ECODU/VIM HEMBERSHIP RECORD 
INSTALLATION CODE: UNA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM I: VM CHANGED: 850206 
STATUS CODE(ECODU): PRI-INDUSTRY: EOUC 



NAME: UNIVERSITY OF WESTERN AUSTRALIA 

HEST. AUSTRALIA REG. COMPUTING CTR. 



MAIL ADDRESS: 




ADDRESS-CODE: XX MAIL-CODE: 


STREET: 








STREET-2: 








CITY: 


NEDLANDS 




STATE/POSTAL : 


NEST. AUSTRALIA 


6009 


COUNTRY: 


AUSTRALIA 




TELEX/THX: 


AA 


92992 UNINA 




COMPUTERS INSTALLED: 








MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM ECS OPERATING SYSTEM 


CYBER 170-174 109 




01/01/76 


256R - NOS/BE 


CYBER 170-825 133 




01/01/83 


1024K - NOS/BE 


CYBER 170-825 249 




01/01/84 


1024K - NOS 8 PLATO 


CYBER 170-840A 430 




01/01/86 


2048K - NOS-NOS/VE 


APPLICATION 




PERCENTAGE 




BUSN 




025 




EDUC 




15 




ENGN/SCIE 




005 




MEDICAL 




050 




RESR 




005 





»* THIS PAGE INTENTIONALLY LEFT BLANK •• 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP MR. T. ALEX REID 



MR. T. ALEX 
DIRECTOR 



09-380-2608 



IM 



THE DIRECTOR 



NL-QTY 
2 

1 



323 



324 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: UNO 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM I: VM CHANGED: 851231 
STATUS CODE(ECODU): PRI-INDUSTHY: EDUC 



UNIVERSITY OF WESTERN ONTARIO 
COMPUTING a COMMUNICATIONS SERVICES 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: LONDON 

STATE/POSTAL: ONTARIO 

COUNTRY: CANADA 

TELEX/TNX: 



ADDRESS-CODE: 
NATURAL SCIENCES BLDG. 



NBA 5B7 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-835 109 
ETA-10P ? 



INST-DATE CM 



09/81 
02/02/88 



2M 
4M 



ECS 



OPERATING SYSTEM 

NOS 2-NOS/VE 
EOS/VSOS 



COMMITTEE MEMBERS 
COMMITTEE CODE 
SSC 
SSC 



NAME 

GOVINDARAJAN 

STARLING 



INITIALS CHAIR 



J. 
PAUL 



INSTALLATION MEMBER (AODRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

IM MR. BRENT STERNER 
TECHNICAL SUPPORT MANAGER 

RP MR. GARY GODDARD 

ASST. DIR. TECHNICAL SUPPORT 



IM DR. J. GOVINDARAJAN 

ASST. DIR. USER SERVICES 

IM MR. LOU SPIRONELLO 

SYSTEMS PROGRAMMER 



PHONE 


Nl-QTY 


519-661-2151 


1 


519-661-2151 


1 


519-661-2151 


1 


519-B79-2151 


1 



325 



oo 



(^ 



ECODU/VIM MEMBERSHIP RECORD 

SR MS. MUA VESELY 

SYSTEMS PROGRAMMER 



IM MR. PAUL STARLING 

SYSTEMS PROGRAMMER 



AS OF 1988/11/09 

519-661-2151 
519-661-2151 



326 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UNPG 
PRIMARY USER GROUP: VIM 



AS OF 198B/11/09 

STATUS CODE (VIM ): VM CHANGEO: 880518 
STATUS COOE(ECODU): - PRI-INDUSTRY: EDUC 



NAME: 



THE UNIVERSITY OF NINNIPEG 
COMPUTER SERVICES 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: VAFB 
PRIMARY USER GROUP: VIM 

NAME: ITT FEDERAL ELECTRIC CORPORATION 



STATUS CODEIVIM ): VM CHANGED: 8E1028 
STATUS CDDE(ECODU): PRI-INDUSTRY: 



NAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

state/postal: 

country: 

telex/tnx: 



ADDRESS-CODE: XX MAIL-CODE: FC 



515 PORTAGE AVENUE 



NINNIPEG 
MANITOBA 
CANADA 



R3B 2E9 



MAIL ADDRESS: 


ADDRESS-COD 


STREET: 


BOX 5728 


STREET-2: 


MAIL CODE DS 480 


CITY: 


VANDENBERG AIR FORCE BASE 


STATE/POSTAL: 


CALIFORNIA 93437 


COUNTRY: 


USA 


TELEX/TNX: 


- 



MAIL-CODE: FC 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 930-11 242 



INST-DATE CM 



ECS 



OPERATING SYSTEM 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



Nl-QTY 



MR. RAY MIKULIK 

DIRECTOR COMPUTER SERVICES 



204-788-9440 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 



CYBER 173 
CYBER 730 
CYBER 750 
CYBER 750 



540 
1082 
495 
49S 



APPLICATION 
SCIE 



04/77 
03-82 
06/82 
OB/82 



PERCENTAGE 
100 



ECS 



OPERATING SYSTEM 



262K 1048K NOS 

2B2K 524K NOS 

196K - NOS 

196K - NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. CHARLES F. CONVERSE 

SYSTEMS SOFTNARE ENGINEER 805-866-1442 

IM MR. R. A. POPE 

SYSTEMS SOFTNARE ENGINEER 805-858-1358 



Nl-QTY 



327 



328 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: VEBOD 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODE! VIM ): VM CHANGED: 860609 
STATUS CODE(ECODU): - PRI-INOUSTRY: OTHS 



VIM EXTENDED BOARD OF DIRECTORS 
EBOD 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE: 


FC 


STREET: 


P.O. BOX 2515 








STREET-2: 


MAIL CODE SH 10 








CITY: 


SEAL BEACH 








STATE/POSTAL: 


CALIFORNIA 90740 








COUNTRY: 


USA 








TELEX/TNX: 


- 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STA 
RP 



ATUS TTL FIRST - 


NAME - LAST PHONE Nl-QTY 


> MR. ROBERT 


E . KIRKMAN 


SECRETARY 


203-285-4371 1 


MAIL ADDRESS: 


ADDRESS-CODE: 03 MAIL-CODE: FC 


STREET: 


COMBUSTION ENGINEERING INC. 


STREET-2: 


1000 PROSPECT HILL ROAD 


CITY: 


NINDSOR 


STATE/POSTAL: 


CONNECTICUT 06095 


COUNTRY: 


USA 


TELEX/TNX: 


- 



RP 



MS. 



HELEN 



JELICH 



613-992-3333 



RP 



MAIL ADDRESS: 


AOORESS-CODE: 05 


STREET: 


12TH FLOOR JOURNAL TONERS SOUTH 


STREET-2: 


365 LAURIER AVENUE NEST 


CITY: 


OTTAHA 


STATE/POSTAL: 


ONTARIO K1A 0C8 


COUNTRY: 


CANAOA 


TELEX/TNX: 


- 


' MS. DORIS D. 


PETERSON 



MAIL-CODE: FC 



413-545-2690 



ECODU/VIM MEMBERSHIP RECORD 
MAIL ADDRESS: 



AS OF 1988/11/09 

ADDRESS-CODE: 07 



MAIL-CODE: FC 



STREET: UNIV. OF MASS. -COMPUTER CTR. 

STREET-2: GRADUATE RESEARCH CENTER 

CITY: AMHERST 

STATE/POSTAL: MASSACHUSETTS 01003 

COUNTRY: USA 
TELEX/TNX: 



RP 



MR. JACK 0. 



PFISTER 



312-840-3926 



MAIL ADDRESS: 



ADDRESS-CODE: 08 MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 



FERMILAB-COMPUTING DEPT. 

P.O. BOX 500 MS 120 

BATAVIA 

ILLINOIS 60510 

USA 



RP 



MR. 



CHRISTOPHER J. TANNER 



613-584-3311 X2865 



HAIL ADDRESS: 



ADDRESS-CODE: 10 MAIL-CODE: FC 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ATOMIC ENERGY OF CANADA 

CHALK RIVER NUCLEAR LAB. 

CHALK RIVER 

ONTARIO K0J1J0 

CANADA 



RP 



MS. 



MARY E. 



MCCLANAHAN 



303-497-5172 



MAIL ADDRESS: 



ADDRESS-CODE: 17 MAIL-CODE: FC 



RP 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 

MR. ALLAN J. 
DCC CHAIR 



NOAA/MASC COMPUTER DIV 

325 BR0ADNAY-RAS/MC6 

BOULDER 

COLORADO 80303 

USA 



NATHANSON 



404-894-4831 



329 



330 



o o 



o 



o 



o 



o 



oo 



o 



o o 



ECODU/VIM MEMBERSHIP RECORD 
MAIL ADDRESS: 



AS OF 1988/11/09 
ADDRESS-CODE: 



22 MAIL-CODE: FC 



RP 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 

MR. JIN 
SPC CHAIR 



GEORGIA INSTITUTE OF TECH 

OFFICE OF COMPUTING SERVICES 

ATLANTA 

GA 30332 

USA 



SMITH 



MAIL ADDRESS: 



214-855-8630 



ADDRESS-CODE: 23 MAIL-CODE: FC 



STREET: PONER COMPUTING 

STREET-2: 1930 HI LINE OR. 

CITY: DALLAS 

STATE/POSTAL: TX 76051 

COUNTRY: USA 

TELEX/TNX: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NAFB 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEfVIM ): VM CHANGED: 850326 
STATUS CODE(ECOOU): PRI-INDUSTRY: GOVT 



NAME: ASD INFORMATION SYS. 8 TECH. CTR. 
NRIGHT PATTERSON AFB 



HAIL ADDRESS: 



ADDRESS-CODE: XX MAIl-COOE: FC 



STREET: 
STREET-2: 


ASD/SCOS 






CITY: 

STATE/POSTAL : 
COUNTRY: 
TELEX/TNX: 


NRIGHT PATTERSON 

OHIO 

USA 


AFB 
45433 




CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM ECS 


OPERATING SYSTEM 


CYBER 170-845 218 
CYBER 170-855 217 
CYBER 180-840 ? 




09/84 
09/84 
09/87 


4M 
4M 
4M 


NOS 2.5.2 

NOS 2.5.2/NVE 1. 

NOS 2.5.2 


APPLICATION 
ENGN 
SCIE 


PERCENTAGE 
80 
20 







INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. RAYMOND L. REINHARD 
SCIENTIFIC OPERATIONS DIVISION 



513-255-6344 



NL-QTY 
2 



331 



332 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: HASH 
PRIMARY USER EROUP: VIM 



AS OF 1988/11/09 

STATUS C00E(V1M ): VM CHANGED: 860411 
STATUS CODE(ECODU): PRI-INDUSTRY: EDUC 



NAME: UNIVERSITY OF HASHINGTON 

ACADEMIC COMPUTING SERVICES 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: HDNR 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEtVIM ): VM CHANGED: 880204 
STATUS CODE(ECODU): - PRI-INDUSTRY: EDUC 



NAME: 



NIDENER UNIVERSITY 
COMPUTING SERVICESK 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 


3737 BROOKLYN A\ 

SEATTLE 

HASHINGTON 

USA 


/ENUE NE 
98105 






CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-855 259 


12/28/84 


32MB 


- 


NOS/VE 1.2 


APPLICATION 
INST 

SCIE 


PERCENTAGE 
025 

075 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. STEPHEN E. HALLSTROM 



MR. STEPHEN E. 
ACTING DIRECTOR 



208-543-5378 



Nl-QTY 

1 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: CHESTER 

STATE/POSTAL: PENNSYLVANIA 

COUNTRY: USA 

TELEX/THX: 



ADDRESS-CODE: 
17TH & NALNUT STREET 



XX MAIL-COOE: FC 



19013 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 930 ? 12-25-87 



ECS 



OPERATING SYSTEM 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MS. LYNN S. POLAK 

ACADEMIC CONSULTANT 215-499-44B0 

SR MS. MEGAN POULSON 

DIRECTOR OF COMPUTING SERVICES 215-499-4460 



NL-QTY 

1 



333 



334 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: HEPC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM 
STATUS CODE(ECOOU): 



NAME: 



WISCONSIN ELECTRIC POHER COMPANY 
SYSTEM CONTROL CENTER 



CHANGED: 880208 
PRI-INDUSTRY: UTl 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NNES 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE (VIM ): VM CHANGED: 880202 
STATUS CODE(ECODU): PRI-INDUSTRY: 



NAME: NESTINGHOUSE CORPORATE COMPUTER SERV 
COMPUTER CENTER 



MAIL ADDRESS: 




STREET: 


N237 N1S04 


STREET-2: 




CITY: 


NAUKESHA 


STATE/POSTAL : 


N1SC0NSIN 


COUNTRY: 


USA 


TELEX/TNX: 





ADDRESS-CODE: XX MAIL-CODE: 



53188 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPI 


: SERIA 


l-NO INST-OATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-810 


212 


08/16/85 


256K 


- 


NOS/BE 


CYBER 170-810 


288 


03/28/86 


2M 


-- 


NOS 


CYBER 170-830 


813 


01/08/84 


256K 


- 


NOS/BE 


SYSTEM 17 


774 


01/15/83 


49K 


- 


MSOS 5.0 


SYSTEM 17 


810 


01/01/81 


64K 


- 


MSOS 5.0 


SYSTEM 17 


831 


01/01/81 


S4K 


- 


MSOS 5.0 


SYSTEM 17 


837 


01/15/83 


49K 


- 


MSOS 5.0 


APPLICATION 


PERCENTAGE 








ENGN 




050 








PROC. CONTROL 


050 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

IM MR, DAVE MUELLER 

CONTROL SYS. SUPERVISOR-LYNNOALE CTR 414-735-8440 



SR MR. DENNIS E. HULEN 
SENIOR COMPUTER ANALYST 



414-54-7158 



NL-OJY 

1 

1 



RP MR. THOMAS J. VARNEY 

PROJECT LEADER SYSTEM CONTROL CENTER 414-544-7111 



STREET: 


P.O. 


BOX 355 




STREET-2: 








CITY: 


PITTSBURGH 




STATE/POSTAL: 


PENNSYLVANIA 


1523003 


COUNTRY: 


USA 






JELEX/THX: 








CD COMPUTERS INSTALLED: 








MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


CYBER 730 904 




05/79 


262K 


CYBER 815 611 




01/83 


262K 


CYBER 825 635 




07/83 


1024K 


CYBER 825 746 




06/82 


512K 


CYBER 855 203 




01/84 


2048K 


CYBER 870 408 




08/86 


8MB 



ECS 



OPERATING SYSTEM 

NOS 

NOS 

NOS-NOS/VE 

NOS 

NOS 

NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP MR. ROBERT A. BROHN 

MGR. ENGINEERING INTERACTIVE SYS. 



SR 



IM 



MR. 



R. L. 



MR. R. M. 



IVEY 



MELICK 



412-374-5040 
412-374-5978 
412-374-5691 



NL-QTY 
3 



335 



336 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NYO 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COOEIVIM ): VM CHANGED: 850621 
STATUS COOE(ECODU): PRI-INDUSTRY: EDUC 



NAME: UNIVERSITY OF NYOMING 

COMPUTER SERVICES DIVISION 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: XN8H 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODE(VIM I: VM CHANGED: 840123 
STATUS COOE(ECOOU): PRI-INDUSTRY: 



NAME: EXXON COMPANY USA 

BAYNAY REFINERY (OMCC) 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


P.O. BOX 394S 


STREET-2: 


UNIVERSITY STATION 


CITY: 


LARAMIE 


STATE/POSTAL : 


NYOMING 82071 


COUNTRY: 


USA 


TELEX/THX: 





XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS 
CYBER 180-840 308 06/85 209SK - 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR 



MAIL ADDRESS: 


ADDRESS-COOE 


STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/THX: 


P. 0. BOX 222 

LINDEN 
NEN JERSEY 
USA 

7 


07036 


CD COMPUTERS INSTALLED: 






MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM El 


1774 701 
1784 1146 
1784 255 
1784 461 


09/72 
03/83 
01/84 
08/81 


32K 
64K 
64K 
84K 



XX MAIL-CODE: 



Nl-QTY 



MR. NILLIAM B. JONES 
MGR. SYS. PROG./OPER. 



OPERATING SYSTEM 



MS0S5 
MSOS 5 
MS0S.3 



RP 



DR. NILLIAM E. 
DIRECTOR 



NALDEN 



307-766-4860 
307-766-4860 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. DENNIS 1. SMYTH 



NL-QTY 



MR. DENNIS J. 
SENIOR ENGINEER 



201-474-7096 



337 



338 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: YAEC 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 870107 
STATUS CODE(ECODU): PRI-INDUSTRY: UTL 



NAME: YANKEE ATOMIC ELECTRIC COMPANY 
COMPUTER SERVICES DEPT. 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: FC 
1671 WORCESTER RD. 



STREET: 

STREET-2: 

CITY: FRAMINGHAM 

STATE/POSTAL: MASSACHUSETTS 01701 

COUNTRY: USA 

TELEX/TNX: 7 



END OF ECODU/VIM ROSTER 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 180-855 ? 01/07/85 1048K - NOS 



APPLICATION 


PERCENTAGE 


BUSN 


005 


ENGN 


095 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP MR. JOHN B. GALLO 
MANAGER-COHPUTER OPERATIONS 



IM 



MS. M. I. MOTYL-SZARY 
DIR. COMPUTER SYSTEMS a SER. 



IM MR. ROCCO N. DETESSO 
IM MR. R. N. MARSHALL 



NL-QTY 

617-872-8100-2017 1 
617-872-8100 X2001 
617-872-8100 X2036 1 
617-872-8100X2087 1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AARU 
PRIMARY USER GROUP: ECODU 
NAME: UNI-C 



AS OF 1988/11/09 

STATUS CODE(VIM ): CA CHANGED: 870702 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ACBCC 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): CHANGED: 880412 
STATUS CODE (ECODU): VM PRI-INDUSTRY: 



NAME: NEA 

CENTRUM VOOR HET BEROEPSVERVOER 



IL ADDRESS: 




STREET: 


NY MUNKEGADE 


STREET-2: 


BYGNING 540 


CITY: 


AARHUS 


STATE/POSTAL : 




COUNTRY: 


DENMARK 


TELEX/TNX: 


- 



ADDRESS-CODE: XX MAIL-CODE: 



DK-8000 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: SU 



STREET: POLAKNEG 13 

STREET-2: 

CITY: RIJSHIJK (Z-H) 

STATE/POSTAL: 2288 GG 

COUNTRY: NETHERLANDS 

TELEX/THX: 3 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 825 288 03/84 4M 



ECS 



OPERATING SYSTEM 
NDS 2.5.2 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS 
CYBER 810 ? 01/86 256K 



OPERATING SYSTEM 
N0S/8E 1.3 



APPLICATION 
SCIE 



PERCENTAGE 



APPLICATION 
OPRS 



PERCENTAGE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



TTL 


FIRST - 


NAME 


- LAST 


PHONE 


NL-QTY 


MR. 


ERIK 




BERTELSEN 


45-6-12 83 55 


1 


MR. 


ENALD 




SKOV JENSEN 


45-6-128355 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INOICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR. G. J. FIKKERT 



RP 



MR. 



P. B. D. 



HILFERINK 



070/993341 



070/993341 



NL-QTY 
1 



ftS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ACCU 
PRIMARY USER GROUP: ECODU 

NAME: ACADEMISCH COMPUTER CENTRUM UTRECHT 



STATUS CODE (VIM ): VM CHANGED: 850206 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AITNA 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS COOEIVIM ): 
STATUS COOE(ECODU): 



- CHANGED: 8S1229 
VM PRI-INOUSTRY: OTHS 



NAME: 



AERITALIA SAIPA 
GVT-OITN-CSGN 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



SU 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



BUDAPESTLAAN 6 
3584C0 UTRECHT 
NETHERLANDS 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 

VIALE DELL AERONAVTICA 

NAPOLI 

80038 
ITALY 
710082-710522 AITPOM 



MAIL-CODE: SU 



CD COMPUTERS INSTALLED: ' 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-855 231 



INST-DATE CM ECS 
09/84 32MB - 



APPLICATION 


PERCENTAGE 


BUSN 


010 


SCIE 


090 



COMMITTEE MEMBERS 

COMMITTEE CODE NAME 

ECCOS VAN AARDENNE 



OPERATING SYSTEM 
NOS/VE-NOS/BE 



INITIALS CHAIR 
C. J. M 



INSTALLATION MEMBER [ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME 
RP 



SR 



IM 



MR . C . A . C . 
DIRECTOR 



MR. C. J. 

HEAD OF SOFTNARE GROUP 



MR. 



F.J.M. 



LAST 


PHONE 


NL-QTY 


GOERTS 








030-531436 


1 


VAN AARDENNE 
P 


030-531436 


1 


VON DER LINDEN 


030-531436 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 180-830 
CYBER 180-860 
CYBER 930 



274 
435 
155 



APPLICATION 
AVIATION 
ENGN 
SCIE 



INST-DATE CM 

01/02/87 32M 

01/03/87 64M 

01/01/88 16M 



PERCENTAGE 
033 
033 
033 



ECS 



OPERATING SYSTEM 

NOS 

NOS/VE 

NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR ING. GIORGIO SPADARO 



NL-QTY 



RP 



ING. GIORGIO 
CAE MANAGER 



ING. PAOLO DE MAJO 
CAE-CAD-CAM MANAGER 



0818453131 



0818453107 



w 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: AMS 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): CHANGED: 870227 
STATUS CODE(ECMU): VM PRI-INDUSTRV: GOVT 



NAME: ARBETSMARKNAOSSTYRELSEN 
AU-ENHETEN 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ARIA 
PRIMARY USER GROUP: ECODU 

NAME: A. R. I. A. 



AS OF 1988/11/09 

STATUS CODE(VIM ): - CHANGED: 851022 
STATUS CODE (ECODU I: VM PRI-INDUS7RY : OTHS 



MAIL ADDRESS: 


ADDRESS-CI 


STREET: 


SUNDBYBERGSVAGEN 9 


STREET-2: 




CITY: 


SOLNA 


STATE/POSTAL: 


S-17199 


COUNTRY: 


SNEDEN 


TELEX/THX: 


104 60 AMS S 



XX MAIL-CODE: 



MAIL ADDRESS: 




STREET: 


ZI BEAUCOUZE 


STREET-2: 


- 


CITY: 


ANGERS 


STATE/POSTAL: 


- 


COUNTRY: 


FRANCE 


TELEX/THX: 


721337 



ADDRESS-CODE: XX MAIL-CODE: SU 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 170-815 
CYBER 174 



COMMITTEE MEMBERS 

COMMITTEE CODE NAME 
EPLAN TORLEN 



CD COMPUTERS INSTALLED: 



INST-DATE CM 



01/03/83 
01/05/79 



ECS 



262K 
262K 



OPERATING SYSTEM 



NOS 
NOS 



INITIALS 

JAN 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP MR. GORAN NILSSON 



IM 



MR. 



JAN 



TORLEH 



CHAIR 
N 



PHONE 


NL-QT 


08-7306000 


5 


08-7306000 


1 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 1170-760 484 
CYBER 840 ? 




01 //84 
01/01/87 


25 GK 
16MB 


- 


NOS 2.3 
NOS/NOS-VE 1.2.1 


APPLICATION 
BUSN 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME - 


LAST 




PHONE 


NL-QTY 


SR 


MR. CLAUDE 
DIRECTEUR ETUDES 


MARQUETTE' 


33 


41 4869377 


1 


RP 


MR. DANIEL 
DIRECTEUR 


MISZTAL 


33 


41 489377 


1 


IM 


MR. GULES 
RESPONSABLE METHODES 


CARTRON 
EXPLOITATION 


33 


.41489377 


1 


IM 


MR. JEAH-YVES 
INGENIEUR SYSTEME 


GERMAIN 






1 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ASDE 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): - CHANGED: 83042B 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



AEROSPATIALE 

DIVISION ENGINS TACTIQUES 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BATRD 
PRIMARY USER GROUP: ECOOU 



AS OF 1988/11/09 

STATUS CODEIVIM ): CHANGED: 860114 
STATUS COOE(ECODU): VM PRI-INDUSTRY: 



NAME: 



BAT COMPANY 

BATUKE R a D CENTRE 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 

ROUTE DE VERRIERES 

VERRIERES LE BUISSON 

91370 
FRANCE 
2S0881F 



XX MAIL-CODE: 



SU 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-OATE CM 



ECS 



CYBER 180-855 
CYBER 180-995 



118 
204 



APPLICATION 
ENGN 

OP. RESEARCH 
SCIE 



08/30/83 
12/18/86 



PERCENTAGE 
010 
010 
080 



4000K - 
8000K - 



OPERATING SYSTEM 



NOS V2 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



IM MR. CLAUDE CHABERT 
ASSISTANT HEAD OF DATA CENTER 



IM MR. LEON SOURY 

HEAD OF DESIGN DEPARTMENT 



RP MR. PIERRE FOREST 
HEAD OF DATA CENTER 



MR. SERGE 
SYSTEM ANALYST 



ETIENNE 



PHONE 
33 1 63208854 
33 1 69 81 64 46 
33 1 69 81 60 02 
33 1 69 81 65 87 



NL-QTY 



MAIL AODRESS: 


ADORESS-CODE: XX 


STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 


REGENTS PARK RD 

SOUTHAMPTON 

SOS 1PE 
UNITED KINGDOM 
477269 BATRDD G 


CD COMPUTERS INSTALLED: 




MAIN-FRAME-TYPE SERIAL 


-NO INST-OATE CM ECS 


CYBER 170-825 231 


08/15/83 1048N - 


APPLICATION 
SCIE 


PERCENTAGE 



MAIL-CODE: SU 



OPERATING SYSTEM 
NOS 2.5.3 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MRS. B. M. NATT5 



MRS. B. M. 
COMPUTER SCIENTIST 



0703 782111 



NL-QTY 

1 . 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BELLO 
PRIMARy USER GROUP: ECOOU 



AS OF 1988/11/09 

STATUS CODEIVIN ): - CHANDED: 8B0624 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



NAME: AHMADU BEllO UNIVERSITY 
COMPUTER CENTRE 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BGU 
PRIMARY USER GROUP: ECOOU 



AS OF 1988/11/09 

STATUS CODE(VIM ): CA CHANGED: 870119 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



NAME : 



BEN GURION UNIVERSITY OF THE NEGEV 
COMPUTATION CENTER 



MAIL ADDRESS: 



ADDRESS-COOE: XX MAIL-CODE: AV 



MAIL ADDRESS: 



STREET: 


- 








STREET-2: 


- 








CITY: 


ZARIA 








STATE/POSTAL: 


KADUNA 








COUNTRY: 


NIGERIA 








TEIEX/THX: 


75244 COM NG 








CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-810 ? 


? 


- 


-NOS/V 


NOS 


CYBER 72 122 


02/76 


49K 


16R 


NDS 


APPLICATION 


PERCENTAGE 








BUSN 


030 








ENGN 


030 








SCIE 


030 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME - LAST 


SR 


i. OLADIPO 
CHIEF SYSTEMS ANALYST 


IM 


M. ODETAYO 
PRINCIPAL SYSTEMS ANALYST 


RP 


MS. STELLA N. BRAIDE 
ACTING DIRECTOR 


IM 


H. N. EKEMEZII 



PHONE 



089 34454 



Nl-QTY 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY : 

TELEX/THX: 



CD COMPUTERS INSTALLED: 



BEERSHEVA 



ISRAEL 

5 



ADDRESS-CODE: XX MAIL-CODE: AV 



84 120 



MAIN-FRAME-TYPE SERIAL- 


•NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-810 ? 




09/85 


2M 


- 


- 


CYBER 180-840 ? 




09/85 


2M 


- 


NOS 2.3 


APPLICATION 




PERCENTAGE 








ENGN 




060 








MEDI 




005 








OTHS 




005 








SCIE 




030 









INSTALLATION MEMBER (ADDRESS AS ABDVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



PROF JACOB BAR-TOUV 
DEAN-COMPUTER SYSTEMMS AUTHORITY 



057-664313 



NL-QTY 
1 



PRINCIPAL SYSTEMS ANALYST 



10 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BPRES 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): CA CHANGED: 860912 
STATUS CODE(ECOOU): VM PRI-INDUSTRY: 



NAME: 



BANQUE POPULAIRE OE LA REGION 
ECONDMIQUE DE STRASBOURG 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: BRAD 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): CA CHANGED: 870213 
STATUS CODEIECODUI: VM PRI-INDUSTRY: EDUC 



NAME: 



UNIVERSITY OF BRADFORD 
COMPUTER CENTER 



MAIL AODRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: 



SU 



5 RUE DU 22 NOVEMBRE 

B.P. 401 R1 

STRASBOURG 

CEOEX F-67001 

FRANCE 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: RICHMOND ROAD 

STREET-2: 

CITY: BRADFORD 

STATE/POSTAL: HEST YORKSHIRE BD7 1DP 

COUNTRY: UNITED KINGDOM 

TELEX/THX: 51309. UNIBFD.G 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-845 242 



APPLICATION 
BUSN 



INST-DATE CM ECS 
10/22/84 512K - 

PERCENTAGE 



OPERATING SYSTEM 
NOS 2.3 



INSTALLATION MEMBER (AODRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. RENE LACOGNE 

DIRECTEUR ORGANISATION ET INFORMATIQ 33 88 627259 



NL-QTY 

1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 170-730 
CYBER 180-830 



496 
315 



APPLICATION 
ENGN 
SCIE 



81/06/01 

86/02/17 



PERCENTAGE 
050 
050 



ECS 



262K 
2048K 



OPERATING SYSTEM 



NOS 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. ROGER J. HARD 
PROGRAMMING MANAGER 



NL-QTY 
44 274 733466 X8530 1 



12 



w 



f 



v_y 



^"\ 



V. J 






oo 



o 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: BUMET 
PRIMARY USER GROUP: VIM 

HAME 



AS OF 1388/11/09 

STATUS CDDElVIM ): VM CHANGED: 881107 
STATUS CDDE(ECODU): VM PRI-INDUSTRY: OTHS 



BUREAU OF METEOROLOGY 
COMMUNICATIONS AND COMPUTING 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CBS 
PRIMARY USER GROUP: ECODU 

NAME: CENTRAAL BUREAU VOOR DE STATISTIEK 



AS OF 1988/11/09 

STATUS CODEIVIM ): CA CHANGED: 870110 
STATUS CODE(ECODU): VM PRI-INDUSTRY: GDVT 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



FC 



P.O. BOX 1289K 



STREET: 

STREET-2: 

CITY: MELBOURNE 

STATE/POSTAL: VICTORIA 

COUNTRY: AUSTRALIA 

TELEX/THX: AA 30664 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



POSTBUS 959 

VOORBURG 

NETHERLANDS 
32BQ2 



ADDRESS-CODE: XX MAIL-CODE: 



2270 AZ 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
ETA 10P 



INST-DATE CM 
6/88 32K 



ECS 
64K 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



IM 



RP 



SR 



TTL FIRST - 


NAME 


- LAST 


PHONE 


MR AL 
COMP CENT MGR 




EBENREUTER 


03-669-4309 


MR BRYANT 
RESEARCH SCI 




MCAVANEY 


03-669-4303 


MR JOHN 
SUPT 




HENDERSON 


03-669-4303 


MR ROBERT 
SOFTNARE SUPPORT 


THURLING 


0-3-669-4303 



OPERATING SYSTEM 
VSOS 



NL-QTY 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 



ECS 



OPERATING SYSTEM 



CYBER 180-855 


122 


10/20/83 


32M 


NOS 2 ft NOS/VE 


CYBER 180-930 


181 


12/07/87 


32M 


NOS/VE 


CYBER 180-930 


199 


12/07/87 


32M 


NOS/VE 


CYBER 180-930 


203 


12/11/87 


32M 


NOS/VE 


CYBER 180-930 


207 


12/11/87 


32M 


NOS/VE 


APPLICATION 


PERCENTAGE 






STATISTICS 




095 







INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. F. M. KELLENBACH 

070 694341 



NL-QTY 



14 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CCFIN 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS CODE(VIM ): CHANGED: 821221 
STATUS CODE(ECODU): VM PRI-INDU5TRY : 



NAME: 



CENTRO DE CALCULO FISICA NUCLEAR 
E. T.S.I. INDUSTRULES (U.P.M.) 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CCTA 
PRIMARY USER GROUP: ECODU 

NAME: THE TREASURY U K GOVERNMENT 
ASSOCIATE 



AS OF 1988/11/09 

STATUS C0DE1VIM ): CHANGED: 870119 
STATUS CODE(ECODU): VM PRI-INDUSTRY: GOVT 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY : 

TELEX/THX: 



ADDRESS-CODE: XX 
PASEO DE LA CASTELLANA 80 
MADRID 



MAIL-CODE: SU 



28046 



SPAIN 




MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-COOE: XX MAIL-CODE: SU 



RIVERHALK HOUSE 
157-161 MILLBANK 
LONDON 

UNITED KINGDOM 
918322 



SNIP 4RT 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAI 


.-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-835 ? 
CYBER 18/10M ? 


09/82 
01/82 


1M 
32K 


- 


NOS 2/NOS V/E 


APPLICATION 
SCIE 


PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

IM 



NL-QJY 



MR. R.O.F. HOOPER 
DEPARTMENTAL SUPPORT MANAGER 



01-217-3109 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

IM MR. EMILIO MINGUEZ 
PROFESSOR OF NUCLEAR PHYSICS 



RP MR. J-M MARTINEZ-VAL 

PROFESSOR OF NUCLEAR TECHNOLOGY 



SR MR. J. M. ARAGONES 
PROFESSOR OF NUCLEAR PHYSICS 



IM MR. M. PERLAOO 

PROFESSOR OF NUCLEAR PHYSICS 



PHONE 


NL-9TY 


91 4114148 


1 


91 4114148 


1 


91-4114148 


1 


91 4114148 


1 






^ 
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oo 



o 



o 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CDS 
PRIMARY USER GROUP: ECODU 

NAME: CDS FINLAND OV 



AS OF 1988/11/09 

STATUS CODEIVIM ): - CHANGED: 880908 
STATUS CODE(ECODU): VM PRI-INOUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CEAT 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 



STATUS CODEIVIM ): VM CHANGED: 820917 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



COMMISSARIAT DE L ENERGIE ATOM QUE 
ETABLISSEMENT "T" 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: AV 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



OLARINLUOMA IE 



ESPOO 



FINLAND 
358-0-4522648 



02200 



MAIL ADDRESS: 




STREET: 


B.P.7 


STREET-2: 




CITY: 


COURTRY 


STATE/POSTAL: 




COUNTRY: 


FRANCE 


TELEX/TNX: 





ADDRESS-CODE: XX MAIL-CODE: 



77181 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 930-11 



INST-DATE CM ECS 
15 APR 1988 16MB 



APPLICATION 
ENGN 



PERCENTAGE 
00 



OPERATING SYSTEM 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

SR MR. JUSSL LAARI 



NL-QTY 



RP 



MR. JUSSL 
SALES MANAGERS 



MR. RISTO 
MANAGING DIRECTOR 



POSKIPARTA 



358-0-4522355 
358-0-4522355 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 



CYBER 180-810 240 
CYBER 180-840 372 
CYBER 180-860 400 



APPLICATION 
SCIE 



12/85 
01/87 
07/87 



PERCENTAGE 



1M 
2M 
4M 



ECS 



OPERATING SYSTEM 

NOS 2.5.1 
NOS/BE 1.5 
NOS/BE-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP MR. D. HERBIN 



NL-QTY 



SR 



MR. D. 

CHEF DE SECTION 



MR. J. 
SYSTEMS ANALYST 



HARRAR 



33 1 4868 8413 



33 1 4868 8688 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CEAN 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 860728 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: CEA LIMEIL 

MATHEMATIQUES APPLIQUEES 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CFCS 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): CA CHANGED: 880720 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



CENTRE FOR ADVANCED COMPUTING 
AND DECISION SUPPORT 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: 



B. P. 27 



VILLENEUVE-SAINT-GEORGES 

94190 
FRANCE 
204228F 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: AV 



C.S.I.R. 

P, 0. BOX 395 

PRETORIA 

0001 
REPUBLIC OF SOUTH AFRICA 
3 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-OATE 


CM 


CYBER 180-810 ? 




? 


1024K 


CYBER 180-8B0 392 




05/86 


2048K 


CYBER 180-870A 382 




03/86 


409 6K 


APPLICATION 




PERCENTAGE 




sen 




100 





ECS 



OPERATIHG SYSTEM 

NOS 

N0S/8E 

NOS/BE-DUAl STAT 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 170-750 
CYBER 170-815 



102 
230 



APPLICATION 
SCIE 



05/82 
01/84 



PERCENTAGE 
100 



ECS 



262K 
2E2K 



OPERATING SYSTEM 



NOS 2.5 
NOS 2.5 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP 



MR. CLAUDE LECOEUVRE 
CHEF DE SERVICE ADJOINT 



NL-QTY 
33 1 45 95 67 85 1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



SR 



MR. PAUL BARLON 

HEAD-SYSTEM OPERATIONS 



RP MR. VICTOR A. SHAH 

CHIEF DIR. NAT. INSTIT. FOR INFOR. 



27-12-84135177 
27-12-86-9211 



20 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CGAT 
PRIMARY USER GROUP: ECODU 

NAME: CGEE ALSTHOM 
FORMERLY GRUCI 



AS OF 1988/11/09 

STATUS CODEfVIM ): - CHANGED: 870311 
STATUS COOE(ECODU): VM PRI-INDUSTRY: OTHS 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS CODE: XX 
13 RUE ANTONIN RAYNAUD 
LEVALLOIS PERRET 
FRANCE 



MAIL-CODE: SU 



92309 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-835 121 



INST-DATE CM ECS 
02/05/84 2048K - 



OPERATING SYSTEM 
NOS 2 



APPLICATION 


PERCENTAGE 


ENGN 


070 


OPRS 


020 


SCIE 


010 



INSTALLATION MEMBER (AODRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. JEAN-LOUIS PALLANDRE 



MR. JEAN-LOUIS 
CHIEF ENGINEER 



1 4748 7253 



NL-QTY 
2 



21 
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AS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CGG 
PRIMARY USER GROUP: ECODU 

NAME: COMPAGNIE GENERALE DE GEOPHYSIQUE 



STATUS CODEIVIM ): CA CHANGED: 880524 
STATUS CODE(ECODU): VM PRI-INDUSTRY: ENR 



MAIL ADDRESS: 



STREET: 


1 RUE LEON MIGA 


STREET-2: 




CITY: 


MASSY 


STATE/POSTAL: 




COUNTRY: 


FRANCE 


TELEX/TNX: 


CGGEC 692442F 


CD COMPUTERS INSTALLED: 




MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CYBER 760 435 


10/80 


CYBER 880 ? 


10/85 


APPLICATION 


PERCENTAGE 


BUSH 




SCIE 





ADDRESS-CODE: XX MAIL-CODE: 



F-91301 



CM 



ECS 



OPERATING SYSTEM 



2E2K 2000K NOS 2.3 
2M - NOS 2.3 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



IM 



MR. CHRISTIAN J. LERAT 
COMPUTING CENTER MANAGER 



MR. R. 
TECHNICAL ADVISER 



PERRET 



33 1 64473000 



33 1 64473000 



NL-QTY 



22 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CICB 
PRIMARY USER GROUP: ECODU 
NAME: CICB 



AS OF 1988/11/09 

STATUS CODEIVIM ): - CHANGED: 870519 
STATUS CODE(ECODU): VM PRI- INDUSTRY: OTHS 



MAIL ADDRESS: 



STREET: 

STREET-2; 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX 
CAMPUS DE BEAULIEU 
RENNES 
FRANCE 



MAIL-CODE: SU 



F-35042 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-860 ? 



INST-OATE CM 
01/06/87 



ECS 



OPERATING SYSTEM 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



SR 
IM 
RP 



MR. - DELPEUCH 

INGENIEUR SYSTEME 



MR. - 
INGENIEUR SYSTEME 



DRAGONE 



Nl-QTY 

1 
1 



MR. - GRALL 

DIRECTEUR TECHNIQUE 



23 
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f 



AS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CICG 
PRIMARY USER GROUP: ECODU 

NAME: CENTRE UNIV DE CALCUL DE GRENOBLE 



STATUS CODEIVIM ): - CHANGED: 880906 
STATUS COOE(ECODU): VM PRI-INOUSTRY: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 

AVE DE LA BIBLIOTHEQUE 

ST MARTIN D HERES CEDEX 

38402 
FRANCE 
980 134F 



XX MAIL-CODE: 



CO COMPUTERS INSTALLED: 



l-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


!R 180-990E SN232 




01/19/88 


32MB 




NOS/VE 


APPLICATION 
OTH 
SCIE 




PERCENTAGE 
50 
50 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



SR MR. BERNARD MAILLOT 
CHEF SERVICE LOGICIEL 



RP MR YVON SIRET 

DIRECTEUR TECHNIQUE 



PHONE 


Nl-QTY 


33 76 54 03 62 


1 


33 76 54 03 62 


1 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CICT 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): - CHANGED: 881107 
STATUS CODE(ECOOU): VM PRI-INDUSTRY: SCIE 



NAME: CENTRE INTERUNIVERSITAIRE DE CALCUL 
DE TOUTOUSE 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CISI 
PRIMARY USER GROUP: ECODU 



NAME: 



AS OF 1988/11/09 

STATUS CODElVIM ): CA CHANGED: 870223 
STATUS CODE(ECODU): VM PRI-INOUSTRY: 



C.I. S.I. 

SERVICE EXPLOITATION CDC 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: - 

COUNTRY: FRANCE 

TELEX/THX: 520816F 



ADDRESS-COOE: XX MAIL-CODE: AV 
118 ROUTE DE NARBONNE 



31062 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 


BP NO. 28 

GIF SUR YVETTE 

F-91190 
FRANCE 
C 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 180/860 - 03/88 32 MB - NOS/VE 

INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME - 


LAST 


PHONE 


NL-QTY 


SR 


MR DOMINIQUE 
INGENTEUR 


INCERTI 


61521321 


1 


RP 


MR JEAN-PIERRE 
DIRECTEUR TECHNIQUE 


SILVAIN 


61521321 


1 


IM 


MR. PATRICK 
INGENIEUR 


ANDRE 


61521321 


1 


IM 


PIERRETTE 
INGENIEUR 


BARBARESCO 


61521321 


1 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 830A 388 



APPLICATION 
BUSN 
SCIE 



INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


12/11/87 


16MB 




NOS 2 


PERCENTAGE 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. MICHEL KUNSCH 



NL-QTY 



IM 



MR. MICHEL 
INGENIEUR SYSTEME 



MR. 

DIRECTEUR GENERAL 



MOIREAU 



33 1 69085043 



33 1 69085466 



25 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CMILA 
PRIMARY USER GROUP: ECOOU 

NAME: CMILACO 



AS OF 1988/11/09 

STATUS CODEIVIM ): - CHANGED: 861002 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



L ADDRESS: 


ADDRESS-CODE: 


STREET: 


1 RUE DU NOUVEAU BELE 


STREET-2: 


- 


CITY: 


CARQUEFOU 


STATE/POSTAL: 


44477 


COUNTRY: 


FRANCE 


TELEX/THX: 


711180 



XX MAIL-CODE: SU 



CO COMPUTERS INSTALLED: 

NAIN-FRAME-TYPE SERIAL-NO 
CYBER 990E ? 



INST-DATE CM 
32K 



OPERATING SYSTEM 
NOS 2.5 



APPLICATION 
BUSN 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP MR. MICHEL LUKSENBERG 
DIRECTEUR INFORMATIVE 



33 40 30 2961 



NL-QTY 
1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CNES 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 880203 
STATUS CODE(ECODU): VM PRI-INOUSTRY: GOVT 



NAME: CENTRE NATIONAL D ETUDES SPATIAIES 
DTI /MIS 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 
18 AV. EDOUARD BELIN 
TOULOUSE CEDEX 



XX MAIL-CODE: SU 



F-31055 



FRANCE 
531081 F 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 



ECS 



OPERATING SYSTEM 



CYBER 170-750 
CYBER 170-750 
CYBER 180-810 
CYBER 180-830 
CYBER 180-990 


441 
445 
?01/87 

? 
118 


10/80 

11/80 

32MB 

08/87 

08/8B 


25EK 
25 6K 

16MB 
64MB 


NOS/BE 
2000K NOS/BE 
NOS/NO NOS/BE 

NOS/BE 

NOS/BE-NOS/VE 


APPLICATION 
SCIE 


PERCENTAGE 






COMMITTEE MEMBERS 










COMMITTEE CODE 


NAME 






INITIALS CHAIR 


EPLAN 


DARGENT 






A. M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 

RP 



MR. A. DARGENT 

DEPUTY DIRECTOR DTI/DA 



IM 



MR . D . GRAS 

SYSTEM ANALYST-DTI/PDS/TD 



IM MR. GERARD ROUX 
DEPUTY MANAGER-DTI/MIS 



PHONE NL-QTY 

(33) G1 27 4023 1 



(33) B1 27 4007 
(33) 61 27 4430 



29 



ECODU/VIM MEMBERSHIP RECORD 

IM 



MR. G. SANS 

SYSTEM ANALYST-DTI/TL 



IM 



SR 



MR. M. 
MANAGER MIS 



MR. P. A. MOREAU 
SYSTEM MANAGER-DTI/MIS/LS 



AS OF 1988/11/09 

(33) 61 27 4021 

(33) 61 27 4332 

(33) 61 27 4025 



NINTERHOLER 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CRACN 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS C0DEIV1M ): CA CHANGED: 870309 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



NAME: REGIONAL COMPUTER CENTER 
CYFRDNET-CRACDH 
NL 5.7 ITEM 7 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CSIC 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEtVIM ): - CHANGED: 870119 
STATUS CODE(ECODU): VM PRI-INDUSTRY: SCIE 



NAME: CONSEJO SUP. INVEST. CIENTIF. 
CENTRO DE CALCULO 
ENGN 



MAIL ADDRESS: 




STREET: 


REYMONTA 4A 


STREET-2: 




CITY: 


CRACON 


STATE/POSTAL: 




COUNTRY: 


POLAND 


TELEX/TNX: 


032-5323 



ADORESS-CODE: XX MAIL-CODE: AV 



30-059 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


PINAR 19 


STREET-2: 


- 


CITY: 


MADRID 


STATE/POSTAL: 


28006 


COUNTRY: 


SPAIN 


TELEX/THX: 


42182 CONSINVES 



XX MAIL-CODE: SU 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 72- IB 222 



IHST-DATE CM 
06/26/78 96K 



ECS 



OPERATING SYSTEM 
SCOPE 3.4 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-855 240 



INST-DATE CM 
01/08/86 8M 



ECS OPERATING SYSTEM 
1.8GB NOS 2.5.2 



APPLICATION 
ENGN 
MEOI 
OTHER 
SCIE 



PERCENTAGE 
018 
002 
005 
075 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP MR. JERZY KOLENDONSKI 



Nl-QTY 



MR. JERZY 
DIRECTOR 



SR 



MR. MAREK 
OPERATIONS MANAGER 



KSIEZYK 



33 34 26 



33 34 26 



APPLICATION 
SCIE 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL 


FIRST - NAME • 


- LAST PHONE 


Nl-QTY 


SR 


MR. 


AMPARO ONORO 


DE LOS RIOS 

3412613671 


1 


RP 


MR. 


SALVADOR 


FERNANDEZ BERMUDEZ 






DIRECTOR 


3412613671 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CSIST 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 

STATUS COOEfVIM ): CHANGED: 780512 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



COMPUTER CENTER OF CHUNG-SHAN 1NSTI 
TUTE OF SCIENCE AND TECHNOLOGY 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CTP 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): CHANGED: 861111 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: CORRELOS TELECOMUNICACOES PORTUGAL 
DEPARTAMENTO CENTRAL DE INFORMATICA 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 

P.O.BOX 1-6-2 

LUNG-TAN TAINAN 

325 
REPUBLIC OF CHINA (TAINAN) 
3 



XX MAIL-CODE: AV 



MAIL ADDRESS: 



AODRESS-COOE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



RUA S. JOSE 10 
LISBOA 



PORTUGAL 
18509 INFMATP 



1100 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 170-730 978 
CYBER 170-815 220 



INST-DATE CM 



12/22/80 
08/20/83 



ECS 



196K 
512K 



OPERATING SYSTEM 



NOS 
NOS 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL -NO 



CYBER 170-730 
CYBER 180-830 
CYBER 72-16 



453 
291 
231 



INST-DATE CM 



800901 

02/86 

810301 



198K 

16M 

96K 



ECS 




OPERATING SYSTEM 

NOS 

NOS/VE 

NOS 



APPLICATION 
BUSINESS 
ENGINEERING 
OP. RESEARCH 



PERCENTAGE 
035 
035 
030 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

SR MR. TZE-LING LIU 



RP 



MR. TZE-LING 
DEPUTY DIRECTOR 



MR. Y1NG-SHEN 
DIRECTOR 



TAI 



NL-QTY 

(02) 371891 X2200 1 
(02) 3718191 X2200 1 



APPLICATION 
BUSN 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

SR 



NL-QTY 



RP 



MR. AGDSTUN GARCIA 
EOP DIRECTOR ASSISTANT 



370057 



MR. E. PEREIRA 
EDP DIRECTOR 



DA CONCEICAO 



34 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: CTPSF 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): - CHANGED: 870519 
STATUS COOE(ECOOU): VM PRI-INDUSTRY; OTHS 



NAME: 



CORREIOS TELECOMUNICACOES PORTUGAL 
SERVICOS FINANCEIROS POSTAIS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DHI 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEtVIM ): CHANGED: 870202 
STATUS CODE (ECODU): VM PRI-INDUSTRY: GOVT 



NAME: DEUTSCHES HYDROGRAPHISCHES INSTITUT 
REF. DATENVERARBEITUNG (Z5) 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX 
RUE STA MARTA 55 
L I SBOA 

PORTUGAL 



MAIL ADDRESS: 



1200 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX 

BERNHARO-NOCHT STR 78 

HAMBURG 4 

D-2000 
FED. REPUBLIC OF GERMANY 




MAIL-CODE: SU 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CD COMPUTERS INSTALLED: 



INST-DATE CM 



ECS 



CYBER 170-730 453 13/05/86 19BK - 
CYBER 18 D70-730 453 13/05/ 19SK 



OPERATING SYSTEM 
NOS 2 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP . MR. ANTONIO MONCAD DA SILVA CORDEIRO 

01-539851 



Nl-QTY 



l-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


R 180-930 112 




01/11/87 


16M 




NOS 2.5/NOSVE 1 


APPLICATION 




PERCENTAGE 








ADMN 




005 








SCIE 




095 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



SR MR. CHRISTOPH BROCKMANN 
SOFTHARE MANAGER 



IM MR. HENNING 
ANALYST 



SR MR . HORST 
DP MANAGER 



MEISSNER 
HECHT 



RP MR. MANFRED GRUENEHALD 
COMPUTER INSTALLATION MANAGER 



040 3190 755 
040-3190-714 
040-3190 397 
040 3190 390 



NL-QTY 

1 
1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DIT 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS COOEIVIM ): - CHANGED: 861015 
STATUS CODE(ECOOU): VM PRI-INOUSTRV: 



NAME: CTT-DIRECCAO GERAL TELECOMUNICACOES 
DIRECCA INFORMATICA TELECOM. 
OTHS 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



AODRESS-CODE: XX MAIL-CODE: SU 



AV. FONTES PEREIRA DE MELO 

40-10 

LISBOA 

1089 .. 
PORTUGAL 
63435 DITEL P 



»» THIS PAGE INTENTIONALLY LEFT BLANK «* 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-840 365 



INST-DATE CM 
03/08/86 16M 



ECS 



OPERATING SYSTEM 
NOS-NOS/VE 



APPLICATION 
BUSH 

ENGN 



PERCENTAGE 
050 
050 



INSTALLATION MEMBER (AODRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST , PHONE 

SR MR. MARIO GASPAR 



RP 



MR. MARIO 
SYSTEMS DIVISION 



MR. RODRIGO MENDON FERREIRA 
DIRECTOR 



HL-QTY 

01 5400 20 1579/1580 1 

01 540020 1560 1 
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AS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DKRZ 
PRIMARY USER GROUP: ECODU 

NAME: DEUTSCHES KLIMARECHENZENTRUM GMBH 
FORMERLY MPIM 



STATUS CODE(VIM ): - CHANGED: 880203 
STATUS COOE(ECODU): VM PRI-INOUSTRY: GOVT 



ECODU/VIM MEMBERSHIP RECORD 



AS OF 1988/11/09 



RP 



MR. H. 
GENERAL MANAGER 



SELL 



♦+49 + 40 4114-222 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 

BUNDESSTRASSE 55 

HAMBURG 13 

D-2000 
FED. REPUBLIC OF GERMANY 
211 092 



XX MAIL-CODE: AV 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 180-860 


379 


CYBER 20S 


529 


APPLICATION P 


SCIE 




COMMITTEE MEMBERS 




COMMITTEE CODE 


NAME 


ECC 


HINRICHS 


EC200 


FICHTEL 


EPLAN 


SELL 



12/86 
03/85 



PERCENTAGE 
100 



2M 
4M 



ECS 



OPERATING SYSTEM 



NOS 2 
VS0S2 



INITIALS CHAIR 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

IM MR. E. HINRICHS 



NL-QTY 



SR 



MR. H. FICHTEL 

DEPUTY DIRECTOR OF EDP 



+♦49 ♦40-4114-292 



♦♦49 ♦40-4114-220 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DOJN 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): RE CHANGED: 880415 
STATUS COOE(ECODU): VM PRI-1NDUSTRY: 



NAME: 



HOPITAL CANTONAL DE GENEVE 
DIVISION D INFORMATIQUE 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: OPT 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): RE CHANGED: 830113 
STATUS CODE (ECODU): VH PRI- INDUSTRY: 



DANISH POST AND TELEGRAPH 
EOB-CENTERET SYSTEM PROGRAM SEKT 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 
DIVISION D INFORMATIQUE 

GENEVE 4 



CH-1211 



SNITZERLANO 
2 



XX MAIL-CODE: SU 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 
BERNSTORFFSGADE 36 
COPENHAGEN V 
DENMARK 



DK-1577 



XX MAIL-COOE: SU 



CO COMPUTERS INSTALLED: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL- 


■NO 


INST-DATE 


CM 


CYBER 180-840 320 




08/85 


2M 


CYBER 180-855 227 




09/84 


1M 


APPLICATION 




PERCENTAGE 




BUSN 




030 




MEDI 




OBO 





ECS 



OPERATING SYSTEM 



NOS 2.3 
NOS 2.3 



INSTALLATION MEMBER (ADBRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

IM MR. D. DE ROULLET 



MR. D. 
SYSTEM ENGINEER 

RP MR. ROBERT 

. SENIOR ANALYST 



BAUD 



0041 22 22 S202 



0041 22 22 62 02 



NL-QTY 

1 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


CYBER 170-750 


451 


02/81 


25 6K 


CYBER 170-750 


601 


02/80 


25 6K 


CYBER 170-825 


209 


06/83 


8MB 


CYBER 170-825 


211 


06/83 


4MB 


CYBER 170-825 


228 


03/83 


8HB 


CYBER 170-825 


283 


07/84 


8MB 


CYBER 180-830 


189 


06/85 


32MB 


CYBER 180-990E 


201 


09/87 


32MB 


CYBER 180-990E 


223 


10/87 


32MB 


APPLICATION 


PERCENTAGE 




BUSN 








COMMITTEE MEMBERS 








COMMITTEE CODE 


NAME 






ECCOS 


BJORN 







ECS 



OPERATING SYSTEM 

NOS/BE 

NOS/BE 

NOS/BE 

NOS/BE 

NOS/BE 

NOS/BE 

NOS-NOS/VE 

NOS/BE-NOS/VE 

NOS/BE 



INITIALS 

PETER 



CHAIR 

M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. PETER BJORN 



MR. PETER 
SYSTEMS ANALYST 



NL-QTY 



01 144470 X2073 



41 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: DND 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): CHANGED: 880111 
STATUS COOE(ECODU): VM PRI-INDUSTRY: GOVT 



NAME: 



DEUTSCHER METTERDIENST 
RECHENZENTRUM 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION COOE: ECMNF 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM 1: RE CHANGED: 860403 
STATUS CODE(ECOOU): VM PRI-INDUSTRY: 



NAME: EUROPEAN CENTER FOR MEDIUM RANGE 
HEATHER FORECASTS 



MAIL ADDRESS: 



ADDRESS-CODE: 
KAISERLEISTR.42 



STREET: 

STREET-2: 

CITY: OFFENBACH (MAIN) 

STATE/POSTAL: D 6050 

COUNTRY: FED. REPUBLIC OF GERMANY 

TELEX/THX: 



XX MAU-COOE: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: 



SHINFIELD PARK 

READING BERKSHIRE 

RG2 9AX 
UNITED KINGDOM 
847 908 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 172 
CYBER 173 
CYBER 76 
CYBER 850 
CYBER 850 



127 
128 

206 
456 
478 



DEC 76 
DEC 76 
DEC 76 
05/87 
06/87 



PERCENTAGE 



48K 

192K 

64K 

32MB 
32MB 



ECS 



25 6K 
25 6K 



OPERATING SYSTEM 

NOS/BE 1.0 
NOS/BE 1.0 
SCOPE 2.1.4 
NOS/VE 1.2.3 
NOS/VE-NOS/BE 1. 



APPLICATION 
OTHS 
5CIE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



RP 



MR. P. SCHAHZ 

REGIERUNGSDIREKTOR 



8062569 



Nl-QTY 
1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-825 254 
CYBER 170-835 111 
CYBER 170-855 115 



INST-DATE CM 



ECS 



12/83 
12/80 
07/83 



512K 

1M 

2M 



APPLICATION 
SCIE 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 
IM 



OPERATING SYSTEM 

NOS/BE 
NOS/BE 
NOS/BE-NOS/VE 



SR 



RP 



IM 



IM 



DR. A. LEA 

HEAD USER SUPPORT SECTION 



MR. C. HUBERG 

HEAD OPERATING SYSTEMS SECTION 



MR. G. R. HOFFMANN 

HEAD COMPUTER DIVISION 



MR. JENS 
PRINCIPAL ANALYST 



DAABECK 



MR. P. GRAY 

HEAD COMM. AND GRAPHICS SECTION 



PHONE 
0734-876 000 
0734-878000 
0734-876000 
0734-876000 
0734-876000 



NL-QTY 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ECSN 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 

STATUS CODE (VIM ): - CHANGED: 860624 
STATUS COOE(ECODU): VM PRI-1N0USTRY: OTHS 



ESCUELA DE CAMINOS OE SANTANDER 
CENTRO OE CALCULO DE NUCLENOR 
ENGN 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


AVENIDA DE LOS CASTROS 


•STREET-2: 


- 


CITY: 


SANTANDER 


STATE/POSTAL: 


CANTABRIA 3900S 


COUNTRY: 


SPAIN 


TELEX/TNX: 


35640 NSAN 



XX MAIL-CODE: SU 



»» THIS PAGE INTENTIONALLY LEFT BLANK »* 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-810 119 



INST-DATE CM ECS OPERATING SYSTEM 
12/16/84 2048K - NOS 2.5.2 



APPLICATION 
ENGN 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST 

IM MR. AGUSTIN ZAMORA GOMEZ 
COMPUTER ANALYST 

RP MR. VALENTIN ARROY FERNANDEZ 
COMPUTER MANAGER 



PHONE 


Nl-QTY 


- 


1 


942-274964 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: EEBOD 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): - CHANGED: 851211 
STATUS CODE(ECODU): VM PRI-INDUSTRV: OTHS 



NAME: 



ECODU EXTENDED BOARD OF DIRECTORS 
EBOD 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: SU 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



LEIBNITZ-RECHENZENTRUM 
BARER STR. 21 
MUENCHEN 2 

0-8OOO 
FED. REPUBLIC OF GERMANY 
05-24-634 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP MR FALKO FOCK 



MAIL ADDRESS: 







PHONE 




NL 


-QTY 




0641 


702 


2512 




1 


ADDRESS 


CODE: 


01 


MAIL 


-CODE: 


SU 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 

MR. DANIEL 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



RP 



MR. 



OLOF 



HOCHSCHULRECHENZENTRUM 
HEINRICH-BUFF-RING 44 
GIESSEN 

D-6300 
FED. REPUBLIC OF GERMANY 
17-6419013 



QUILLIVIC 



91-642576 



ADDRESS-CODE: 04 MAIL-CODE: 



SU 



TELESYSTEMS 

35 PLACE DU RHONE 

SHIC 

449 
FRANCE 
26345 7F 

MARTENSSON 



46-90-16-60-00 



ECODU/VIM MEMBERSHIP RECORD 
MAIL ADDRES5: 



RP 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



RP 



MR. 



EMU 



MAIL ADDRESS: 



RP 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 

DR. HELMUT 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



RP 



MR. 



PAUL 



AS OF 1988/11/09 

ADDRESS-CODE: 08 



MAIL-CODE: SU 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 

MS. JOKE A. 



UMEA DATAMJSKINCENTRAL 
UNIVERSITET SOMRAOET 
UMEA 

S-901 87 
SNEDEN 



DORREPAAL 



ADDRESS-CODE: 



MAIL-CODE: SU 



POSTBOX 4613 
AMSTERDAM 



NETHERLANDS 
12571 MACTR NL 



1009 AP 



HINRICHS 



ADDRESS-CODE: 11 MAIL-CODE: AV 



PRAKLA SEISMOS AG 
BUCHHOLZER STR 100 
HANNOVER 51 

0-3000 
FED. REPUBLIC OF GERMANY 
922419 



PRALLE 



45-1-47-1477 



ADDRESS-CODE: 

SCHLOSSNENDER STRASSE 5 

HANNOVER 1 

D-3000 
FED. REPUBLIC OF GERMANY 

ALLATT 
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ECODU/VIM MEMBERSHIP RECORD 
MAIL ADDRESS: 



AS OF 1988/11/09 
ADDRESS-CODE: 



13 MAIL-CODE: SU 



RP 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 

MR. DIETZ 



IMPERIAL COLLEGE COMPTER CENTRE 

EXHIBITION ROAD 

LONDON 

SH7 2BX 
UNITED KINGDOM 
2S1503 



SCHUBRING 



49-89-2105-7485 



MAIL ADDRESS: 



ADORtSS-CODE: 14 MAIL-CODE: SU 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



LEIBNIZ-RECHENZENTRUM 
BARER STR. 21 
MUENCHEN 2 

D-8000 
FED. REPUBLIC OF GERMANY 
05-24-634 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ELF 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEfVIM ): RE CHANGED: 831227 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: ELF-FRANCE 

DIVISION INFORMATION 



MAIL AODRESS: 


AODRESS-CDDE 


STREET: 


PLACE DE LA COUPOLE 


STREET-2: 


- 


CITY: 


PARIS LA DEFENSE CEDEX 45 


STATE/POSTAL: 


F92078 


COUNTRY: 


FRANCE 


TELEX/THX: 


ELFA 615400 



XX MAIL-CODE: SU 



CO COMPUTERS INSTALLED: 

MAIH-FRAME-TYPE SERIAL-NO 
CYBER 170-750 465 



APPLICATION 
BUSN 
OPRS 
SCIE 



INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


06/81 


196K 


512K 


NOS/BE 1.4 


ICENTAGE 
070 








010 








020 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS TTL FIRST - NAME 



SR 



IM 



RP 



MR. JEAN C. 
SYSTEM MANAGER 



MR. M. C. 



MR. PAUL 
COMPUTER MANAGER 



LAST 
SENECHAL 

MOULIN 

SEGUIER 





PHONE 


NL-QTY 


33 


1 47445781 


1 


33 


1 47442738 


1 


33 


1 47445774 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ENR 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS COOEIVIM ): VM CHANGED: 880412 
STATUS COOE(ECOOU): VM PRI-INOUSTRY: 



NAME: 



ENR TECHNISCH HETENSCHAPPELIJK 
REKENCENTRUM 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ENUSA 
PRIMARY USER GROUP: VIM 



AS OF 1988/11/09 

STATUS COOEIVIM ): VM CHANGED: 861003 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



NAME: 



EMPRESA NACIONAL DEL URANIO S.A. 
SUBDIRECCION DE INFORMATICA 



MAIL ADDRESS: 



STREET: 

STREET-2:' 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 

HESTERDUINNEG 3 

1755 IE PETTEN 

NETHERLANDS 
57211 REACPNL 



XX MAIL-CODE: 



SU 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 
SANTIAGO RUSINOl 12 
MADRID 



28040 



SPAIN 

43042 URAN E 



XX MAIL-CODE: AV 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 175 
CYBER 855 



303 

105 



02/12/78 
12/01 



256K 
82 



ECS 
512K 



OPERATING SYSTEM 



NOS/BE 
NOS/BE-NOS/VE 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 180-810 
CYBER 180-830 



148 



INST-DATE CM 



512K 
01/01/85 512K 



ECS 



OPERATING SYSTEM 



N0S2 
NOS 2 



APPLICATION 
ENGN 
SCIE 



PERCENTAGE 
050 
050 



APPLICATION 
8USN 
ENGN 



PERCENTAGE 
020 
080 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATEDI 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. FRANS LIEFBROER 
MANAGER COMPUTER SYSTEMS DEPT. 



MR. PETER 
MANAGING DIRECTOR 



STRUCH 



02246-4284 



02246-4505 



Nl-QTY 
2 

1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR MR. FRANCISCO RODRIGUEZ 



RP MR. RICARDD TRASCASA 
JEFE SUBDIRECCION INFORMATICA 



PHONE 


NL-QTY 


91 2541400 


1 


91 2541408 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: EPFL 
PRIMARY USER GROUP: ECODU 

NAME: ECOLE POLVTCCHNIQUE FEDERALS 



AS OF 1988/11/09 

STATUS CODEiVIM ): VM CHANGED: 881103 
STATUS CODE(ECODU): VM PRI-INOUSTRY: EDUC 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ETHZ 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS COOEIVIM ): VM CHANGEO: 830517 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



RECHENZENTRUM DER EIDGENOESSISCHEN 
TECHNISCHEN HOCHSCHULE ZUERICH 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: SU 



STREET: C.P. 121 

STREET-2: 

CITY: LAUSANNE 

STATE/POSTAL: - 

COUNTRY: SWITZERLAND 

TELEX/TNX: 455934 EPMI CH 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



CLAUSIUSSTR.55 

ZUERICH 

SWITZERLAND 
58503 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-855 219 



INST-DATE CM ECS 
84/06/25 32MB - 



APPLICATION 


PERCENTAGE 


EDUC 


010 


ENGN 


025 


OTHS 


005 


SCIE 


060 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STA 
IM 

SR 

RP 



OPERATING SYSTEM 
DUAL NOS-NOS/VE 



TTL FIRST - NAME 


- LAST 


PHONE 


NL-QTY 


MR. FRED 


ROUGEMONT 






TECHNICAL MANAGER 




(021) 472202 


1 


MR F. 


VALENZUELA 






- 




41-21-6932215 


1 


MR. M. 


JAUNIN 






- 




41-21-6932202 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-720 495 

CYBER 170-730 502 

CYBER 174 209 

CYBER 180-855 107 



APPLICATION 
ENGN 

OP. RESEARCH 
SCIE 



INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


01/08/81 


96K 


1000K 


EMOS 3.4 


01/08/81 


262K 


1000K 


EMOS 3.4 


01/10/77 


262K 


1000K 


EMOS 3.4 


15/01/86 


64M 


- 


NOS/VE a NOS 2.4 


PERCENTAGE 








030 








010 








060 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL 


FIRST - 


NAME - 


LAST 


SR 


MR. 


JAN 




ROZKOSNY 




HEAD 


SOFTNARE 


GROUP 




RP 


MR. 


PETER 




STAUB 




HEAD 


SOFTNARE 


GROUP 





IM 



MR. REINHOLD GAEBEL 
HEAD CONSULTANT OFFICE 



PHONE 
01 256 3496 
01 256 3496 
01 256 3494 



NL-OJY 
1 
1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FIMI 
PRIMARY USER GROUP: ECODU 

NAME: FISKERIMINISTERIET 



AS OF 1988/11/09 

STATUS COHKVIH ): VM CHANGED: 870119 
STATUS CODE(ECODU): VM PRI-INDUSTRY: GOVT 



AS OF 1988/11/09 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FMI 
PRIMARY USER GROUP: ECODU 

NAME: FINNISH METEOROLOGICAL INSTITUTE 
ASSOCIATE 



STATUS CODEIVIM ): CHANGED: 861110 
STATUS CODE(ECODU): AM PRI-INDUSTRY: 



MAIL ADDRESS: 



STREET: STORMGADE 2 

STREET-2: 

CITY: KOBENHAVN K. 

STATE/POSTAL: - 

COUNTRY: DENMARK 

TELEX/THX: 16144 FM OK 



ADDRESS-CODE: XX MAIL-CODE: SU 



OK- 1470 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



VUORIKATU 24 
P. 0. BOX 603 
HELSINKI 10 

FINLAND 
124436 ETKL SF 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-OATE CM ECS 
CYBER 180-830 182 04/85 12M 



APPLICATION PERCENTAGE 
STATISTICS 8 ADMIN. 



INSTALLATION MEMBER (AODRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

ERIKSEN 



OPERATING SYSTEM 
NOS/NOS VE 



Nl-QTY 



SR MR. CLAUS 
DP MANAGER 



RP MR. JOHN 
D P MANAGER 



KJERSGAARO 



01-926626 



01-926644 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-730 435 
CYBER 18 (2) 435 
SYSTEM 17 435 



INST-DATE CM 

040680 262K 

170979 64K 

150775 32K 



ECS 



APPLICATION 
SCIE 



PERCENTAGE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



OPERATING SYSTEM 

NOS 

MSOS 

MSOS 



STATUS 


TTl FIRST - NAME 


- LAST 


PHONE 


NL-QTY 


IM . 


MR. LARS 
SENIOR ANALYST 


NINBERG 


90 1929456 


1 


IM 


DR. MIKKO 


ALESTALO 








HEAD OF DATA PROCESSING 


90 1929450 


1 


SR 


MR. TIMO 
SENIOR ANALYST 


HOPEAKOSKI 


90 1929453 


1 


IM 


MR. VESA 


KARHILA 








SENIOR ANALYST 




90 1929455 


1 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION COOE : ERA 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 

STATUS CODElVIM ): CHANGED: 870119 
STATUS CODE(ECODU): VM PRI-INDUSTRY: GOVT 



FORSVARETS RADIOANSTALT 
VM 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FRALY 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): - CHANGED: 880204 
STATUS CODE(ECODU): VM PRI-INDUSTRY: UTL 



NAME : FRAMATOME 

CENTRE INFORMATIQUE 
FORMERLY FGA 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: SU 



MAIL ADDRESS: 



STREET: 


BO) 


( 301 






STREET-2: 










CITY: 


BROMMA 1 






STATE/POSTAL: 






S-161 26 




COUNTRY: 


SHEOE 






TELEX/TNX: 










CD COMPUTERS INSTALLED: 






. 




MAIN-FRAHE-TYPE SERIAL 


-NO 


INST-DATE 


CM ECS 


OPERATING SYSTEM 


CYBER 170-730 425 




80/06/02 


262K 


NOS 


CYBER 180-810 149 




85/02/04 


262K 


NOS 


CYBER 180-990 ? 




01/09/87 


" 


" 


APPLICATION 




PERCENTAGE 






SCIE 




100 







INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP MR. CHRISTER OSTLUNO 
DATA PROCESSING MANAGER 



NL-QJY 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TEIEX/TNX: 



ADDRESS-CODE: 
10 RUE JULIETTE RECAMIER 
LYON 



XX MAIL-CODE: 



AV 



69006 



FRANCE 

FRALY 370S18F 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 180-830 118 
CYBER 930-11 171 



INST-DATE CM 



ECS 



09/23/85 
02/11/87 



2048K 
16MB 



APPLICATION 
CIVIL NUCLEAR 
ENGN 
NETHORK 
SCIE 



PERCENTAGE 
050 
020 
010 
020 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



OPERATING SYSTEM 



NOS 2.4.1 
NOS/VE 1.2.1 



STATUS TTL FIRST - NAME 



IM 



MR. JEAN-PIERRE 
RESPONSABLE SYSTEME 



LAST 
MALFOIS 



MR. JEAN GARCIN 

CHEF DEPARTMENT INFORMATIQUE 



MR. ROGER MAGNAN 
CHEF SECTION SYSTEMES ET RESEAUX 



PHONE 



72 74 87 36 



72 74 80 38 



72 74 83 13 



Nl-QTY 



57 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: FRAM 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEtVIM ): VM CHANGED: 821207 
STATUS CODE(ECODU): VM PRI-INOUSTRY: 



NAME : FRAMATOME 

SERVICE DE L INFORMATIQUE SCIENTIFIC 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FUB 
PRIMARY USER GRDUP: ECODU 
NAME 



AS OF 1988/1 1/09 

STATUS CODElVIM I: VM CHANGED: 850206 
STATUS CODE(ECQDU): VM PRI-INDUSTRY: EDUC 



ZENTRALEINRICHTUNG FUR DATENVERAR 
BEITUNG (ZEDAT) FREIE UNIVERS .BERLIN 



MAIL ADDRESS: 



ADDRESS-CODE: 
TOUR FIAT - CEDEX IS 



XX MAIL-CODE: 



SIJ 



STREET: 

STREET-2: 

CITY: PARIS LA DEFENSE 

STATE/POSTAL: F -92084 

COUNTRY: FRANCE 

TELEX/TH*: FRAMA 630 635 F. 



CD COMPUTERS INSTALLED: 



l-FRAME-TYPE SERIAL- 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


R 170-835 605 




02/82 


512K 


- 


NOS 


APPLICATION 




PERCENTAGE 








ENGN 




050 








sen 




050 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



Nl-QTY 



SR 



RP 



MS. C. LAPLACE 

CHEF DU DEPARTMENT PRODUCTION 



MR. PHILIPPE H. 
CHEF DE SERVICE 



VAN SURELL 



33 1 47961307 



33 1 479E5300 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 


FABECKSTR. 32 

BERLIN 33 

D-1000 
FED. REPUBLIC OF GERMANY 


CO COMPUTERS INSTALLED: 




MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE CM ECS 


CYBER 180-860 237 


85/01/06 4000K - 


APPLICATION 
SCIENTIFIC 


PERCENTAGE 



OPERATING SYSTEM 
NOS/BE 1.5(0UAL) 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



MR. ALEXANDER GIEDKE 
LE1TER DER ZENTRALEINRICHTUNG 



030 838 4215 



NL-QTY 
2 



SR 



MR. NILFRIED BORDFELD 

STELLV. LEITER DER ZENTRALEINRICHTUN 030 838 6055 



59 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: FUF 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): RE CHANGED: 840320 
STATUS CODEIECOOU): VM PRI-INDUSTRY: 



NAME: 



FIDES TREUHANDGESEILSCHAFT 
RECHENZENTRUM 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GCHO 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS CODEIVIM ): - CHANGED: 881107 
STATUS CODEIECOOU): VM PRI-IHOUSTRY: SCIE 



NAME: 



GOVERNMENT COMMUNICATIONS HQ 
X34 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



BADENERSTR 172 



ZURICH 



SHITZERLAND 
5 



MAIL 


ADDRESS: 


ADDRESS-CODE 




STREET: 


PRIORS ROAD 




STREET-2: 


ROOM F/1203 




CITY: 


CHELTENHAM 




STATE/POSTAL: 


GLOUCESTERSHIRE GL52 5AJ 




COUNTRY: 


ENGLAND 




TELEX/TNX: 


- 



XX MAIL-CODE: SU 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


■NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 113 
CYBER 930-11 152 




10/84 
10/87 


16M 


- 


NOS 2.1 
NOS/VE 


APPLICATION 
BUSH 
ENGN 
OPRS 
OTHS 
SCIE 




PERCENTAGE 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



IM 



SR 



RP 



MR. B. HECK 

MANAGER ENGINEERING GROUP 



MR. HEINRICH 
SYSTEM MANAGER 

MR. MARTIN 
SOFTHARE SUPPORT 



EGGENBERGER 



SALZMANN 



01 249 2718 



01 249 2713 



01 249 2717 



NL-QTY 



CD COMPUTERS INSTALLED: 

MAIN'FRAME-TYPE SERIAL-NO 
CYBER 930-11 249 



INST-DATE CM ECS 
04/88 16MB 



OPERATING SYSTEM 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR 



MR. ALAN PHILLIPS 

MGR OF SUPERCOMPUTER SYS 



RP 



MR ALAN 

MGR OF CDC SYSTEMS 



THOMAS 



0242-221491 X3185 



0242-221491 X3589 



Nl-QTY 

1 
1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GFTA 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS COOEfVIM ): - CHANGED: 880203 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



NAME: GESELLSCHAFT FUER TRENDANALYSEN 
DATA CENTER 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: GRAMA 
PRIMARY USER GROUP: ECODU 

NAME 



AS OF 1988/11/09 

STATUS CODE(VIM ): - CHANGED: 861229 
STATUS COOE(ECODU): VM PRI-INDUSTRY: OTHS 



CENTRE ETUDES OE GRAMAT 
SERVICE CALCUL AUTOMATIQUE 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



AODRESS-COOE: 

MAX-PLANCK-STRASSE 15 

ERKRATH 

4006 
FED. REPUBLIC OF GERMANY 
08588S01 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



SU 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



GRAMAT 



FRANCE 

CEGRAMA 531679F 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



ECS 



CYBER 180-830 
CYBER 180-830 



164 
301 



APPLICATION 
BUSN 



1985 
1986 



PERCENTAGE 
100 



4MB 
4MB 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

SR MR. ANDREAS SCHMIDT 
SYSTEM PROGRAMMING 



RP MR. RAINER PFENNIG 
MANAGER DATA CENTER 



OPERATING SYSTEM 



NOS 2 
NOS 2 



PHONE 


Nl-QTY 


0211 204001 


1 


0211 204001 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-750 471 
CYBER 180-810 2746 
CYBER 180-990 117 



INST-DATE CM 



APPLICATION 
SCIE 



PERCENTAGE 
100 



ECS 



02/15/82 262K 500K 
04/15/86 1000K - 
08-19-86 2000K - 



OPERATING SYSTEM 

NOS 
NOS 
NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

SR MR. JACQUES CINIER 
CHEF EXPLOITATION 



RP 



MR. VINCENT MARTIN 

CHEF DU SERVICE CALCUL AUTOMATIQUE 



PHONE 


NL-QTY 


65387370 


1 


65387370 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: HUJI 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 850205 
STATUS CODE(ECODU): VM PRI-INOUSTRY: 



NAME: 



HEBREN UNIVERSITY OF JERUSALEM 
COMPUTATION CENTER 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: HYDRO 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): CA CHANGED: 870114 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



NORSK HYDRO A/S 
F-INFORMATIKK 



MAIL ADDRESS: 




STREET: 


TAYLOR BLOG 


STREET-2: 


GIVAT-RAM 


CITY: 


JERUSALEM 


STATE/POSTAL: 


- 


COUNTRY: 


ISRAEL 


TELEX/THX: 


25391 



ADDRESS-CODE: XX MAIL-CODE: 



91904 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



ECS 



CYBER 170-825 
CYBER 170-855 



110 
104 



10/81 
08/84 



PERCENTAGE 



524K 
1500K 



OPERATING SYSTEM 



NOS 2 

NOS 2-NOS/VE 



APPLICATION 
EDUCATION 
LIBRARY 
MEDI 
SCIE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTl FIRST - NAME - LAST 


PHONE 


Nl-QTY 


IM 


MS. RUTH NEINBERG 








PROGRAM LIBRARIAN 


972-2-584542 


1 


SR 


MR. SIMON SHICKMAN 








MANAGER SYSTEM PROGRAMMING 


972-2-584279 


1 


RP 


MR. TSVI KIDRON 








DIRECTOR 


972-2-584218 


1 


IM 


DR. YAEL NAAMAN 








MANAGER, USER SERVICES 


972-2-584217 


1 



STREET: 


P. 0. BOX 4313 








STREET-2: 


- 








CITY: 


NYGAARDSTANGEN 








STATE/POSTAL: 


- 


H-5013 






COUNTRY: 


NORNAY 








TELEX/THX: 


40632 HYDRO N 








CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-850 337 


06/10/85 


16M 




NOS-NOS/VE 


APPLICATION 


PERCENTAGE 








SCIE 


010 








SEISMIC 


090 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

RP MR. DAGFINN AMUNDSEN 



NL-QTY 



MR. DAGFINN 
SYSTEMS ANALYST 



SR MR. HALVOR ROYSET 
APPLICATION ANALYST 



05-995000 



05 995000 



65 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: IABG 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS CODE(VIM ): RE CHANGED: 881107 
STATUS CODE(ECOOU): VM PRI-INDUSTRY : OTHS 



NAME: 



1NDUSTRI EANLAGEN-BETRIEBSGES . MBH . 
ABT. TDZ 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADORESS-CODE: XX MAIL-CODE: SU 



LEIBNIZSTR. 



OTTOBRUNN 

0-8012 
FED. REPUBLIC OF GERMANY 
524001 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATII 


CYBER 170-835 106 




1024K 


- 


NOS 2. 


NOS 2.3 


CYBER 175 203 




JUl-77 


256K 


- 


NOS 2.3 


CYBER 175 323 




12/85 


25 6K 


- 


NOS 2.3 


APPLICATION 




PERCENTAGE 








SCIE 




100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 



SR 

RP 



MR. HANS-GEORG KOSCHKAR 
SYSTEM PROGRAMMING MGR. 



MR 



HORST 



KOLAR 



PHONE 


NL-QTY 


(89) 6008-2407 


1 


(89) 6008-2376 


1 
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ECODU/VIM HEHBERSHIP RECORD 
INSTALLATION CODE: ICST 
PRIMARY USER GROUP: ECODU 

NAME: IMPERIAL COLLEGE COMPUTER CENTRE 



AS OF 1988/11/09 



STATUS CODE (VIM ) : VM CHANGED: 850320 
STATUS CODE (ECODU): VM PRI- INDUSTRY: EDUC 



ECODU/VIM MEMBERSHIP RECORD 



RP 



AS OF 1988/11/09 



MR. PETER NHITEHEAD 
SYS. MGR. S DEPUTY HEAD OF DEPT. 



01 589 5111 X4961 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 


EXHIBITION ROAD 
SOUTH KENSINGTON 

LONDON 

UNITED KINGDOM 

929484 


SH7 2BX 




CO COMPUTERS INSTALLED; 








MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS OPERATING SYSTEM 


CYBER 170-730 513 
CYBER 170-855 121 
CYBER 180-930-31125 


09/81 
09/83 
08/87 


262K 
2048K 

64MB 


NOS 2.5.1 

NOS 2.5.1-NOS/VE 

VE 1.2.3 


APPLICATION 
ENGN 
MEDI 
SCIE 


PERCENTAGE 
060 
005 
035 






COMMITTEE MEMBERS 








COMMITTEE CODE NAME 




INITIALS CHAIR 


ELSTC ALLATT 




PAUL N 


ECCOS NHITEHEAD 




PETER N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

IM MR. A. G. SPIRLING 



SR 



MR. A. G. 
COMPUTER MANAGER 



MR. PAUL ALLATT 

GROUP LEADER (COMPILERS) 



NL-QTY 
01 589 5111 X4910 



01 589 5111 X4966 



1 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: IMC 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): CA CHANGED: 850723 
STATUS COOE(ECODU): VM PRI-INDUSTRY: 



NAME: BEZEQ-THE ISRAEL TELECOMM. CORP. LTD 
SYSTEMS AND COMPUTERS DIVISION 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: IMD 
PRIMARY USER GROUP: ECODU 

NAME: ISRAEL MINISTRY OF DEFENSE 



AS OF 1988/11/09 



STATUS CODEIVIM ):VM CHANGED: 820917 
STATUS COOE(ECODU), VM PRI-INDUSTRY: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 
SHVILl HAMERETZ S 
TEL-AVIV 

ISRAEL 



81999 



XX MAIl-COOE: AV 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: AV 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



P. 0. BOX 2250 

HAIFA 

ISRAEL 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 180-830 
CYBER 180-860 



140 
354 



APPLICATION 
BUSH 
ENGN 



INST-DATE 



04/86 
12/85 



PERCENTAGE 
095 
005 



CM 



8M 

2M 



ECS 



OPERATING SYSTEM 



NOS 2.4.3 
NOS 2.4.3 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 170 
CYBER 730 



APPLICATION 
BUSN 
SCIE 



INST-DATE 


CM 


08/77 


198K 


08/81 


262K 


PERCENTAGE 





ECS 



OPERATING SYSTEM 



NOS 
NOS/BE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST 

SR MR. DAVID MAZOR 
ASSISTANT MANAGER 



SR MR. JOSEPH KLAIN 
MGR OF COMPUTER TECHNOLOGY 



RP MR. SHIMON 

VICE PRESIDENT 



RROKIN 



PHONE 


NL-QTY 


03-821109 


1 


03 899834 


1 


03-822209 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST . PHONE 

RP MR. EMANUEL HIND 



IM 



MS. SHARONA 
LIBRARIAN 



DUCHNE 



NL-QTY 
1 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: INAT 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): CA CHANGED: 870908 
STATUS CODE(ECODU): VM PRI-INDUSTRY: ENR 



NAME: 



INTERNATIONALE ATOMREAKTORBAU GMBH 
K123 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: INMG 
PRIMARY USER GROUP: ECODU 

NAME: INSTITUTO NAC METEO E GEOFISICA 



AS OF 1988/11/09 

STATUS C0DEIV1M »: - CHANGED: 860624 
STATUS COOE(ECODU): VM PRI-INDUSTRY: OTHS 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


FRIEDRICH-EBERT-STR. 


STREET-2: 




CITY: 


BERGISCH-GLADBACH 1 


STATE/POSTAL: 


D-50S0 


COUNTRY: 


FED. REPUBLIC OF GERMANY 


TELEX/THX: 


8878 457 IAGL D 



XX MAIL-CODE: 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


RUA C-AEROPORTO DE LISBOA 


STREET-2: 


- 


CITY: 


LISBOA 


STATE/POSTAL: 


1800 


COUNTRY: 


PORTUGAL 


TELEX/THX: 


- 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-840 367 



CO COMPUTERS INSTALLED: 



APPLICATION 
BUSN 
ENGN 
SCIE 



INST-DATE CM 
01/03/8B 16M 



PERCENTAGE 
10 
70 
20 



ECS 



OPERATING SYSTEM 
NOS/BE-NOS/VE 



MAIN-FRAME-TYPE SERIAL 


•NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 196 
CYBER 18-20 6160 
CYBER 18-20 6171 




07/27/85 
12/31/81 
07/25/81 


4M 

96K 

96K 


- 


NOS 2 

ITOS 

MSOS 


APPLICATION 
BUSN 




PERCENTAGE 
100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME 


- LAST 


PHONE 


SR 


MR. ARMIN 
SYSTEM BETREUER 


HILGEROTH 


02204 842531 


RP 


MR . HARTMUT 
LEITER RZ 


STEINECK 

• 


02204 843076 


IM 


MR . H . BAUR 
RZ PLANUNG UNO KONTROLLE 


02204 842291 



Nl-QTY 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. JORGE SIMOES CRISTINA 



NL-QTY 



SR 



MR. JORGE SIMOES 
DIRECTOR 



1-802122 X143 



MR. MARIO RODRIGUE ALMEIDA 
DIRECTOR 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ilINR 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED.' 851001 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



JOINT INSTITUTE FDR NUCLEAR RESEARCH 
LABORATORY FOR COMPUTER TECH & AUTOM 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: JLUG 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 

STATUS CODE(VIM ): RE CHANGED: 860612 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



UNIVERSITAET GIESSEN 
HOCHSCHULRECHENZENTRUM 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



P. 0. BOX 79 

DUBNA 
MOSCON 
U.S.S.R. 
D 



ADDRESS-CODE: XX MAIL-CODE: AV 



101000 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 

HEINRICN-BUFF-RING 44 

GIESSEN 

D-B300 
FED. REPUBLIC OF GERMANY 
17-6419013 JLUGHRZ 



XX MAIL -CODE: 



CD COMPUTERS INSTALLED 
MAIN 
6500 



CO COMPUTERS INSTALLED: 



l-FRAME-TYPE SERIAL 


-NO 


INST-OATE 


CM 


ECS 


OPERATING SYSTEM 


» 1125 




1976 


131K 


- 


NOS/BE 


APPLICATION 




PERCENTAGE 








5CIE 




100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL 
IM 

RP 



TTL FIRST - NAME 


- LAST 


PHONE 


NL-QTY 


DR. N. N. 


GOVORUN 






DEPUTY DIRECTOR 




926-22-41 


1 


DR. S. A. 


SCHELEV 






DEPUTY DIRECTOR 




926-22-41 


1 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS OPERATING SY 


CYBER 180-860 


370 


02/05/86 


16M 


NOS a NOS/VE 


APPLICATION 
5CIE 


PERCENTAGE 
100 






COMMITTEE MEMBERS 










COMMITTEE CODE 


NAME 






INITIALS CHAIR 


ECCOS 


FOCK 






FALKO N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
IM 



SR 



MR. DIETER NEISS 
APPLIC. SOFTNARE MANAGER 



MR. FALKO 
SOFTHARE MANAGER 



DR. JOSEPH 
DIRECTOR 



FOCK 



HAMMERSCHICK 



PHONE 


Nl-QTY 


0641 702 2514 


1 


0641 702 2512 


1 


♦+49-641-702-2510 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CDOE : KEPE 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEfVIM ): - CHANGED: 861015 
STATUS CODE(ECOOU): VM PRI-INOUSTRY: OTHS 



NAME: 



CENTER OF RESEARCH 8 ECON. STUDIES 

EDP CENTER 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: KHU 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): - CHANGED: 87102B 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: SIEMENS AG UB KHU 
U ED4 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX 
22 IPPOKRATUS STR. 
ATHENS 
GREECE 



MAIl-CODE: SU 



MAIL ADDRESS: 



108 80 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 

HAMMERBACHERSTR. 12 + 14 

ERLANGEN 

0-852O 
FED. REPUBLIC OF GERMANY 
82929-0 KNUD 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAl-NO 
CYBER 810 259 



CD COMPUTERS INSTALLED: 



INST-DATE CM 
05/86 5M 



APPLICATION 
BUSN 

OP. RESEARCH 
SCIE 



PERCENTAGE 
033 
033 
033 



ECS 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



SR 



MRS. FROSO PANARETOU 
HEAD OF COMPUTER DEPARTMENT 



MRS. SMARO BRILAKI 
ANALYST-APPLICATIONS 



3645455 



3645455 



NL-QTY 

1 
1 



MAIN-FRAME-TYPE 


SERIAL 


■NO 


INST-DATE 


CM 


ECS 


OPERATING SYS 


CYBER 170-176 


? 




_ 


1.9MB 


5.2MB 


NOS/BE 


CYBER 180-990 


107 




- 


32MB 


- 


NOS/BE+NOS/VE 


CYDER 180-990 


113 




11/86 


32MB 


- 


N0S/BE*NOS/VE 


CYBER 180-990 


123 




07/86 


32MB 


" 


NOS/BE 


APPLICATION 




PERCENTAGE 








ENGN 






100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



MR. GERD GERDES 

DEP. U ED 41 DEPARTMENT MGR. 



IM 



IM 



IM 



MR. HELLMUT 
DEP. U ED 43 



MRS. HENRIETTE 
DEP. UED41 



MR. INGBERT 
DEP. U ED 41 



HERTEl 



BAUER 



HAAS 



DR. ULF HEESCHEN 

MAIN DEPARTMENT MANAGER 



49-9131-18-3169 



49-9131-18-4795 



49-9131-18-4659 



49-9131-18-5990 



49-9131-18-5933 



NL-QTY 



78 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: LEVEN 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): - CHANGED: 860624 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



NAME: 



LEVENTIS TECHNICAL LIMITED 
SYSTEMS DEPARTMENT 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: LFK 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): - CHANGED: 830506 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



RNOAF MATERIEL COMMAND 
EDP OIVISION 



MAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


P.O. BOX 159 




STREET-2: 


- 




CITY: 


LAGOS 




STATE/POSTAL: 


LAGOS 


- 


COUNTRY: 


NIGERIA 




TELEX/TNX: 


- 





XX 



MAIL-CODE: AV 



NAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



P. 0. BOX 10 
KJELLER 



NORNAY 
7 



ADORESS-CODE: XX MAIL-CODE: SU 



N-2007 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 ? 



INST-DATE CM 



APPLICATION 
BUSN 
SCIE 



PERCENTAGE 
050 
050 



ECS 



OPERATING SYSTEM 
NOS/VE 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 170-730 417 
CYBER 180-830A 441 



INST-DATE CM 



12/79 
05/87 



APPLICATION 
MILITARY 



PERCENTAGE 



ECS 



25 6K 

32M 



OPERATING SYSTEM 



NOS 

NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. EUGENE I. JUNAH 
MARKETING MANAGER-SYSTEMS 



01 800220 X229 



NL-QTY 

1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP MR. HAAKON SANDBRAATEN 



SR 



MR. HAAKON 
CHIEF EDP DIVISION 



MR. HARALD KEILHAM 
MANAGER SOFTNARE DEVELOPMENT BRANCH 



PHONE 


NL-QTY 


06 808355 


1 


06 808574 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: LIPS 
PRIMARY USER GROUP: ECODU 

NAME: LIPS B.V. 



AS OF 1988/11/09 



STATUS CODE (VIM I: CHANGEO: 850325 
STATUS CODE(ECODU): VM PRI-INDUSTRY: MFG 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: LRZ 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS COOEfVIM ): RE CHANGED: 8E0403 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



NAME: 



LEIBNIZ-RECHENZENTRUM D. BAYERISCHEN 
AKADEMIE OER NISSENSCHAFTEN 



MAIL ADORESS: 


ADDRESS-CODE 


STREET: 


LIPSSTRAAT 52 


STREET-2: 




CITY: 


5151RP DRUNEN 


STATE/POSTAL: 




COUNTRY: 


NETHERLANDS 


TELEX/THX: 


35185 LIPS Nl 



XX MAIL-CODE: 



SU 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


BARERSTRASSE 21 


STREET-2: 




CITY: 


MUENCHEN 2 


STATE/POSTAL: 


D-8000 


COUNTRY: 


FED. REPUBLIC OF GERMANY 


TELEX/THX: 


5 24 B34 



XX MAIL-CODE: 



su 



CD COMPUTERS INSTALLED: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 163 
CYBER 930-11 




05/06/86 


256K 


- 


NOS/BE 1 
NOS/VE 


APPLICATION 
BUSN 
ENGN 
PROD. CONTR. 




PERCENTAGE 
050 
030 
020 









MAIN-FRAME-TYPE SERIAL- 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 193 


01/08/85 


2M 


- 


NDS-NOS/VE 


CYBER 180-995E 114 


04/07/86 


128MB 


1MN 


NDS-NDS/VE 


CYBER 180-995E 212 


03/25/87 


128MB 


- 


NOS-NOS/VE 


CYBER 180-995E 225 


11/05/87 


80MB 


- 


NOS-NOS/VE 


APPLICATION 


PERCENTAGE 








SCIE 


100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR. H. SLOESEN 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



RP 



MR. H. 

SYSTEM PROGRAMMER 



MR. M. J. M. 
EDP MANAGER 



VAN DER VEN 



04163-88115 



04163-88115 



Nl-QTY 

1 
1 



STATUS TTL FIRST - NAME - LAST 



IM MR. ALFRED LAEPPLE 
MGR. COMM. 8 NETHORKS DEPT. 



RP MR. DIETZ SCHUBRING 
MGR. COMPUTER SYS. DEPT. 



SR MR. HELMUT BREINLINGER 
MGR. CYBER SYSTEMS GROUP 



PHONE NL-QTY 

(089)210574-84/06/13 1 
(0891210574-84/08/13 2 
(089)210574-84/88/13 1 



IM DR. PAUL SARREITHER 

DEPUTY MGR. USER ADV. 8 ADMIN. DEPT (089)210574-84/45 



1 



81 
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ECOOU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: LUC 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS COOEIVIM ): - CHANGED: 870219 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



NAME: 



LIMBURGS UNIVERSITAIR CENTRUM 
N.I. H.I. I. 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MANUM 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): - CHANGED: 860G24 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



NAME: 



MAMJTENCAO MILITAR 

SERVICO ORGANIZACAO INFORMATICA 



MAIL ADDRESS: 



ADDRESS-CODE: 



SU 



MAIL ADDRESS: 



STREET: 


UNIVERSITAIRE CAMPUS 




STREET-2: 


- 






CITY: 


DIEPENBEEK 






STATE/POSTAL: 


- 


B 3610 




COUNTRY: 


BELGIUM 






TELEX/TNX: 


39948 LUC B 






CD COMPUTERS INSTALLED: 








MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS OPERATING SYSTEM 


CYBER 930 209 


07/12/87 


32M 


NOS/VE 1.2.3 


APPLICATION 


PERCENTAGE 






BUSN 


020 






SCIE 


080 






COMMITTEE MEMBERS 






• 


COMMITTEE CODE NAME 




INITIALS CHAIR 


ECCOS THOELEN 




M. M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

IM MR. E. FLERACKERS 



MR. E. 
PROFESSOR LUC 



011/229961 



RP 



SR 



MR. L. C. VAN POUCKE 

PROF. LIMBURGS UNIVERSITAIR CENTRUM 011/229961 



MR. M. THOELEN 

SCIENTIFIC COWORKER 



Nl-«TY 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-COOE: 
RUA 00 GRILLO 111 
LISBOA 
PORTUGAL 



XX MAIL-CODE: SU 



1900 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-810 221 



INST-DATE CM 
01/30/86 12MB 



ECS 



OPERATING SYSTEM 
NOS/VE DUAL STAT 



APPLICATION 
BUSN 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



SR MR. ilOSE ALEXANDRE PARRO 
HEAD OF DIVISION 

RP MR. LUIS AUGUSTO SEQUEIRA 
DEPARTMENT MANAGER 



PHONE 


Nl-QTY 


1 386183 


1 


1 382015 


1 



011/229961 



84 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MATRA 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS CODEfVIM ): CA CHANGED: 860912 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



MATRA BRANCHE MIUTAIRE 
DEPT. INFORMATION 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: METAX 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): CA CHANGED: 881107 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



NAME: METALKA N.SOL.O. 

GROUP RESEARCH AND DEVELOPMENT CENTR 



MAIL ADDRESS: 



ADDRESS-CODE: 
37 AVENUE LOUIS BREGUET 



XX MAIL-CODE: 



SU 



STREET: 

STREET-2: 

CITY: VELIZY VILLACOUBLAY 

STATE/POSTAL: F-78146 

COUNTRY: FRANCE 

TELEX/TNX: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



DALMATINOVA 1 



LJUBLJANA 



YU-B1000 



YUGOSLAVIA 

YU METALI 31395 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-840 528 



INST-DATE CM ECS 
10/10/85 2000K - 



OPERATING SYSTEM 
NOS 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-720 422 



INST-DATE CM ECS OPERATING SYSTEM 
03JAN80 131K NOS NOS 



APPLICATION 
SCIE 



PERCENTAGE 
100 



APPLICATION 
BUSH 



PERCENTAGE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

GRUAU 



NL-QTY 



SR MR . - 

EDP MANAGER 



RP MR. 



PAULE 



33 1 39489600 



33 1 39469600 



INSTALLATION MEMBER (ADORESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. PRIMOZ BRADAC 
MANAGER SYSTEMS PROGRAMMING 



NL-QTY 
(081)311155 / 323259 1 



85 



86 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MID 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS CODEIVIM ): - CHANGED: 870707 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



NAME: MAATSCHAPPIJ VOOR INFORMATICA DIENST 
INFORMATION TECHNOLOGY SERVICES 
FORMERLY RIJP 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MIMER 
PRIMARY USER GROUP: ECODU 

NAME: MIMER SOFTNARE AB 
ASSOCIATE 



AS OF 1988/11/09 

STATUS CODEIVIM ): - CHANGED: 880426 
STATUS COOE(ECODU): AM PRI-INDUSTRY: BUSN 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: SU 



P. 0. BOX 1130 
LELYSTAD 



8200 BC 



NETHERLANDS 
H011S RIJP Nl 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



AOORESS-CODE: XX MAIL-CODE: 



P. 0. BOX 1713 
UPPSALA 



SHEDEN 
8195006 MPC 



S-75147 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 180-830 
CYBER 18-10 



159 
3033 



04/85 
05/78 



16M 
64K 



OPERATING SYSTEM 



NOS/VE-NOS 2.3 
MSOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



IM 



DR. PER 
SYSTEMS ANALYST 



NAHLUND 



46 18 185000 



NL-QTY 
1 



APPLICATION 
BUSN 
SCIE 



PERCENTAGE 
040 
060 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

RP MR. A. V. D. MAAL 
MANAGER LELYSTAD 



IM MR. A. DE GROOT 

OPERATIONS MANAGER 



SR MR. K. DE NIT 

HEAD DEVELOPMENT DEPT. 



PHONE 


NL-QTY 


03200-26871 


1 


03200-26871 


1 


03200-26871 


1 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MN 
PRIMARY USER GROUP: ECODU 

NAME: METEOROLOGIE NATIONALS 



AS OF 1988/11/09 

STATUS CODEIVIM ): RE CHANGED: 880203 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MNCH 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): CA CHANGED: 850305 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



UNIVERSITY OF MANCHESTER 
REGIONAL COMPUTER CENTRE 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY : 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: SU 



2 AVENUE RAPP 

PARIS 

FRANCE 



F- 75 007 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX 
COMPUTER BUILDING, OXFORD ROAD, 
MANCHESTER 



M13 9PL 



UNITED KINGDOM 



MAIL-CODE: SU 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SER*IAL-NO 



CO COMPUTERS INSTALLED: 



INST-OATE CM 



CYBER 175 
CYBER 835 



208 
? 



APPLICATION 
SCIE 



11/77 
02/82 



PERCENTAGE 



ECS 



256K 
1024K 



OPERATING SYSTEM 



NOS 2.3 
NOS 2.3 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



SR 



MR. - BEDEL 

DIRECTEUR DU CENTRE DE CALCUL 



MR. - SENESI 

INGENIEUR DEVELOPPEMENT 



45-56-70-00 



45-56-70-10 



NL-QTY 
1 

1 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS OPERATING 


CYBER 176 


109 


10/84 


128K 


500K SCOPE 2.0 


CYBER 205 


517 


04/83 


2M 


VSOS 2.1.6 


APPLICATION 


PERCENTAGE 






ENGN 










OTHS 










SCIE 










COMMITTEE MEMBERS 










COMMITTEE CODE 


NAME 






INITIALS CHAIR 


EPLAN 


CLEGG 






J. N 


EC200 


ASNANI 






V. G. N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

IM MR. J. CLEGG 



RP 



MR. V. G. ASNANI 
SYSTEMS SOFTNARE MANAGER 



061 273 7121 



NL-QTY 

1 



89 



90 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MOI 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS COOElVIM ): - CHANGED: 861015 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



NAME: 



MINISTRY OF INTERIOR THAILAND 
LOCAL ADMINISTRATION DEPARTMENT 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MORA 
PRIMARY USER GROUP: ECODU 

NAME: MORA TEKNIKCENTRUM AB 
ENGN 



AS OF 1988/11/09 



STATUS CODE (VIM ): - CHANGED: 881015 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: AV 



HANG CHAIYA NANG LERNG 
NAKORNSAHAN ROAD 
BANGKOK 

10300 
THAILAND 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: SU 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: - 

COUNTRY: SNEDEN 

TELEX/THX: 



STRANDGATAN 28 
MORA 



79200 



CO COMPUTERS INSTALLED: 

MAIN-FRAHE-TYPE SERIAL-NO INST-DATE CM 



CYBER 180-830 121 
CYBER 180-830 122 



APPLICATION 
DATA BASE 



03/09/85 32M 
03/09/85 32M 



PERCENTAGE 
100 



ECS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR MR. CHAKRI CHUENURAH 



OPERATING SYSTEM 



NOS/VE 
NOS/VE 



IM 



IM 



MR. SATHIEN 



KORKIATTRAKUL 



RP MR. SURACHAI SRISARACAM 
CHIEF OF CPDC CENTER 



MR. VINICH 



SONCHAI 



PHONE 


NL-QTY 


02 2813900 


1 


02 2813900 


1 


02 2813900 


1 


02 2813900 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 173 105 03/83 262K 



ECS 



APPLICATION 
ENGN 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

IM - BERTIL STENBERG 
MANAGER 



SR MR. GORAN ANDERSSON 
TECHNICAL MANAGER 



OPERATING SYSTEM 
NOS 2.4.2 



RP MR. MICA 

CAE MANAGER 



HOHENTHAL 



PHONE 


NL-QTY 


48 250 26150 


1 


46 250 26150 


1 


46 250 26150 


1 



91 



92 
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ECOBU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: MRD 
PRIMARY USER BRDUP: ECODU 

NAME: MUENCHENER RECHENZENTRUM BMRH 



AS OF 1988/11/09 

STATUS CODE(VIM ): - CHANGED: 880S06 
STATUS CODE(ECODU): VM PRI-INOUSTRY: 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


LANDSBERGER STR. 191 


STREET-2: 


- 


CITY: 


MUENCHEN 21 


STATE/POSTAL: 


BAVARIA D-8000 


COUNTRY: 


FED. REPUBLIC OF GERMANY 


TELEX/THX: 


- 


CD COMPUTERS INSTALLED: 




MAIN-FRAME-TYPE SERIAL 


-NO INST-OATE CM E 


CYBER 180-830 247 


1 OCT 1986 1MH 


APPLICATION 


PERCENTAGE 


BUSH 


SO 


ENGN 


50 



XX MAIL-COOE: AV 



ECS 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR MR. JOHANN LEHNER 



MR. JOHANN 
PROGRAMMER 



RP 



MR. MANFRED NEUNER 
GESCHAEFTSFUEHRER GESELLSCMAFTER 



PHONE 


NL-QTY 


089/579524B 


1 


089/679524B 


1 



o 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NC 
PRIMARY USER GROUP: ECODU 

NAME: N0RHEG1AN CONTRACTORS 



AS OF 1988/11/09 



STATUS CODE(VIM ): VM CHANGED: 860311 
STATUS CODE(ECDDU): VM PRI-INDUSTRY : 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


HDLTET 45 


STREET-2: 


- 


CITY: 


N-1320 STABEKK 


STATE/POSTAL: 


- 


COUNTRY: 


NORWAY 


TELEX/THX: 


7B760 



XX MAIL-COOE: 



SU 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-OATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-825 201 




06/83 


2M 




NOS+NOS/VE 


CYBER 180-855 244 




11/84 


4M 


- 


NOS/BE + NOS/VE 


APPLICATION 




PERCENTAGE 








ENGN 




080 








SCIE 




020 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR 



RP 
IM 



MS. HANNE SCHHARTZ 
NOS/VE SYSTEM RESPONSIBLE 



MR. JOHAN A. RIVERTZ 
DIRECTOR COMPUTER SERVICES 



MS. RAND I 

AB ADMINISTRATOR 



HEXUM 



PHONE 
(047) 2 12 9678 
(047) 2 12 91 36 
(047) 2 12 91 33 



NL-QTY 



94 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: NICEC 
PRIMARY USER GROUP: ECODU" 

NAME: NATIONAL INFORMATICS CENTRE 
ASSOCIATE 



STATUS CODEtVIM ): CA CHANGED: 880517 
STATUS CODE(ECODU): AM PRI-INDUSTRY: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: AV 



NATIONAL INFORMATICS CENTRE 
A-BLOCK CGO COMPLEX LODI ROAO 
NEN DELHI 

110 003 
INDIA 
031-61274 NICS IN 



•• THIS PA6E INTENTIONALLY LEFT BLANK •• 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 730 44S 



INST-OATE CM ECS 
04/03/84 512K - 



OPERATING SYSTEM 
NOS 2.2 



APPLICATION 
OTHS 



PERCENTAGE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
IM 



IM 



IM 



DR. K. K. KRISHNAN KUTTY 
IN CHARGE OPERATIONS DIVISION 



DR. N. VIitAYADITYA 

IN CHARGE APPLICATIONS DIVISION 



THE 



LIBRARIAN 



PHONE 
615451 



E93788 



NL-QTY 

1 



SR 



IM 



DR. Y. K. SHARMA 

IN CHARGE SYSTEMS SOFTNARE DIVISION 



THE LIBRARIAN 



362631 



95 



w 



f""'S 






V.7 



,J 



oo 



o 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NIRGE 



AS OF 1988/11/09 



' USER GROUP: ECODU 


STATUS COOE(ECOOU) 


NAME: ANSALDO 




SIN/TIE 




MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


ANSALDO 


STREET-2: 


VIA D ANNUNZIO 113 


CITY: 


GENOVA 


STATE/POSTAL: 


1-16121 


COUNTRY: 


ITALY 


TELEX/THX: 


281263 



XX MAIL-CODE: SU 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS OPERATING SYSTEM 


CYBER 170-855 
CYBER 179-860 


213 

319 


04/15/84 
04/15/85 


2000K 
2000K 


NOS 2.2-NOS/VE 
NOS 2.2 


APPLICATION 
BUSN 
ENGN 


PERCENTAGE 
030 

070 






COMMITTEE MEMBERS 










COMMITTEE CODE 


NAME 






INITIALS CHAIR 


EPLAN 


MANCINI 






ENRICO M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS TTL FIRST 



NAME 



RP 



MR. ADELIO PEDERZINI 
VICE RESPONSIBLE DSO/CED 



MR. BRUNO 
ANALYST 



FUIPPESCHI 



MR. ENRICO MANCINI 
RESPONSIBLE DSO/CEO 



39/10/59961 



39/10/59961 



39/10/59961 



Nl-QTY 



97 



%*J 



ECODU/VIM MEMBERSHIP RECORD 
IM MR. G. B. 



AS OF 1988/11/09 
MUSSO 



39/10/59961 



98 



AS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NIS 
PRIMARY USER GROUP: ECODU 

NAME: NUKLEAR-INGENIEUR SERVICE GMBH 



STATUS COOEIVIM ): - CHANGED: 850502 
STATUS CODE(ECODU): VH PRI-INDUSTRY: ENR 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NLR 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEfVIM ): CA CHANGED: 831115 
STATUS CODE(ECODU): VH PRI-INDUSTRY: 



NAME: NATIONAL AEROSPACE LABORATORY NLR 
DATA CENTER 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



SU 



MAIL ADDRESS: 



STREET: 


DONAUSTR. 23 




STREET-2: 


- 




CITY: 


HANAU 1 




STATE/POSTAL: 


- 


D-6450 


COUNTRY: 


FED. REPUBLIC OF 


GERMANY 


TELEX/THX: 


4184773 NISD 




CD COMPUTERS INSTALLED: 






MAIN-FRAME-TYPE SERIAL 


-NO INST-OATE 


CM 


CYBER 170-815 206 


11/15/84 


524K 


APPLICATION 


PERCENTAGE 




BUSN 


050 




ENGN 


050 





ECS 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QJY 



RP 



DR. OTTO SONNLEITHNER 

MGR. COMPUTING CENTER 



OS 181 1094-0 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



CD COMPUTERS INSTALLED: 



ADDRESS-CODE: 

VOORSTERNEG 31 

8316 PR MARKNESSE 

NETHERLANDS 
42134 



XX MAIL-CODE: SU 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM EC 


5 OPERATING SYST 


CYBER 180-810 238 




12/85 


1.5M 


NOS 2 a NOS/VE 


CYBER 180-855 103 




10/82 


4M 


NOS 2 8 HOS/VE 


CYBER 930 187 




11/87 


1M 


NOS/VE 


APPLICATION 




PERCENTAGE 






SCIE 











INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



SR 



MR. G. J. HAMEETMAN 

COMPUTER OPERATIONS MANAGER 



MR. T.C.J. 
SOFTMARE MANAGER 



KUILBOER 



05274-2828 
05274-2828 



NL-QTY 
2 
1 



99 



100 
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oo 
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o 






ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: NRCN 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): CHANGED: 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: NUCLEAR RESEARCH CENTER - NEGEV 
THE COMPUTER SECTION 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NSB 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): CHANGED: 880203 
STATUS CODE (ECODU): VM PRI-INDUSTRY: 



NAME: 



NORGES STATSBANER 
HOVEDADMINISTRASJONEN EDB-TJENESTEN 



MAIL ADDRESS: 




STREET: 


P.O.BOX 9001 


STREET-2: 




CITY: 


BEER-SHEVA 


STATE/POSTAL: 




COUNTRY: 


ISRAEL 


TELEX/THX: 





ADDRESS-CODE: XX MAIL-CODE: AV 



IL 



IL ADDRESS: 




ADDRESS-CODE 


STREET: 


BISPEGT 12 




STREET-2: 






CITY: 


N-0191 OSLO 


1 


STATE/POSTAL: 






COUNTRY : 


NORNAY 




TELEX/THX: 







XX MAIL-CODE: 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS 
3600 49 DEC 69 65K 



OPERATING SYSTEM 
DRUM SCOPE 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-840 333 



INST-DATE CM ECS 
12/18/87 16MB - 



OPERATING SYSTEM 
NOS 



APPLICATION 
BUSN 
SCIE 



PERCENTAGE 



APPLICATION 
BUSN 
OTHS 



PERCENTAGE 
095 
005 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

SR MR. A. SHUSTER 
SYSTEM PROGRAMMER 



RP DR. N. TSOURI 

HEAD OF SYSTEMS PROGR. GROUP 



PHONE 


NL-QTY 


057 75211 X/750 


1 


057 75211 X/750 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR. KJELL HAGRIM 



RP MR. TOR KR. 



HAGEN 



02 368071 



NL-QTY 



101 



102 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NVE 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEfVIM ): CA CHANGED: 871113 
STATUS CODEIECOOU): VM PRI-INDUSTRY: ENR 



NAME: 



NORHEGIAN HATER RESOURCES 
AND ENERGY ADMINISTRATION 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 
NIDDELTHUNSGATE 29 
OSLO 03 



XX MAIL-CODE: 



THIS PAGE INTENTIONALLY LEFT BLANK •« 



0368 



NORHAY 
79397 NVED N 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-825 259 



APPLICATION 
BUSN 

ENGN 
SCIE 



INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


01/84 


16MB 


- 


NOS/NOS-VE 


PERCENTAGE 
040 
030 
030 


• 







INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP MR. KJELL DAIVIKEN 



SR 



MR. KJELL 
SYSTEMS MANAGER 



MR. NILS ROAR 
SYSTEMS MANAGER 



SALTHUN 



PHONE 


Nl-QTY 


47-2-469800 


4 


(02) 469800 


1 



w w 



f 



oo 



o 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ONERA 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): CA CHANGED: 831115 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 



IM 



MR. YVES 

HEAD COMPUTER CENTER 



AS OF 1988/11/09 
GOUDEDRANCHE 



33-1-46571160X3098 



NAME: 



OFFICE NATIONAL D ETUDES ET DE RECH 
ERCHES AEROSPATIALES 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: SU 
29 AV DE LA DIVISION LECLERC 



STREET: 

STREET-2: 

CITY: CHATILLON SOUS BAGNEUX 

STATE/POSTAL: F-92320 

COUNTRY: FRANCE 

TELEX/TNX: 2 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-855 233 




10/84 


2M 


_ 


NOS 2 


CYBER 170-855 254 




12/86 


2M 




N0S2 


APPLICATION 




PERCENTAGE 








SCIE 




100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



SR 
IM 
IM 



IM 



MR.. C. LECOMTE 

DIRECTEUR DES MOYENS D INFORMATIQUE (33) 1-48571180 



MR. E. HAZIZA 

COMP CENTER OPERATIONS 



MS. E. MIDROUILLET 

COMP CENTER ADVANCED STUDIES 



MR. G. HANUISE 

DEPUTY HEAD COMPUTER CENTER 



MR. J-P PELTIER 

CHEF DU CENTRE DE CALCUL 



MR. J. ZEYONS 

HEAD COMP CENTER USERS SUPPORT 



NL-QTY 



(33) 1-46571160 

(33) 1-46571160 

(33) 1-46571160 

(33) 1-46571160 X2094 

(33) 1-46571160 



105 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: OPUS 
PRIMARY USER GROUP: ECODU 

NAME; OPUS DATA A/S 
ASSOCIATE 



AS OF 1988/11/09 

STATUS CODEIVIM I: - CHANGED: 880203 
STATUS CODE(ECOOU); AM PRI-INDUSTRY: OTHS 



AS OF 1988/11/09 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: PLTK 
PRIMARY USER GROUP: ECODU 

NAME; TNO PHYSICS « ELECTRONICS LABORATORY 



STATUS CODE(VIM ): CA CHANGED: 880203 
STATUS COOE(ECODU): VM PRI-INDUSTRY: GOVT 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY; 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



AODRESS-CODE: XX MAIL-CODE; SU 



VOLLENVEIEN 184 
HEGGEDAL 



N-1380 



NORHAY 
79893 OPUS N 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY; 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAU-CODE: 



P.O. BOX 96864 

THE HAGUE 

NETHERLANDS 
32397 FETNO Nl 



2509 J6 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

IM MR. OLE P, VIK 



CD COMPUTERS INSTALLED; 



MR. OLE P, 
PRESIDENT 



02-79-B9-59 



NL-QTY 

1 



MAIN-FRAME-TYPE 


SERIAL-NO 


1NST-DATE 


CM 


ECS OPERAT 


CYBER930-11 
CYBER 180-840A 


132 

414 


07/88 
07/10/88 


32M 
32M 


NOS/VE 
262K NOS/VE 


APPLICATION 
OPRS 
SCIE 


PERCENTAGE 
030 
070 






COMMITTEE MEMBERS 










COMMITTEE CODE 


NAME 






INITIALS CI 


ECCOS 


LUIIJF 






ERIC 



CHAIR 
N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP 



MR. ERIC LUIIJF 

MANAGER OF SMS DEPARTMENT 



SR 



MR. N.H.G. RUHE , 
MANAGER OF COMPUTER DEPARTMENT 



PHONE 


NL-QTY 


31-70-284221 


1 


++31 70 284221 


1 



107 



108 



n 






^ 



O 
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o 



o 






ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: POYSA 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): - CHANGED: 850603 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



NAME: 



POVSALA 8 SANDBERG 
EDP DEPARTMENT 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: PRAKl 
PRIMARY USER GROUP: ECODU 

NAME: PRAKLA-SEISMOS AG 



AS OF 1988/11/09 

STATUS CODEfVIM ): CHANGED: 860117 
STATUS CODEIECODU): VM PRI-INDUSTRY: OTHS 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 
HIETALAHDENKATU 8 
HELSINKI 18 



XX MAIL-CODE: SU 



F 00180 



FINLAND 

1 



II ADDRESS: 


ADDRESS-CODE 


STREET: 


P.O.B. 510530 


STREET-2: 


BUCHHOLZER STR 100 


CITY: 


HANNOVER 51 


STATE/POSTAL: 


D-3000 


COUNTRY: 


FED. REPUBLIC OF GERMANY 


TELEX/TNX: 


922419 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-815 203 



INST-DATE CM ECS 
03/15/83 262K 



APPLICATION 
BUSN 
ENGN 
SCIE 



PERCENTAGE 
010 
080 
010 



OPERATING SYSTEM 
NOS V2 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP MR. HELENIUS RALEVI 
DEPARTMENT MANAGER 



NL-QTY 



643107 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-750 457 
CYBER 175 202 
CYBER 205 513 



INST-OATE CM 



03/81 
06/77 
11/82 



APPLICATION 
BUSN 
OTHS 
SCIE 



PERCENTAGE 
001 
090 
009 



256K 
25 6K 
2000K 



500K 



OPERATING SYSTEM 

NOS 
NOS 
VSOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP DR. H. BUCHHDLTZ 



SR 



MR. S. 



NIEMER 



0511-6420 



0511-6420 



NL-QTY 
1 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: PTB 
PRIMARY USER GROUP: ECOOU 
NAME 



AS OF 1988/11/09 



STATUS CODE (VIM ): - CHANGED: 88090S 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



PHYSIKALISCH-TECHN BUNDESANSTALT 
DATENVERARBEITUNG 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: QZ 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS CODEIVIM ): CHANGED: 860130 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EOUC 



NAME: STOCKHOLM UNIVERSITY 
COMPUTING CENTER-QZ 



MAIL ADDRESS: 



ADDRESS-COOE: XX MAU-CODE: AV 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



BUNDESALLEE100 

BRAUNSCHHEIG 

D 3300 
FED. REPUBLIC OF GERMANY 
09-52822 PTB D 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



BOX 27322 
STOCKHOLM 



SNEDEN 
10366 FOA S 



ADDRESS-COOE: XX MAIL-CODE: 



S-102 54 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER180-990 
CYBER 180-810 



226 
403 



01/18/88 
02/13/87 



ECS 



32MB 
16MB 



OPERATING SYSTEM 



NOS/VE 
NOS/VE 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAl-NO 



INST-DATE CM 



CYBER 170-730 
CYBER 180-830 



424 
112 



01/80 
11/84 



ECS 



256K 
32M 



OPERATING SYSTEM 



NOS 2.4.2-642 
NOS/VE 1.1.4-647 



APPLICATION 
SCIE 



PERCENTAGE 
100 



APPLICATION 
SCIE 



PERCENTAGE 



INSTALLATION MEMBER (ADORESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
SR 



RP 



MR. HAN'S JUERGEN HERRMANN . 
HEAD OF COMPUTER SERV ANO SYS PROG 

DR. NERNER GITT 
HEAD OF DATA PROCESSING 



PHONE 


NL-QTY 


0531/5928400 


1 


0531/5928400 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



IM 



MR. ARNE MALM 

ASSISTENT COMPUTER SYSTEMS MGR. 



SR MRS BRITT AZOULAY 
COMPUTER SYSTEMS ANALYST 



SKOLLFRMO 



08-162660 



08-162660 



NL-QTY 

1 
1 
1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RBB 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM I: CHANGED: 830120 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: ISTITUTO PER I CJRCUITI EL ETTRONICI 

CNR 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RLC 
PRIMARY USER GROUP: ECODU 

NAME: RIIHIMAEN LASI OY 



AS OF 1988/11/09 



STATUS CODE(VIM ): - CHANGED: 880906 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



MAIL ADDRESS: 



AODRESS-CODE: XX MAIL-CODE: 



STREET: 


VIA OPERA PIA 11 






STREET-2: 








CITY: 


GENOVA 






STATE/POSTAL: 


16145 






COUNTRY : 


ITALY 






TELEX/THX: 








CD COMPUTERS INSTALLED: 








MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE CM 


ECS 


OPERATING SYSTEM 


CYBER 810 335 


01/07/86 8M 


- 


NOS 


APPLICATION 


PERCENTAGE 






SCIE 









MAIL ADDRESS: 




ADDRESS-CODE 


STREET: 


TEHTAANKATU 




STREET-2: 


- 




CITY: 


RI1HIMAKI 




STATE/POSTAL: 


- 


11100 


COUNTRY : 


FINLAND 




TELEX/THX: 


15243 LASI SF 





XX MAIL-CODE: AV 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAl-NO INST-DATE CM 
CYBER 910-520 - 07/15/88 8MB 



APPLICATION 
ENGN 



PERCENTAGE 
100 



ECS 



OPERATING SYSTEM 
UNIX V 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

SR DR. GIOVANNA MORGAVI 



RP 



PROF SANDRO 
DIRECTOR 



RIDELIA 



3910308E93 



3910308693 



Nl-QTY 

1 
1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP MR. ANTERO TIILIKKA 
GLASSPLANT DIRECTOR 



SR MR. RAUNO RAATIKAINEN 
PLANNING DIRECTOR 



358-14-32211 



358-14-32211 



NL-QTY 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RNEC 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEfVIM ): - CHANGED: 850311 
STATUS CODE(ECODU): VM PRI-INDUSTRY: GOVT 



NAME: ROYAL NAVAL ENGINEERING COLLEGE 
COMPUTER CENTRE 



ECOOU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: RRCL 
PRIMARY USER GROUP: ECODU 

NAME: RRC-RACUNALNISKE STORITVE 



STATUS CODE(VIM ): CA CHANGED: 831115 
STATUS CODE(ECOOU): VM PRI-INDUSTRY: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY : 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: SU 



MANADON 
PLYMOUTH 
UNITED KINGDOM 



PL5 3AQ 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



JADRANSKA 21 

LJUBLJANA 

YUGOSLAVIA 



ADDRESS-CODE: XX MAIL-CODE: AV 



YU-61000 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL -NO 
CYBER 180-840 321 



INST-DATE CM 
09/12/85 



ECS OPERATING SYSTEM 
4096K NOS/VE 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 172 
CYBER 173 



138 

713 



02/76 
11/85 



ECS 



131K 
131K 



OPERATING SYSTEM 



NOS/BE 
NOS/BE 



APPLICATION PERCENTAGE 
EDUCATION IN DEFENCE 070 
ENGN 020 

SCIE 010 



APPLICATION 
BUSN 
SCIE 



PERCENTAGE 
085 
015 



COMMITTEE MEMBERS 

COMMITTEE CODE NAME 

ECCOS NESTCOTT 



INITIALS 
GLYNIS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



RP 



SR 



CHAIR 
N 



TTl FIRST - NAME - LAST 


PHONE 


NL-QTY 


MRS. ANNE J. MACLEAN 
COMPUTER CENTRE MANAGER 


0752 701593 


1 


MRS. GLYNIS N. NESTCOTT 
SITE ANALYST 


0752 772300 


1 


MRS. JANE C. HISCOX 
OPERATIONS MANAGER 


0752 772300 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



NL-QTY 



RP 



DR. 0. 
SYSTEM MANAGER 



JUSTIN 



(061) 218414 



115 



116 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RRZN 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 880405 
STATUS CODEIECODUI: VM PRI-INDUSTRY: EDUC 



NAME: 



REGIONALES RECHENZENTRUM FUER 
NIEDERSOCHSEN-UNIV. HANNOVER 



ECOOU/VIM MEMBERSHIP RECORO AS OF 1988/11/09 



SR MR. N. HEERH0R5T 

SYSTEMS AND OPERATIONS MANAGER 05 1 1-762-3170/-2883 1 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



SCHLOSSHENOER STR. 5 

HANNOVER 1 

D-3000 
FED. REPUBLIC OF GERMANY 
923 868 UN1HN D 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS OPERATING SYSTEM 


CYBER 180-810 
CYBER 180-990 
CYBER 180-995E 


116 
110 
104 


11/84 
04/86 
12/86 


8MB 

32MB 

64MB 


NOS/VE-NOS 
NOS/VE-NOS 
NOS/VE-NOS 


APPLICATION 
SCIENTIFIC 


PERCENTAGE 
100 






COMMITTEE MEMBERS 










COMMITTEE CODE 


NAME 






INITIALS CHAIR 


EPLAN 


PRALLE 






H. N 


ECCOS 


LUDNIG 






S. M 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



SR DR. H. LUTTERMANN 

USERS SUPPORT MANAGER 0511-762-3170/-2883 1 



IM 



DR. H. 

DIRECTOR 



MR. S. LUDNIG 

CDC SYSTEMS DEVELOPMENT 



0511-762-3170/-2883 



0511-762-3170-2833 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RTHA 
PRIMARY USER GROUP: ECOOU 
NAME 



AS OF 1988/11/09 

STATUS CODE(VIM ): CA CHANGED: 870114 
STATUS CODE(ECODU): VN PRI-INDUSTRV: EDUC 



RECHENZENTRUM DER 
TECHNISCHEN HOCHSCHULE AACHEN 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 

SEFFENTER HEG 23 

AACHEN 

D-5100 
FED. REPUBLIC OF GERMANY 
THAC D 832704 



XX MAIL-CODE: 



*» THIS PAGE INTENTIONALLY LEFT BLANK 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 170-815 245 
CYBER 175 107 
CYBER 175 352 



INST-DATE CM 



10/83 
08/76 
06/84 



16MB 
25 6K 
IBfiK 



ECS 



25 OK 



OPERATING SYSTEM 

NOS/NOS-VE 
NOS 2.4 
NOS 2.4 



APPLICATION 
ADMINISTRATION 
SCIENTIFIC 



PERCENTAGE 
002 
098 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS TTL FIRST - NAME - LAST 
RP 



IM 



IM 



PROF D. J. 
DIRECTOR 



MR. G. 

SEN. SYST. ANALYST 



MR. H. 
INST. MANAGER 



MR. V. 

SEN. SYST. ANALYST 



HAUPT 

SCHELLBACH 

KASSUBEK 

HOFFMANN 

BAJUUSSECK 



PHONE 
0241 80 4901 
0241 80 4882 
0241 80 4906 
♦241 80 4363 
0211 80 4913 



Nl-QTY 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RUB 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): CA CHANGED: 831115 
STATUS CODE(ECOOU): VM PRI-INDUSTRY: 



NAME: RUHR-UNIVERSITAET 
RECHENZENTRUM 



ECODU/VIM MEMBERSHIP RECORD 
IM 



AS OF 1988/11/09 



MR. M. HAUENSCHILO 

LEITER DES BEREICHES ANNEHDUNGSSOFTH 49-234-700-4OO1/32O8 1 



AODRESS: 


ADDRESS-CODE: 


STREET: 


UNIVERSITATSTR. ISO GEB. NA 


STREET-2: 


POSTFACH 102148 


CITY: 


BOCHUM 1 


STATE/POSTAL : 


D-4630 


COUNTRY: 


FED. REPUBLIC OF GERMANY 


TELEX/THX: 


825860+ RUB D+CCCC 



XX MAIL-CODE: SU 



CO COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE 


SERIAL-NO 




INST-DATE 


CM 


ECS OPERATING SYSTEM 


CYBER 180-835 


160 




03/85 . 2MH 


- 


NOS 2. NOS 2.2 


CYBER 180-855 


230 




03/84 


2MH 


NOS 2.5.3 


CYBER 205 


504 




11/81 


2MH 


VS0S2.3.5 


APPLICATION 


PERCENTAGE 






SCIE 












COMMITTEE MEMBERS 












COMMITTEE CODE 


NAME 








INITIALS CHAIR 


EPLAN 


ZOLLER 








HANS PE N 


EC200 


SCHLOSSER 






KARL -HE N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

ZOLLER 



IM MR. HANS PETER 
VICE DIRECTOR 



RP DR . HARTMUT 
DIREKTOR 



SR 



DR. KARL-HEINZ 



EHLICH 



SCHLOSSER 



49-234-700-4003 



NL-OTY 



1 



49-234-700-4401/3208 1 
49-234-700-4014/3998 1 
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ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: RUCA 
PRIMARY USER GROUP: ECODU 

NAME: REKENCENTRUM R.U.C.A 



STATUS CODE(VIM ): CHANGED: 850412 
STATUS CODE(ECOOU): VM PRI-INDUSTRY: EDUC 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 
GROENEHBORGERLAAN 171 
ANTHERPEN 
BELGIUM 



B 2020 



XX MAIL-CODE: SU 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-OATE CM 
CYBER 170-825 278 05/86 1BMB 



ECS 



OPERATING SYSTEM 
NOS/NOS-VE 



APPLICATION 
ADMIN 
SCIE 



PERCENTAGE 
020 
080 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STA 
RP 

SR 



TTL FIRST 


■ NAME 


- LAST 


PHONE 


NL-qTY 


MR. MARK 




DE MOOR 






PROGRAMMER 






03-218 0320 


1 


MR. ZEGER 




DE BLIEK 






PROGRAMMER 






03-218 0320 


1 
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bCDDU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RUEN 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 

STATUS CODE (VIM >: CHANGED: 850311 
STATUS CODE (ECODU): VM PRI-INDUSTRY: EDUC 



REGIONALES RECHENZENTRUM 
ERLANGEN-NUERNBERG UNIVERSITAET 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



MARTENSTRASSE 1 

ERLANGEN 

D 8520 
FED. REPUBLIC OF GERMANY 
629 755 TFERl 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL -NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 170-855 206 02/19/84 1024K - NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



SR MR. B. THOMAS 

SYSTEM SERVICE MANAGER 



RP DR. F. NOLF 

DATA CENTER MANAGER 



09131-857031 



09131-857031 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RUB 
PRIMARY USER GROUP: ECODU 

NAME: REKENCENTRUM DER RIJKSUNIVERSITEIT 



AS OF 1988/11/09 



STATUS CODEfVIM ): VM CHANGED: 820917 
STATUS CODE(ECOOU): VM PRI-INDUSTRV: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: RUS 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): RE CHANGED: 880203 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



NANE: RECHENZENTRUM DER UNIVERSITAET 
STUTTGART 



MAIL ADDRESS: 


ADDRESS-CODE: X 


STREET: 


UNIVERSITEITSCOMPLEX PADDEPOEL 


STREET-2: 


P. 0. BOX 800 


CITY: 


GRONINGEN 


STATE/POSTAL: 


9700 AV 


COUNTRY: 


NETHERLANDS 


TELEX/THX: 


NL 53572 STARS 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: ALLMANDRING 30 

STREET-2: 

CITY: 7 STUTTGART 80 

STATE/POSTAL: D 

COUNTRY: FED. REPUBLIC OF GERMANY 

TELEX/THX: 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 
CYBER 170-7BO 416 01/80 256K 500K NOS 2 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 835 112 04/84 1M 



ECS 



OPERATING SYSTEM 
NOS/BE 



APPLICATION 
SCIE 
TEACHING 



COMMITTEE MEMBERS 
COMMITTEE CODE 
ECCOS 



PERCENTAGE 
000 
000 



NAME 
PETIT 



INITIALS CHAIR 



M.A.C.E 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - NAME - LAST 


PHONE 


NL-QTY 


IM 


MR. C. G. VAN DER LAAN 








HEAD STATISTICAL APPL. GR. 


050 633374 


1 


RP 


DR. H. J. VAN LINDE 








DIRECTOR 


050 633409 


1 


SR 


DR. M.A.C.E. PETIT 








HEAD SYSTEMS GROUP 


050 633418 


1 


IM 


MR. 0. VAN SCHALKNIJK 








HEAD USER SERVICES GROUP 


050 633404 


1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

IM FR. E. FISCHER 



SR 



IM 



RP 



NL-QTY 









0711-685-4515 


1 


DR. K.G. 
DIRECTOR 




REINSCH 


0711-685-5389 


1 


P. 




CHRIST 


0711-685-2515 


1 


DR. N. 
LEITER ABT. 


SYSTEM 


NEHINGER 
SOFTNARE 


0711-685-1 


1 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SARA 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): VM CHANGED: 820917 
STATUS COOE(ECODU): VM PRI-INDUSTRV: 



NAME: STICHTING ACADEMISCH REKENCENTRUM 
AMSTERDAM 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY : 

TELEX/THX: 



CD COMPUTERS INSTALLED: 



ADDRESS-CODE: XX MAIL-CODE: 



POSTBOX 4613 
KRUISLAAN 415 
AMSTERDAM 

NETHERLANDS 
12571 MACTR NL 



1009 AP 



ECODU/VIM MEMBERSHIP RECORD 
MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



IM 
SR 
RP 



MRS. C. 
BIBLIOTHEEK 



MRS. J., A. 



AS OF 1988/11/09 

ADDRESS-CODE: UA 
UNIVERSITY OF AMSTERDAM SPUI 21 
AMSTERDAM 
NETHERLANDS 

V/D NERF 



MAIL-CODE: SU 



1012 NX 



MGR. CYBER SYSTEMS GROUP 



MR. T. 
DIRECTOR 



OR. 



SCHIPPER 



BARKER 



001 



20 5923011 



MAIN-FRAME-TYPE 


SERIAL- 


-NO 


INST-OATE 


CM 


ECS 


OPERATING SYS 


CYBER 170-825 


250 




12/23/83 


1M 


- 


NOS 


CYBER 170/750 


434 




09/01/80 


262K 


1000K 


NOS/BE 


CYBER 205-511 


523 




12/23/83 


1M 


- 


VSOS 


CYBER 990E 


219 




07/24/87 


64MB 


- 


NOS/BE-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST ' PHONE 

IM DR. P. KUIJPER 

FREE UNIVERSITY 



NL-QTY 




MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-COOE: XI MAIL-CODE: SU 



P.O. BOX 4613 

AMSTERDAM 



NETHERLANDS 
12571 MACTR NL 



1009 AP 



MAIL ADDRESS: 



IM 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



P BOX 7161 
AMSTERDAM 



NETHERLANDS 

1 



ADDRESS-CODE: FU MAIL-CODE: 



1007 MC 



SU 



DRS. H. VAN EERDE 

UNIVERSITY OF AMSTERDAM 



127 



128 
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ECDDU/V1K MEMBERSHIP RECORD 
INSTALLATION CODE: SGN 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS CODEIVIM I: - CHANGED: 861015 
STATUS CODE(ECODU): VM PRI-INDUSTRY: OTHS 



NAME: S.G.N. 

DIVISION INFORMATIQUE 
OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SNIAS 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CO0E(VIM ): CA CHANGED: 831115 
STATUS CODE(ECOOU): VM PRI-INDUSTRY: 



NAME: AEROSPATIALE 

CENTRE D INFORMATIQUE 



MAIL ADDRESS: 



ADDRESS-CODE: 
1 RUE OES HERONS 



STREET: 

STREET-2: 

CITY: ST. QUENTIN EN YVELINES 

STATE/POSTAL: - 78182 

COUNTRY: FRANCE 

TELEX/THX: SGN 698 31EF 



XX MAIL-CODE: SU 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-COOE: XX MAIL-CODE: 



SU 



TOULOUSE CEDEX 03 

F -3 1060 
FRANCE 
5 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 180-830 108 



INST-DATE CM ECS OPERATING SYSTEM 
10/08/84 512K 512K NOS 2.5.3 NOS/VE 



APPLICATION 


PERCENTAGE 


ENGN 


050 


SCIE 


050 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



SR 



RP 



MR. JACQUES DEVOS 
APPLICATION SOFTNARE DEVELOPMENT 



MR. JEAN-MARC 
SYSTEM ANALYST 



LACOSTE 



NL-QTY 



33.1.30 58 E2 SO 



33.1.30 58 64 78 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


•NO 


INST-DATE 


CM 


ECS 


OPERATING SYS 


CYBER 170-845 224 




07/84 


4000K 


_ ' 


NOS/BE 


CYBER 170-855 229 




07/84 


4000K 


- 


NOS/BE 


CYBER 180-990 ? 




07/87 


8000K 


- 


NOS/VE-NOS/VE 


APPLICATION 




PERCENTAGE 








ENGN 




025 








SCIE 




075 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 



RP 



MR. C. DESMALADES 

CHEF DEPARTEMENT INFORMATIQUE 



MR. R. LEREUN 

CHEF DE CENTRE ADJOINT 



PHONE 


NL-QTY 


33 61 93 5101 


1 


(61! 93-54-76 


1 
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AS OF 1988/11/09 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION COOE: SSCC 
PRIMARY USER GROUP: ECODU 

NAME: SOCIAL SERVICES COMPUTER CEKTRE 



STATUS COOE (VIM ): VM CHANGED: 860604 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ST 
PRIMARY USER GROUP: ECOOU 



AS OF 1988/11/09 

STATUS COBEfVIM ): - CHANGED: 861229 
STATUS CODE(ECOOU): VM PRI-INDUSTRY: OTHS 



NAME: 



STATENS TELETJENESTE 
EDB CENTER 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY : 

TELEX/TNX: 



ADDRESS-CODE: XX 
101 SYNGROU AVENUE 
ATHENS 
GREECE 



117 45 



MAIL-CODE: SU 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



TELEGADE 2 

TAASTRUP 

DENMARK 



ADDRESS-CODE: XX MAIL-CODE: 



DK 2630 



SU 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



ECS 



CYBER 170-720 
CYBER 170-720 



442 

443 



07/22/80 
07/22/80 



128K 

128K 



OPERATING SYSTEM 



NOS 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS TTL 
SR 



FIRST - NAME - LAST 



MRS. D. NINOU 

MANAGER NEN APPLICATIONS 



RP DR. NICK PAVLIDIS 

MANAGER COMPUTER OPERATIONS 



IM MR. P. KONIDARIS 

MANAGER APPLICATIONS MAINTENANCE A 



MR. STAVROS BASSEAS 
ASSISTANT TECH. DIR. 



PHONE 


Nl-QTY 


01 9215982 


1 


01 9224188 


1 


01 9215726 


1 


01-9233489 


1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



ECS 



CYBER 825 
CYBER 830 
CYBER 830 



114 
127 
275 



APPLICATION 
ADMIN 



09/86 
09/86 
09/86 



PERCENTAGE 
100 



16MB 
32MB 
32MB 



OPERATING SYSTEM 

NOS-VE/NOS-BE 
NOS-VE/NOS-BE 
NOS-VE/NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SCHLEGEL 



SR MR. KURT 

VICE MANAGER 



RP MR. PALLE 
MANAGER 



MAIL ADDRESS: 



RASMUSSEN 



NL-QTY 
0949 02-529111 X279B 1 
0949 02-529111 X1443 1 
ADDRESS-CODE: XI MAIL-CODE: SU 



STREET: TELEGADE 2 

STREET-2: 

CITY: TAASTRUP 

STATE/POSTAL: - 

COUNTRY: DENMARK 

TELEX/TNX: 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: STC 
PRIMARY USER GROUP: ECOOU 



AS OF 1988/11/09 

STATUS CODE(VIM ): RE CHANGED: 850308 
STATUS CODE(ECODU): VM PRI-INOUSTRV: GOVT 



NAME: 



SHAPE TECHNICAL CENTRE 
CENTRAL COMPUTER FACILITY 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SUNL 
PRIMARY USER GROUP: ECOOU 

NAME: SUN LIFE ASSURANCE SOCIETY PLC 



AS OF 1988/11/09 



STATUS CODEfVIM ): CA CHANGED: 870114 
STATUS CODE(ECOOUl: VM PRI-INDUSTRY: 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


P. 0. BOX 174 


STREET-2: 


OUDE HAALSDDRPERNEG SI 


CITY: 


THE HAGUE 


STATE/POSTAL : 


2501 CD 


COUNTRY: 


NETHERLANDS 


TELEX/TNX: 


31472SHTECNL 



XX MAIL-CODE: 



L ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


SUN LIFE COURT 






STREET-2: 


P. 0. BOX 290 






CITY: 


ST. JAMES BARTON 






STATE/POSTAL: 


BRISTOL BS99 7SL 






COUNTRY: 


UNITED KINGDOM 






TELEX/TNX: 


449923-SLSLC/G 







su 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



1NST-0ATE CM 



CYBER J70-825 
CYBER 180-840 



251 

345 



01/84 
01/86 



ECS 



512K 
2048K 



OPERATING SYSTEM 



NOS 2.5.1 
NOS/VE 1.2.1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



INST-DATE CM 



CYBER 860 
CYBER 990E 



336 

216 



03/87 
01/88 



ECS 



2M 
2M 



OPERATING SYSTEM 



NOS/BE 
NOS/BE 



APPLICATION PERCENTAGE 
ADMINISTRATION 010 

ENGINEERING 010 

OPERATIONS RESEARCH 060 
SCIENTIFIC 020 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS TTL FIRST - NAME 



SR 



IM 



RP 



MR. BRIAN T. 
SYSTEMS SUPERVISOR 



LAST 
CONNELLY 



DRS. GERLOF OUDEGA 
HEAD ANALYSIS S PROG. SER. BR. 



MR. JAN G. ROELINK 
HEAD CENTRAL COMPUTER FACILITY 



PHONE 



070-142256 



070-142252 



070-142255 



NL-QTY 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED! 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



RP 



MR. P. PUONER 

ASSISTANT GENERAL MANAGER 



0272 426911 



134 



ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: SVIK 
PRIMARY USER GROUP: ECODU 

NAME: STUOSVIK AB 



AS OF 1 988/ 11/09 

STATUS CODEIVIM ): RE CHANGED: 880209 
STATUS CODEIECOOUI: VM PRI-INOUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TAU 
PRIMARY USER GROUP: ECODU 

NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): CA CHANGED: 831115 
STATUS CODEIECOOUI: VM PRI-INDUSTRY: 



LOUIS CALDER JR COMPUTATION CENTER 
TEL-AVIV UNIVERSITY 



MAIL ADORESS: 



ADDRESS-CODE: XX MAIL-COOE: 



STREET: 

STREET-2: 

CITY: NYKOEPING 

STATE/POSTAL: 

COUNTRY: 5NEDEN 

TELEX/TNX: 64013 STUDS S 



S 81183 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 
P.O. BOX 39040 RAMAT-AVIV 
TEL-AVIV 
ISRAEL 



89978 



XX MAIL-CODE: AV 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-OATE CM ECS OPERATING SYSTEM 
CYBER 180-835 123 10/24/82 16MB - NOS 2-NOS/VE 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 990E 208 



INST-DATE CM 
01/87 32MB 



OPERATING SYSTEM 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR. SVEN' LINDE 



RP MR. THOMAS 



KINELL 



Nl-QTY 

0155-21 000 1 

0155-21 000 1 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP 



MR. ABRAHAM COHEN 
HEAD OF COMPUTATION CENTRE 



SR 



MRS. J. ROVETZ 

HEAD COMPILERS AND APPLICATIONS 



PHONE 


NL-QTY 


03-420810 


1 


03-420810 


1 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TCFP 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): - CHANGED: 860207 
STATUS CODE(ECDDU): VM PRI-INOUSTRY: OTHS 



NAME: TOTAL C.F.P. 

TEP/DDP/DIP/TR/SAIL 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: THH 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEtVIM ): CA CHANGED: 831115 
STATUS COOE(ECODU): VM PRI-INOUSTRY: 



NAME: EDV-ZENTRUM DER TU MEN 
ABT.OIGITALRECHENANLAGE 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



SU 



STREET: 21 COURS MICHELET 

STREET-2: PUTEAUX-92 

CITY: PARIS LA DEFENSE 

STATE/POSTAL: CEDEX L7 92069 

COUNTRY: FRANCE 
TELEX/TNX: 



MAIL ADDRESS: 




STREET: 


NIEDNER H 


STREET-2: 




CITY: 


NIEN 


STATE/POSTAL: 




COUNTRY: 


AUSTRIA 


TELEX/TNX: 


613222467 



ADDRESS-CODE: XX MAIL-CODE: 



A- 1040 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE 
CYBER 180-850 ? 08/85 



OPERATING SYSTEM 
NOS-NOS/VE 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 180-860 404 01/09/86 64M 



ECS 



OPERATING SYSTEM 
NOS/VE 



APPLICATION 
ENGN 

PETROLEUM 
SCIE 



PERCENTAGE 
000 
000 
000 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 

IM MS. CATHERINE DIEMEN 



RP 



MS. CATHERINE 
ENGINEER 



MR. DINH TRAN 
ENGINEER 



NGUYEN 



NL-QTY 

1 
1 



APPLICATION 
SCIENTIFIC 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



SR 



MR. DIETER SCHORNBOECK 
HEAD OF COMPUTER CENTER 



MS. IRENE 
USER LIAISON 



HYNA 



NL-QTY 

(0222) 58801-3696 1 
(0222) 58801-3698 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE; TUT 
PRIMARY USER GROUP: VIM 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): VM CHANGED: 880329 
STATUS CODE(ECOOU): VM PRI-INDUSTRY: EDUC 



TECHNION IL INSTITUTE OF TECHNOLOGY 
COMPUTER CENTER 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


TECHNION CITY 


STREET-2: 


- 


CITY: 


HAIFA 


STATE/POSTAL: 


32000 


COUNTRY: 


ISRAEL 


TELEX/THX: 


IL 46406 



XX MAIL-CODE: AV 



THIS PAGE INTENTIONALLY LEFT BLANK *» 



CD COMPUTERS INSTALLED: 



-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


R 170-835 107 




10-07-86 


16MB 


- 


NOS-NOS/VE 


APPLICATION 




PERCENTAGE 








ENGN 




050 








SCIE 




050 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



SR 



RP 



MS . DORA 
SYSTEM ANALYST 



MS. MIRIAM 
SYSTEM ANALYST 



POMERANCBLUM 



BENHAIM 



04292177 
04292177 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TRRL 
PRIMARY USER GROUP: ECOOU 



AS OF 1988/11/09 

STATUS CODE(VIM ): CA CHANGED: 850325 
STATUS CODE(ECODU): VM PRI-INDUSTRY: GOVT 



ECODU/VIM MEMBERSHIP RECORD 



AS OF 1988/11/09 



MR. H. R. BELLINI 
HEAD OF INFORMATION TECHNOLOGY 



44 034 477 3131 



NAME: TRANSPORT a ROAD RESEARCH LAB. 
COMPUTER SERVICES 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE: 


STREET: 


OLD HOKINGHAM ROAD 






STREET-2: 








CITY: 


CRONTHORNE BERKSHIRE 






STATE/POSTAL : 


RG11 EAU 






COUNTRY: 


UNITED KINGDOM 






TELEX/TKX: 


848272 







CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


IHST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 720 482 
CYBER 815 244 




01/04/81 
01/11/83 


262K 
16MB 


- 


NOS 2.4.1 

NOS 2.4.1-NOS/VE 


APPLICATION 
ADMIN 
SCIE 




PERCENTAGE 
010 
090 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTl FIRST - NAME - LAST 


PHONE 


NL-QT 


IM 


MR. C. NILLIS 








SOFTWARE SUPPORT 


44 034 477 3131 




IM 


MR. E. J- HARDMAN 








SOFTHARE SUPPORT 


44 0344 773131 




SR 


MR. J. G. DENNIS 








HEAD OF ENGINEERING AND OPERATIONS 


44 034 477 3131 




IM 


MR. *. E. FELLONS 








HEAD OF SYSTEM SOFTNARE SECTION 


44 0344 773131 




IM 


MRS. P. C. BAGULEY 








ADMINISTRATIVE SOFTNARE 


44 0344 773131 




RP 


DR. R. S. DICKERSON 








HEAD OF COMPUTER SERVICES 


44 0344 773131 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TStE 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): CA CHANGED: 831115 
STATUS COOE(ECODU): VM PRI- INDUSTRY : 



NAME: 



TELESYSTEMES LILLE 
CENTRE INFORMATIQUE 



ECODU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: TSME 
PRIMARY USER GROUP: ECODU 

NAME: TELESYSTEMES MARSEILLE 



STATUS CODEIVIM ): CA CHANGED: 880203 
STATUS COOE(ECODU): VM PRI-INDUSTRY: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



ZI LA PILATERIE 
6 RUE OES CHATEAUX 
MARCQ EN BAROEUL 

F-59700 
FRANCE 
1 



MAIL ADDRESS: 


ADDRESS-CI 


STREET: 


83 RUE FELIX PYAT 


STREET-2: 




CITY: 


MARSEILLE 


STATE/POSTAL: 


F- 13003 


COUNTRY: 


FRANCE 


TELEX/THX: 


402864F 



XX MAIL-CODE: SU 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-730 D421029 



INST-DATE CM ECS 
JUNE 81 25BK - 



OPERATING SYSTEM 
NOS/BE 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 810 
CYBER 825 



261 

297 



IHST-DATE 



10/86 
10/84 



ECS 



256K 
25 GK 



OPERATING SYSTEM 



NOS/BE 
NOS/BE 



APPLICATION 
BUSN 



PERCENTAGE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. PHILIPPE 
CHEF DE CENTRE 



DACqUIN 



33 20 983001 



NL-QTY 

1 



INSTALLATION MENDER (ADORESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP 



NL-QTY 



MR. PATRICE ROBIN 
CHEF DE CENTRE MGR. 



33 91 642676 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TSMY 
PRIMARY USER GROUP: ECOOU 



AS OF 1988/11/09 

STATUS COBEIVIM ): CA CHANGED: 831115 
STATUS CDDEIECODU): VM PRI-INDUSTRY: 



NAME: CENTRE DE CALCUL INTERREGIONAL 
DE PARIS MASSY 



L ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


149 RUE DE PARIS 






STREET-2: 








CITY: 


MASSY 






STATE/POSTAL: 


F-91300 






COUNTRY: 


FRANCE 






TELEX/THX: 


69110 F CCIMY 







** THIS PAGE INTENTIONALLY LEFT BLANK 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS 
CYBER 170-840T A146B10256 06/87 16M 



OPERATING SYSTEM 
NOS/BE 



APPLICATION 
BUSN 



PERCENTAGE 
050 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



SR 



MR. ALAIN DENIS 
CHEF OE GROUPE SYSTEME 



MR. MAURICE 
CHEF DE DIVISION 



33 1 69200026 



33 1 69203952 



NL-qTY 

1 
1 
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ECODU/VIM. MEMBERSHIP RECORD AS OF 1988/11/09 
INSTALLATION CODE: TSNA 
PRIMARY USER GROUP: ECODU 

NAME: TELESYSTEMES-NANTES 



STATUS CODEfVIM ): CA CHANGED: 831115 
STATUS CODE(ECODU): VM PRI-INOUSTRY: 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 


1 RUE DAUBENTON 

NANTES 

F-44100 
FRANCE 

7 







SU 



CO COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 170-815 234 
CYBER 170-825 295 



INST-DATE CM 



08/84 
08/84 



ECS 



25 6K 
25 BK 



OPERATING SYSTEM 



NOS/BE 1.5 
NOS/BE 1.5 



APPLICATION PERCENTAGE 
ACCOUNTING 015 

ADM./TECHN. APPL . 043 
TELEPHONE BILLING 042 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INOICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



IM MR. K.J. NOLFGARTEN 

SALES PROMOTION 



Nl-QTY 
33 1 60056575 1 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: - 

COUNTRY: FRANCE 

TELEX/TNX: 



SR MR. C. 
ENGINEER 



BAKL ZI NORD 
TORCY 



ADDRESS-CODE: NO MAIL-CODE: SU 



77200 



CONNRAOT 



33 40 891268 



^^%. 



o 






ECODU/VIM MEMBERSHIP RECORD 
RP 



MR. J. P. SABOUREAU 
COMPUTING CENTER MANAGER 



AS OF 1988/11/09 

33 40 891382 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TSNY 
PRIMARY USER GROUP: ECODU 

NAME: TEtESYSTEMES-NANCY 



AS OF 1988/11/09 

STATUS CODEIVIM ): CHANGED: 
STATUS CODE(ECODU): VM PRI-INOUSTRY: 



ECODU/VIM MEMBERSHIP RECORO 
INSTALLATION COOE: TSR 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): - CHANGED: 861015 
STATUS CODE(ECODU): VM PRI-INDUSTRY : OTHS 



NAME: TELE SOENDERJYLLAND 
REGNSKABSSEKTIONEN 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TEIEX/THX: 



ADDRESS-CODE: XX MAIL-COOE: SU 



TOUR GAMMA D 
193-197 RUE DE 6ERCY 
PARIS 

75012 

FRANCE 
200 515F 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 
H. P. HANSSENSGADE 21 
AABENRAA 
DENMARK 



0K62OO 



XX MAIL-CODE: 



SU 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-825 215 



INST-DATE CM ECS 
06/83 256K - 



APPLICATION 
BUSN 



PERCENTAGE 
100 



OPERATING SYSTEM 
NOS/BE 



CD COMPUTERS INSTALLED: 



l-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


!R 180 353 




09/01/86 


16M 




NOS/BE-NOS/VE 


APPLICATION 




PERCENTAGE 








BUSN 




100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTl FIRST - NAME - LAST PHONE 



NL-QTY 



IM 



MR. JEAN PEIRRE JABOUREAU 
DIRECTOR CYBER COMPUTING CENTERS 



33 1 43476679 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. HANS MORTENSEN 



MR. HANS 
EDP MANAGER 



04622411-450 



NL-QTY 
1 



MAIL ADDRESS: 



ADDRESS-CODE: FO MAIL-CODE: SU 



RP 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 

MR. A. 



115 RUE DU BAC 
PARIS 



FRANCE 
2 



CRIDL1G 



COMPUTING CENTER MANAGER 



MRS. B. BILLIG 

COMPUTING CENTER ASSISTANT MANAGER 



33 83348220 



33 8 338 8252 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: TSRU 
PRIMARY USER GROUP: ECODU 

NAME: TELESVSTEMES RUNGIS 



AS OF 1988/11/09 



STATUS CODElVIM I: CA CHANGED: 831115 
STATUS CODE(ECOOU): VM PRI-INDUSTRY: 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TSTY 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): CA CHANGED: 831115 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



TELESYSTEMES 
TORCY 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: SU 
B RUE DU JURA - SILK 449 



STREET: 

STREET-2: 

CITY: RUNGIS CEDEX 

STATE/POSTAL: F-94593 

COUNTRY: FRANCE 

TELEX/TNX: 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 
BAT 4 ZONE INDUSTIELLE NORD 
TORCY 
FRANCE 



XX MAIL-CODE: 



F- 77200 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL -NO INST-DATE CM 



ECS 



CYBER 180-830 213 
CYBER 930-11 140 



09/85 
10/87 



262K 
1BMB 



OPERATING SYSTEM 



NOS/BE 1.5 
NOS/VE 1.2.3 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



SR MR. - CHABLE 

SYSTEM TEAM LEADER 



RP MR. - LANORINI 

COMPUTER CENTER MANAGER 



Nl-QTY 
33 1 4687 1489 1 



33 1 46871489 



1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 

CYBER 180-830 901 1985 256K - NOS/BE 

INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



SR MR A. RIVIERE 

RESPONSIBLE SYSTEMS 



RP MR . F . 

CHEF DE CENTRE 



NOEL 



NL-QTY 

33 1 60 05 65 75 1 
33 1 60 05 65 75 1 
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ECUOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TUB 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE(VIM ): RE CHANGED: 830310 
STATUS COOE(ECODU): VM PRI-INDUSTRY: 



NAME: 



TECHNISCHE UNIVERSITAET BERLIN 
ZENTRALEINRICHTUNG RECHENZENTRUM 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: TUEV 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEfVIM ): - CHANGED: 880615 
STATUS CODE(ECODU): VM PRI-INDUSTRY: ENGN 



NAME: 



TUEV BADEN E.V. 
FACHBEREICH 8 



MAIL ADDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


STR. DES 17 JUNI 135 






STREET-2: 








CITY: 


BERLIN 12 






STATE/POSTAL : 


D 1000 






COUNTRY: 


FED. REPUBLIC OF GERMANY 






TELEX/TNX: 


1 84 679 RITU D 







MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: AV 



DUDENSTR. 28 



MANNHEIM 7 

6800 
FED. REPUBLIC OF GERMANY 
463728 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 180-830 
CYBER 180-860 



CO COMPUTERS INSTALLED: 



INST-DATE 


CM 


11/15/84 
01/04/82 


1500K 
4000K 


PERCENTAGE 

100 





ECS 



APPLICATION 
SCIE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST 

IM MR. K.-J. STUEKEN 

HEAD OF APPLICATION SOFTHARE 



OPERATING SYSTEM 



NOS/BE-NOS/VE 
NOS/BE 



SR 



RP 



MR. RA1MUND 



RIEDEL 



MR. REINHARD GUELKER 
HEAD OF SYSTEMS GROUP 



PHONE 


NL-QTY 


030-3144355 


1 


030-3144687 





030-3144126 


4 



MAIN-FRAME-TYPE SERIAL- 


NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-810 248 
CYBER 930-11 133 




10/15/85 
08/11 


2MB 
87 


16MB 


NOS 2.4 


APPLICATION 
ENGN 
SCIE 




PERCENTAGE 
00 
00 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP DR. INGO BRESTRtCH 
HEAD OF PHYSICS/MATH. (6.2.2) 



0621/395-529 



NL-QTY 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: THDTN 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODE (VIM ): - CHANGED: 880203 
STATUS CODE(ECODU): VM PRI-INOUSTRV: OTHS 



NAME: 



TttD-TNO 

GNR-CYBER COMPUTING CENTER 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UBOL 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM I: CA CHANGED: 831115 
STATUS CODE(ECODU): VM PRI-INDUSTRY : 



CENTRO DI CALCOLO INTERUNIVERSITA- 
RIO DELL ITALIA NORD-ORIENTALE 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



MAIL ADDRESS: 



STREET: 


P. 0. BOX 285 








STREET-2: 


SCHOEMAKERSTRAAT 


97 






CITY: 


DELFT 








STATE/POSTAL: 


- 


2600 AG 






COUNTRY: 


NETHERLANDS 








TELEX/THX: 


38071 ZPTNONL 








CD COMPUTERS INSTALLED: 










MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 180-830 303 


05/15/86 


16M 


- 


NOS/VE 


APPLICATION 


PERCENTAGE 








SCIE 


100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTL FIRST - NAME - LAST 
RP 



SR 



IM 



MR. A. 
SYSTEM MANAGER 



MR. <l. H. 

HEAD OF DEPARTMENT 



MR. 



LAST 


PHONE 


NL-QTY 


VAN GAALEN 


31 15 697283 


1 


LYKLEMA 


31 15 697142 


1 


HULSHOFF 







STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX 

VIA MAGNANELLI 6/30 

CASALECCHIO DI RENO (BO) 
1-40033 
ITALY 
5 



MAIL-COOE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS OPERATING SYSTEM 



CYBER 170-730 498 
CYBER 170-835 128 



08/81 
10/83 



128K 
1000K 



NOS/BE 1.3 
NOS 2.2 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR 



MR. C. DELLI PONT! 

OPERATIONS MANAGER 



RP PROF R. 
DIRECTOR 



ROSSI 



NL-QTY 

39-51-676541/576542 1 
39-51-576541/576542 1 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: UDP 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS CODE (VIM ): - CHANGED: 840510 
STATUS CODE(ECDDU): VM PRI-INDUSTRY: 



NAME: UNIVERSIDADE DO PORTO 
CENTRO DE INFORMATICA 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UGHH 
PRIMARY USER GROUP: ECODU 



NAME: 



AS OF 1988/11/09 

STATUS CODE (VIM ): CHANGED: 830328 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



RECHENZENTRUM 
UNI-GH-NUPPERTAL 



MAIL ADDRESS: 


ADDRESS-CODE 


STREET: 


RUA DAS TAIPAS 135 


STREET-2: 


- 


CITY: 


PORTO 


STATE/POSTAL: 


4000 


COUNTRY: 


PORTUGAL 


TELEX/THX: 


- 



XX MAIL-CODE: 



SU 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: XX MAIL-CODE: 



SU 



GAUSSTR. 20 



HUPPERTAl 

D-5600 
FED. REPUBLIC OF GERMANY 
8 



CD COMPUTERS INSTALLED: 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


CYBER 170-720 536 




01/31/82 


960K 


1960K 


NOS 1 


CYBER 180-830 416 




01/05/87 


16MB 


- 


NOS 2 


APPLICATION 




PERCENTAGE 








BUSN 




00- 








SCIE 




00- 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. ALBERTO AMARAL 



SR 



MR. ALBERTO 
DIRECTOR 



MR. CARLOS 

DIRECTOR 



02 380313 



MADUREIRA 



Nl-QJY 
1 

1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 175 331 



INST-DATE CM ECS 
09/14/85 256K - 



OPERATING SYSTEM 
NOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP DR. HANS GEORG HILPERT 



SR 



DR. HANS GEORG 
AKADEMIC DIRECTOR 



DR. HOLFGANG 
GROUP LEADER 



HITTE 



0202 439 2236 
0202 439 2239 



NL-QTY 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UIBK 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): CHANBEO: 870629 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



NAME: 



UNIVERSITAET INNSBRUCK 
EDV ZENTRUM 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UKLN 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 

STATUS CODEIVIM ): RE CHANGED: 831201 
STATUS CODE(ECODU): VM PRI-INDUSTRY: 



UNIVERSITAET ZU KOELN 
RECHENZENTRUM 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 
TECHNIKERSTR 13 
INNSBRUCK 



XX MAIL-CODE: 



A- 6020 



AUSTRIA 
53808 UNITE 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 

ROBERT KOCH STR.10 

KOELN 41 

D-5000 
FED. REPUBLIC OF GERMANY 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 180-840A 472 09/87 32M 



ECS 



OPERATING SYSTEM 
NOS-NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



DR . . MOERZ 

HEAD OF SOFTNARE DEPT. 



05222-748-4059 



NL-QTY 

1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 176-421 208 
CYBER 180-830 346 
CYBER 180-855 104D 



INST-DATE CM 



09/80 
12/86 
07/87 



APPLICATION 
SCIENTIFIC 



PERCENTAGE 
100 



ECS 



128K 512K 
4096K - 
4096K - 



OPERATING SYSTEM 

SCOPE 2.1 

NOS/BE 

NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



SR 



RP 



DR. D. KREKEL 

MANAGER APPLIC. SOFTNARE 



MR. KLAUS P. PESCHLOH 
MANAGER, USER SERVICES 



(0221) 478/5343 
(0221) 470/4059 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: UKMET 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEIVIM ): CHANGED: 870114 
STATUS CODE! ECODU): VM PRI-INDUSTRY: 



NAME: U. K. METEOROLOGICAL OFFICE 
MET 012 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ULB 
PRIMARY USER GROUP: ECODU 

NAME: BRUSSELS UNIVERSITIES COMP . CENTRE 



AS OF 1988/11/09 



STATUS CODEIVIM ): RE CHANGED: 85060B 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: 
LONDON ROAD BRACKNELL 
BERKSHIRE 



RG 12 2SZ 



UNITED KINGDOM 



MAIL-CODE: SU 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-CODE: 

AV ROOSEVELT 50 

BRUXELLES 

B1050 
BELGIUM 
23069 UNI LIB BRUX 



XX MAIL-CODE: 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 1NST-DATE 
CYBER 205 502 10/8/81 



CD COMPUTERS INSTALLED 



APPLICATION 
SCIE 



PERCENTAGE 
100 



CM ECS 
2048K - 



OPERATING SYSTEM 
VSOS 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. R. A. PEARSON 



MR. R. A. 
SYSTEMS MANAGER 



NL-QTY 
01144344 420242 X2401 1 



MAIN-FRAME-TYPE 


SERIAL-NO 


INST-DATE 


CM 


CYBER 180-815 


281 


02/86 


8M 


CYBER 180-855 


229 


09/87 


32M 


APPLICATION 


PERCENTAGE 




ADMIN 




005 




EDUC 




015 




SCIE 




080 




COMMITTEE MEMBERS 








COMMITTEE CODE 


NAME 






ECCOS 


THIRY 







ECS 



OPERATING SYSTEM 



NOS 2.5.2 
NOS 2.5.2 



INITIALS 
M. F. 



CHAIR 
N 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



IM 



MR. JACQUES GRASSART 
DIRECTOR COMPUTER CENTER 



MR. 



M. F. 



32! 642 37 38 



NL-QTY 



MR. PAUL RAEYMAEKERS 

DIRECTOR COMPUTER CENTER 



322 642 37 38 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UMOC 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS CODEfVIM ): CA CHANGED: 850306 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



NAME: 



UMDAC 

UMEA DATAMASKINCENTRAL 



ECODU/VIM MEMBERSHIP RECORO 
INSTALLATION CODE: UOACC 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 

STATUS CODEfVIM I: - CHANGED: 861015 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



UNIVERSITY OF ATHENS 
COMPUTER CENTER 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



ADDRESS-COOE: 
UNIVERSITETSOMRADET 
UMEA 



XX MAIL-CODE: 



S-901 87 



SNEDEH 
S 54005 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



ADDRESS-CODE: XX MAIL-CODE: 



SU 



TYPA BUILDING 

UNIVERSITY CAMPUS 

ATHENS 

ILISSIA 15771 

GREECE 

♦♦301-7228981 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM 
CYBER 180-850 324 10/85 2M 



ECS 



OPERATING SYSTEM 
NOS-NOS/VE 



CO COMPUTERS INSTALLEO: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS 
CYBER 170-730 449 05/15/84 2520K - 



OPERATING SYSTEM 
NOS 



APPLICATION 
BUSN 
EDUC 
ENGN 
SCIE 



PERCENTAGE 
005 
020 
015 
060 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTl FIRST - NAME - LAST 


PHONE 


NL-QJY 


RP 


MR. HANS NALLBERG 
COMPUTER CENTER DIRECTOR 


4690165E45 


1 


SR 


MR. 0. MARTENSSON 
CHIEF PROGRAMMER 


SNEDEN 090 165302 


1 



APPLICATION 


PERCENTAGE 


EDUCATION 


033 


MEDICAL 


033 


SCIE 


033 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 
STATUS TTl FIRST - NAME - LAST 
SR PROF HATZOPOULOS MICHALIS 



RP MR. VANAKARIS STAVROS 
MANAGER COMPUTER CENTER 



PHONE 


NL-QJY 


01-7243213 


1 


01-7248470 


1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UOSLO 
PRIMARY USER GROUP: ECOOU 



AS OF 1988/11/09 



STATUS CODE (VIM ): - CHANGED: 870708 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



NAME: 



UNIVERSITY OF OSLO 

USE 

FORMERLY RBK 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: UTS 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS CODEIVIM ): CA CHANGED: 850318 
STATUS CODE(ECODU): VM PRI-INDUSTRY: EDUC 



NAME: 



UNIVERSITY OF TRIESTE 
COMPUTATION CENTER 



MAIL ADDRESS: 



ADORESS-CODE: XX MAIL-CODE: SU 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/THX: 



CYBER GROUP 

P.O. BOX 1059 BLINDERN 

OSLO 3 

N-0316 
NORHAY 



tDDRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE 


STREET: 


VIA DEL RONCO 11 






STREET-2: 








CITY: 


TRIESTE 






STATE/POSTAL: 


1-34133 






COUNTRY: 


ITALY 






TELEX/THX: 









SU 



CD COMPUTERS INSTALLED: 



l-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEM 


R 170-835 603 




07-01087 


1M 


- 


NOS V.2.5.1 


APPLICATION 
BU5N 




PERCENTAGE 
050 








SCIE 




050 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR MR BJORN LARSEN 



IM 



RP 



MR BJORN 
SYSTEM MANAGER 



MR. 



DAGFINN 



MR. RUNE 
EDP MANAGER 



GYTRI 



47-2-455735 



NL-QTY 

1 
1 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 
CYBER 170-730 403 



INST-OATE CM 
01/01/83 262K 



APPLICATION 
ADMINISTRATION 
EDUCATION 
OTHERS 
SCIENTIFIC/ENGN 



PERCENTAGE 
005 
005 
006 
084 



ECS 



OPERATING SYSTEM 
NOS 2.3 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR DOTT ADA SESSA-LAGONEGRO 



RP 



DOTT ADA 

MANAGER 



PROF MARIO 
DIRECTOR 



GREGORI 



0049-40-733033 



0049-40-733033 



NL-QTY 

1 

1 
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ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: VROM 
PRIMARY USER GROUP: ECOOU 



AS OF 1988/11/09 

STATUS CODEIVIM ): - CHANGED: 870708 
STATUS CODEIECODUh VM PRI-INDUSTRY: OTHS 



NAME: MINISTERS VAN VROM 

DIR. GEN. VAN VOLKSHUISVESTING 



MAIL ADDRESS: 



ADDRESS-COOE: XX MAIL-COOE: 



SU 



BOERHAVELAAN 5 



STREET: 

STREET-2: 

CITY: ZOETERMEER 

STATE/POSTAL: ZUID-HOLLAND 

COUNTRY: NETHERLANDS 

TELEX/TNX: 



2713 HA 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 

CYBER 180-810 187 
CYBER 930-11 



INST-DATE CM 



15/10/87 4MB 
10/88 



ECS 



OPERATING SYSTEM 



NOS/BE 1650 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



MR. H.T.J. GORES 

COORDINATOR CYBER BEHEER 



31-79-272083 



NL-QTY 

1 
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ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: VTT 
PRIMARY USER GROUP: ECODU 
NAME 



AS OF 1988/11/09 



STATUS CODEIVIM ): RE CHANGED: 840511 
STATUS COOE(ECODU): VM PRI-INDUSTRY: 



TECHNICAL RESEARCH CENTER OF FINLAND 
COMPUTING SERVICE 



MAIL ADDRESS: 


ADDRESS-CODE: XX 


MAIL-COOE: SU 


STREET: 


VUORIMIEHENTIE 6 






STREET-2: 








CITY: 


ESPOO IS 






STATE/POSTAL: 




SF-02150 




COUNTRY: 


FINLAND 






TELEX/TNX: 


122972 VTTHA SF 






CD COMPUTERS INSTALLED: 








MAIN-FRAME-TYPE SERIAL 


-NO INST-DATE 


CM ECS 


OPERATING SYSTEM 


CYBER 180-840 306 


06/85 


16M 


NOS-NOS/VE 


APPLICATION 


PERCENTAGE 






BUSN 


015 






ENG 


085 







INSTALLATION MEMBER (AODRESS AS ABOVE UNLESS INDICATED) 



STATUS 


TTL FIRST - 


NAME - LAST 


PHONE 


NL-QTY 


RP 


MR. JUKKA 
DIRECTOR 




KIVI 


358 4561 


1 


SR 


MR. MARKKU 
MANAGER-COMPUTER 


KOKKILA 
SERVICES 


358 4561 


1 


IM 


MR. TIMO 
MANAGER SOFTWARE 


KANSALA 
SERVICES 


358 4561 


1 
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ECODU/VIM MEMBERSHIP RECORD 

INSTALLATION CODE: VH 

PRIMARY USER GROUP: ECODU 

NAME: VOLKSNAGEN AG 

FE RECHENZENTRUM 



AS OF 1988/11/09 

STATUS CODE (VIM ): CA CHANGED: 880203 
STATUS CODE(ECODU): VM PRI- INDUSTRY: MFG 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: NMF 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 



STATUS CODE(VIM I: - CHANGED: 8S0502 
STATUS CDDE(ECODU): VM PRI-INOUSTRY: MFG 



NAME: NUERTTEMBERGISCHE 

METALLNARENFABRIK AG 



MAIL ADDRESS: 



ADDRESS-CODE: XX MAIL-CODE: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL : 

COUNTRY: 

TELEX/TNX: 



HOLFSBURG 

D-318 
FED. REPUBLIC OF GERMANY 
09 586 533 VNH D 



MAIL ADDRESS: 


AODRESS-COOE 


STREET: 


DEPT. TZD 


STREET-2: 


POSTFACH 76 


CITY: 


GEISLINGEN/STEIGE 


STATE/POSTAL: 


D-7340 


COUNTRY: 


FED. REPUBLIC OF GERMANY 


TELEX/THX: 


715161/715129 



CD COMPUTERS INSTALLED: 



CD COMPUTERS INSTALLED: 



MAIN-FRAME 


-TYPE 


SERIAL-NO 


INST-DATE 


CM 


ECS 


OPERATING SYSTEH 


CYBER 180- 


825 


708 


06/83 


4MB 


_ 


NOS 


CYBER 810 




126 


09/87 


8MB 


- 


NO 5 


CYBER 810 




406 


06/87 


8MB 


- 


NOS-NOS/VE 


CYBER 990 




111 


07/86 


32MB 


- 


NOS 


CYBER 990 




119 


09/86 


32MB 


- 


NOS 


CYBER 990 




200 


02/87 


32MB 


- 


NOS 


CYBER 995 




220/224 


07/87 


96MB 


- 


NOS/VE 


APPLICATION 


PERCENTAGE 








SCIENTIFIC 




100 









INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



RP 



SR 



DR. H. G. SIEPMANN 
MANAGER COMPUTING CENTER 



MR. NERNER 
MANAGER 



R0HR8ACH 



05361-926565 



05361-925132 



NL-QTY 
1 
1 



MAIN-FRAME-TYPE SERIAL 


-NO 


INST-DATE 


CM 


CYBER 170-815 240 
CYBER 180-930 214 




02/01/84 
12/23/87 


262K 
32MB 


APPLICATION 
ENGN 




PERCENTAGE 
100 





ECS 



OPERATING SYSTEM 



NOS 
NOS/VE 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 



NL-QTY 



RP 



MR. PATRICK RODRIGUES 
MANAGER CAO SYSTEM 



07331 25769 



AS OF 1988/11/09 



ECODU/VIH MEMBERSHIP RECORD 
INSTALLATION CODE: HTCS 
PRIMARY USER GROUP: ECODU 

NAME: HHESSOE TECH 8 COMPUTING SYSTEMS 



STATUS CODE(VIM ): - CHANGED: 860624 
STATUS CODE (ECODU): VM PRI-INDUSTRY : OTHS 



ECODU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ZAMET 
PRIMARY USER GROUP: ECODU 



NAME: 



ZENTR. ANST. 
ABT. ADV 



AS OF 1988/11/09 

STATUS CODEIVIM ): CHANGED: 880222 
STATUS CODE(ECDDU): VM PRI-INDUSTRY: OTHS 



F. METEOR. U. 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



AODRESS-CODE: XX MAIL-CODE: AV 



BRINKBURN ROAD 

DARLINGTON 

DURHAM DL3 60S 

UNITED KINGDOM 

58S8 



MAIL ADDRESS: 



STREET: 

STREET-2: 

CITY: 

STATE/POSTAL: 

COUNTRY: 

TELEX/TNX: 



AODRESS-CODE: XX MAIL-CODE: 



SU 



HOHE HARTE 38 
VIENNA 



AUSTRIA 
1 



A- 1190 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 175 
CYBER 845 



INST-DATE CM 



06/30/84 
01/30/88 



ECS 



25 6K 
16MB 



OPERATING SYSTEM 



NOS 1.4 
NOS 1.4 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO 



CYBER 180-830 
CYBER 180-860 
CYBER 930 



470 



INST-DATE CM 

10/09/87 16MB 

05/18/87 32MB 

10/09/87 16MB 



ECS 



OPERATING SYSTEM 

NOS-VE 
NOS-VE DUAL 
NOS-VE 



APPLICATION 
ENGN 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

RP MR. PITER HUMBLE 



SR 



MR. PITER 
CYBER SUPPORT 



NL-QTY 

1 



MR. STEPHEN 
SYSTEMS PROGRAMMER 



BALL 



(0325) 381818 



APPLICATION 
SCIE 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED) 

STATUS TTL FIRST - NAME - LAST PHONE 

SR 



NL-QTY 



RP 



DR. GEORG KAINDL 
DEPUTY HEAD DEPT. EDP 



DR. GUNTER 
HEAD DEPT. EDP 



HIHL 



(0222) 36-44-53 
(0222) 36-44-53 
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ECOOU/VIM MEMBERSHIP RECORD 
INSTALLATION CODE: ZIB 
PRIMARY USER GROUP: ECODU 



AS OF 1988/11/09 

STATUS COOEIVIM ): - CHAMOED: 850821 
STATUS CODE(ECODU): VM PRI-INDUSTRV: 



NAME: KONRAD-ZUSE-ZENTRUM FUER 

INFORMATIONSTECHNIK BERLIN 
FORMERLY HRB 



MAIL AODRESS: 


ADDRESS-CODE: 


XX 


MAIL-CODE: 


SU 


STREET: 


HEILBRONNER STRASSE 10 








STREET-2: 


- 








CITY: 


BERLIN 31 








STATE/POSTAL: 


D-1000 








COUNTRY: 


FED. REPUBLIC OF GERMANY 








TELEX/TNX: 


- 









ECOOU/VIM MEMBERSHIP RECORD AS OF 1988/11/09 



END OF ECODU/VIM ROSTER 



CD COMPUTERS INSTALLED: 

MAIN-FRAME-TYPE SERIAL-NO INST-DATE CM ECS 
CYBER 170-825 123 02/18/83 2048K - 



OPERATING SYSTEM 
NOS/BE 



APPLICATION 
SCIE 



PERCENTAGE 
100 



INSTALLATION MEMBER (ADDRESS AS ABOVE UNLESS INDICATED t 

STATUS TTl FIRST - NAME - LAST PHONE 

RP 



MR. HUBERT BUSCH 
HEAD OF COMPUTER DEPARTMENT 



SR MR. NOLFGANG HAEUSLER 

HEAD OF COMPUTER OPERATIONS DEPT. 



NL-QTY 

19-49-30-89604-135 1 
19-49-30-89604-136 1 
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VIM 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



COUNTRY 



CODE 



INSTALLATION NAME 



LAST NAME 



FIRST NAME, MI 



AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

AUSTRALIA 

BRAZIL 

BRAZIL 

BRAZIL 

BRAZIL 

BRAZIL 

BRAZIL 

BRAZIL 

BRAZIL 

BRAZIL 

BRAZIL 

CANADA 

CANADA 

CANADA 

CANADA 

CANADA 

CANADA 

CANADA 

CANADA 

CANADA 

CANADA 

CANADA 

CANADA 

CANADA 

CANADA 



ABS 

ABS 

ABS 

AFS 

ARRB 

ATAX 

ATAX 

BUMET 

BUMET 

BUMET 

BUMET 

CSIR 

CSIR 

DMR 

FIT 

FIT 

FIT 

MELB 

ME LB 

RMIT 

RMIT 

SAF 

SAF 

SPSC 

SPSC 

USYD 

UWA 

CENPES 

CENPES 

CENPES 

CPD 

PUCRJ 

PUCRd 

PUCRJ 

PUCRJ 

PUCRJ 

PUCRJ 

AEEC 

AEEC 

AEEC 

ALBCL 

ALBCL 

AU 

AU 

BIO 

BIO 

CAMOS 

CAMOS 

CCATM 

CCATM 

CCATM 



AUSTRALIAN BUREAU OF STATISTICS 

AUSTRALIAN BUREAU OF STATISTICS 

AUSTRALIAN BUREAU OF STATISTICS 

INFORMATION SYSTEMS BRANCH 

AUSTRALIAN ROAD RESEARCH BOARD 

AUSTRALIAN TAXATION OFFICE 

AUSTRALIAN TAXATION OFFICE 

BUREAU OF METEOROLOGY 

BUREAU OF METEOROLOGY 

BUREAU OF METEOROLOGY 

BUREAU OF METEOROLOGY 

CSIRONET 

CSIRONET 

DEPARTMENT OF MAIN ROADS-N.S.W. 

FOOTSCRAY INST. OF TECHNOLOGY 

FOOTSCRAY INST. OF TECHNOLOGY 

FOOTSCRAY INST. OF TECHNOLOGY 

THE UNIVERSITY OF MELBOURNE 

THE UNIVERSITY OF MELBOURNE 

ROYAL MELBOURNE INST. OF TECHNOLOGY 

ROYAL MELBOURNE INST. OF TECHNOLOGY 

DEPT. OF DEFENCE SMALL ARMS FACTORY 

DEPT. OF DEFENCE SMALL ARMS FACTORY 

GOVERNMENT COMPUTING CENTRE 

GOVERNMENT COMPUTING CENTRE 

UNIVERSITY OF SYDNEY, NSW 

UNIVERSITY OF WESTERN AUSTRALIA 

PETROBRAS/CENPES 

PETROBRAS/CENPES 

PETROBRAS/CENPES 

CENTRO TEC. AEROESPACIAL 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

ATOMIC ENERGY OF CANADA LTD. 

ATOMIC ENERGY OF CANADA LTD. 

ATOMIC ENERGY OF CANADA LTD. 

ALBERTA CULTURE 

ALBERTA CULTURE 

ACADIA UNIVERSITY 

ACADIA UNIVERSITY 

BEDFORD INSTITUTE OF OCEANOGRAPHY 

BEDFORD INSTITUTE OF OCEANOGRAPHY 

CAMOSUN COLLEGE 

CAMOSUN COLLEGE 

TRADE MARK INFORMATICS CENTRE 

TRADE MARK INFORMATICS CENTRE 

TRADE MARK INFORMATICS CENTRE 



AITKEN 

BIRD 

ERBACHER 

SURKUS 

ASHLEY 

GROWDER 

KARMAN 

EBENREUTER 

HENDERSON 

MCAVANEY 

THURLING 

AUSTIN 

GLAVONJIC 

LIPTAK 

HUNNAM 

LAVENDER 

LEEDHAM 

BAXTER 

BELL 

KNOX 

VAN ABBE 

COOPER 

GRAY 

JONES 

WILSON 

SIDHOM 

REID 

FRANCA 

LAIER 

STOLLER 

SONNENBURG 

AMARAL 

DA SILVA 

MEISEL 

NUNES 

PINTO 

SILVA 

CHATTERJEE 

GIGNAC 

RICCIUTI 

FOREST 

LOO 

MC EWAN 

WILDER 

COLLINS 

PORTEOUS 

COOKE 

OWEN 

MA 

MCDERMOTT 

MCGREGOR 



DON 

BRIAN F. 

DARRYL 

VICTOR 

IAN 

J. R. 

H. 

AL 

JOHN 

BRYANT 

ROBERT 

BRIAN J. 

DAVID S. 

TOM 

FRANK 

DAVID 

TERRY A. 

JAMES D. 

ALAN P. 

GRAEME J. 

QUENTIN 

DARRYLL J. 

ALEXANDER S. 

M. E. 

J. F. P. 

M. 

T. ALEX 

RAOUEL DAMASCE 

FREDERICO PERE 

JOSE LUIZ DE 

CLAUD 10 

ANTONIO ROSA D 

NELSON S. 

NICOLAU CARLOS 

JOSE RENATO SO 

DULCE F. C. 

NELSON SIMOES 

SAM 

GREG 

RICK 

JUDY 

CHI 

ALAN T. 

WILLIAM 

GARY 

DAVE 

IAIN 

JOHN 

JAMES C. C. 

CHRIS 

JERRY 



COUNTRY 

CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 
CANADA 



VIM 

CODE 

CCATM 

CCIW 

CCIW 

CFSSU 

CFSSU 

CFSSU 

CHIN 

CHIN 

CHIN 

CID 

CID 

CID 

CIGM 

CPCL 

CRNL 

CRNL 

CYSL 

DAW 

DAW 

DAW 

DAW 

DEMR 

DEMR 

DOWTY 

DOWTY 

DOWTY 

DOWTY 

HQUE 

KIDD 

KIDD 

KIDD 

KLSY 

KLSY 

KLSY 

KLSY 

ONTHY 

ONTHY 

ONTHY 

SGWU 

SMVOK 

SMVOK 

SMVOK 

SMVOK 

SMVOK 

SMVOK 

SRC 

SRC 

TUNS 

TUNS 

TUNS 

UCALG 



DELEGATE REPORT 



BY COUNTRY AND INSTALLATION CODE 



INSTALLATION NAME 

TRADE MARK INFORMATICS CENTRE 

NATIONAL WATER RESEARCH INSTITUTE 

NATIONAL WATER RESEARCH INSTITUTE 

CFSS UPGRADE PROJECT 

CFSS UPGRADE PROJECT 

CFSS UPGRADE PROJECT 

DEPARTMENT OF COMMUNICATIONS 

DEPARTMENT OF COMMUNICATIONS 

DEPARTMENT OF COMMUNICATIONS 

CENTRE INFORMATIQUE DE DORVAL 

CENTRE INFORMATIQUE DE DORVAL 

CENTRE INFORMATIQUE DE DORVAL 

CENTRE D' INFORMATIQUE DE GESTION 

COMPUTER PERFORMANCE CONSULTING LTD. 

ATOMIC ENERGY OF CANADA LTD. 

ATOMIC ENERGY OF CANADA LTD. 

CYBERSHARE LTD. 

DAWSON COLLEGE 

DAWSON COLLEGE 

DAWSON COLLEGE 

DAWSON COLLEGE 

ENERGY MINES AND RESOURCES CANADA 

ENERGY MINES AND RESOURCES CANADA 

DOWTY CANADA LIMITED 

DOWTY CANADA LIMITED 

DOWTY CANADA LIMITED 

DOWTY CANADA LIMITED 

HYDRO-QUEBEC 

KIDD CREEK MINES LTD. 

KIDD CREEK MINES LTD. 

KIDD CREEK MINES LTD. 

KELSEY INSTITUTE/SASK RESEARCH CNCL 

KELSEY INSTITUTE/SASK RESEARCH CNCL 

KELSEY INSTITUTE/SASK RESEARCH CNCL 

KELSEY INSTITUTE/SASK RESEARCH CNCL 

ONTARIO HYDRO 

ONTARIO HYDRO 

ONTARIO HYDRO 

CONCORDIA UNIVERSITY 

COM DEV LTD 

COM DEV LTD 

COM DEV LTD 

COM DEV LTD 

COM DEV LTD 

COM DEV LTD 

SASKATCHEWAN RESEARCH COUNCIL 

SASKATCHEWAN RESEARCH COUNCIL 

TECHNICAL UNIVERSITY OF NOVA SCOTIA 

TECHNICAL UNIVERSITY OF NOVA SCOTIA 

TECHNICAL UNIVERSITY OF NOVA SCOTIA 

UNIVERSITY OF CALGARY 



LAST NAME 

SCHRAMA 

DUFFIELD 

PULLEY 

GENEST 

GROVE 

PIPRANI 

DALLAS 

JELICH 

REAKES 

BENOIT 

FINDLETON 

GARDNER 

BENOIT 

CHENG 

MC PHERSON 

TANNER 

MOIR 

BAUDY 

FRANCOIS 

HEATH 

SUMNER 

BASINSKI 

HUGHES 

DARLINGTON 

EVANS 

NING 

REYNOLDS 

RENAUD 

AAVASALINI 

OUZOUNIAN 

PAANANEN 

PIERCE 

ROHR 

WILLIAMS 

WOOFF 

BROWN - H11A1 

DUTTA - H11F10 



HOWARD 

FUCHS 

BROWN 

DOREY 

HARRICKEY 

MCNEILL 

VAUGHAN 

ZAIFMAN 

PIERCE 

WOOFF 

BUSTIN 

MUFTI 

RIDEOUT 

BAKAL 



H11F11 



FIRST NAME, MI 

HENRY 

ROBERT A. 

H. C. 

RALPH 

RICK 

CHANDRAKUMAR 

ROBERT IAN 

HELEN 

GEORGE A. 

RAYMOND 

IAIN 

NEIL 

JEAN-GUY 

FRANCIS W. 

D. 

CHRISTOPHER J. 

D. A. 

PAVLA 

DANIEL 

ROBERT 

ROBERT 

JOAN 

C. K. 

RALPH 

RICHARD 

JAMES 

PAUL 

GILLES 

HENRY 

RAFFY 

RISTO T. 

GORDON 

ROBERT F. 

TREVOR 

HEATHER 

R. A. 

SHIV 

JOHN V. 

IVAN G. 

GREG 

JIM 

JOHN 

LAURA 

TONY 

LEN 

GORD 

HEATHER 

V. GARY 

A. A. 

DOUGLAS J. 

JANICE 
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DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



COUNTRY 


CODE 


CANADA 


UCALG 


CANADA 


UCALG 


CANADA 


UCALG 


CANADA 


UCALG 


CANADA 


UCALG 


CANADA 


UMTL 


CANADA 


UMTL 


CANADA 


UQSS 


CANADA 


UQTR 


CANADA 


UQTR 


CANADA 


UWO 


CANADA 


UWO 


CANADA 


UWO 


CANADA 


UWO 


CANADA 


UWO 


CANADA 


UWO 


CANADA 


UWPG 


CANADA 


VEBOD 


CANADA 


VEBOD 


DENMARK 


FIMI 


DENMARK 


FIMI 


FED. REPUBLIC OF GERMANY 


FUB 


FED. REPUBLIC OF GERMANY 


FUB 


FED. REPUBLIC OF GERMANY 


RRZN 


FED. REPUBLIC OF GERMANY 


RRZN 


FED. REPUBLIC OF GERMANY 


RRZN 


FED. REPUBLIC OF GERMANY 


RRZN 


FRANCE 


CEAT 


FRANCE 


CEAT 


FRANCE 


CEAW 


FRANCE 


CNES 


FRANCE 


CNES 


FRANCE 


CNES 


FRANCE 


CNES 


FRANCE 


CNES 


FRANCE 


CNES 


FRANCE 


FRAM 


FRANCE 


FRAM 


GREECE 


SSCC 


GREECE 


SSCC 


GREECE 


SSCC 


GREECE 


SSCC 


ISRAEL 


ENG 


ISRAEL 


ENG 


ISRAEL 


HUdI 


ISRAEL 


HUJI 


ISRAEL 


HUdI 


ISRAEL 


HUdI 


ISRAEL 


IMD 


ISRAEL 


IMD 


ISRAEL 


TUT 



INSTALLATION NAME 

UNIVERSITY OF CALGARY 

UNIVERSITY OF CALGARY 

UNIVERSITY OF CALGARY 

UNIVERSITY OF CALGARY 

UNIVERSITY OF CALGARY 

UNIVERSITE DE MONTREAL 

UNIVERSITE DE MONTREAL 

UNIVERSITE DU QUEBEC 

UNIVERSITY DU QUEBEC 

UNIVERSITY DU QUEBEC 

UNIVERSITY OF WESTERN ONTARIO 

UNIVERSITY OF WESTERN ONTARIO 

UNIVERSITY OF WESTERN ONTARIO 

UNIVERSITY OF WESTERN ONTARIO 

UNIVERSITY OF WESTERN ONTARIO 

UNIVERSITY OF WESTERN ONTARIO 

THE UNIVERSITY OF WINNIPEG 

VIM EXTENDED BOARD OF DIRECTORS 

VIM EXTENDED BOARD OF DIRECTORS 

FISKERIMINISTERIET 

FISKERIMINISTERIET 

ZENTRALEINRICHTUNG FUR DATENVERAR 

ZENTRALEINRICHTUNG FUR DATENVERAR 

REGIONALES RECHENZENTRUM FUER 

REGIONALES RECHENZENTRUM FUER 

REGIONALES RECHENZENTRUM FUER 

REGIONALES RECHENZENTRUM FUER 

COMMISSARIAT DE L ENERGIE ATOMIQUE 

COMMISSARIAT DE L ENERGIE ATOMIQUE 

CEA LIMEIL 

CENTRE NATIONAL D 

CENTRE NATIONAL D 

CENTRE NATIONAL D 

CENTRE NATIONAL D 

CENTRE NATIONAL D 

CENTRE NATIONAL D 

FRAMATOME 

FRAMATOME 

SOCIAL SERVICES COMPUTER CENTRE 

SOCIAL SERVICES COMPUTER CENTRE 

SOCIAL SERVICES COMPUTER CENTRE 

SOCIAL SERVICES COMPUTER CENTRE 

ISRAEL AIRCRAFT INDUSTRIES LTD. 

ISRAEL AIRCRAFT INDUSTRIES LTD. 

HEBREW UNIVERSITY OF dERUSALEM 

HEBREW UNIVERSITY OF dERUSALEM 

HEBREW UNIVERSITY OF dERUSALEM 

HEBREW UNIVERSITY OF dERUSALEM 

ISRAEL MINISTRY OF DEFENSE 

ISRAEL MINISTRY OF DEFENSE 

TECHNION IL INSTITUTE OF TECHNOLOGY 



ETUDES SPATIALES 
ETUDES SPATIALES 
ETUDES SPATIALES 
ETUDES SPATIALES 
ETUDES SPATIALES 
ETUDES SPATIALES 



LAST NAME 

BARNECUT 

GATHA 

LINKLETTER 

MCGUIRE 

WITTIG 

BILODEAU 

GREGOIRE 

KOMENDA 

CHOUINARD 

LAPOINTE 

GODDARD 

GOVINDARAUAN 

SPIRONELLO 

STARLING 

STERNER 

VESELY 

MIKULIK 

dELICH 

TANNER 

ERIKSEN 

KdERSGAARD 

BORDFELD 

GIEDKE 

HEERHORST 

LUDWIG 

LUTTERMANN 

PRALLE 

HARRAR 

HERBIN 

LECOEUVRE 

DARGENT 

GRAS 

MOREAU 

ROUX 

SANS 

WINTERHOLER 

LAPLACE 

VAN SURELL 

BASSEAS 

KONIDARIS 

NINOU 

PAVLIDIS 

AMADO 

LIPKIN 

KIDRON 

NAAMAN 

SHICKMAN 

WEINBERG 

DUCHNE 

WIND 

BENHAIM 



FIRST NAME, MI 

d. N. R. 

ARUN 

CARL 

MARY 

ROD 

RONALD 

dEAN FRANCOIS 

dOSEF 

CLAUDE 

dEAN 

GARY 

d. 

LOU 

PAUL 

BRENT 

MILA 

RAY 

HELEN 

CHRISTOPHER d. 

CLAUS 

dOHN 

WILFRIED 

ALEXANDER 

W. 

S. 

H. 

H. 

d. 

D. 

CLAUDE 

A. 

D. 

P. A. 

GERARD 

G. 

M. 

C. 

PHILIPPE H. 

STAVROS 

P. 

D. 

NICK 

RAFI 

dOSEPH 

TSVI 

YAEL 

SIMON 

RUTH 

SHARONA 

EMANUEL 

MIRIAM 



COUNTRY 


CODE 


ISRAEL 


TUT 


KOREA 


KADD 


KOREA 


KADD 


KOREA 


KADD 


KOREA 


KAERI 


KOREA 


KAERI 


KOREA 


KAERI 


KOREA 


KIST 


KOREA 


KIST 


KOREA 


KIST 


MEXICO 


BNDCR 


MEXICO 


BNDCR 


MEXICO 


BNDCR 


MEXICO 


BNDCR 


MEXICO 


BNDCR 


MEXICO 


CIGF 


MEXICO 


CLFC 


MEXICO 


CLFC 


MEXICO 


DDF MX 


MEXICO 


GOTAB 


MEXICO 


GOTAB 


MEXICO 


UAM 


MEXICO 


UAM 


MEXICO 


UAM 


MEXICO 


UAM 


MEXICO 


UAM 


NETHERLANDS 


ACCU 


NETHERLANDS 


ACCU 


NETHERLANDS 


ACCU 


NETHERLANDS 


ENR 


NETHERLANDS 


ENR 


NETHERLANDS 


RUG 


NETHERLANDS 


RUG 


NETHERLANDS 


RUG 


NETHERLANDS 


RUG 


NETHERLANDS 


SARA 


NETHERLANDS 


SARA 


NETHERLANDS 


SARA 


NETHERLANDS 


SARA 


NETHERLANDS 


SARA 


NETHERLANDS 


SARA 


NETHERLANDS 


SEP 


NETHERLANDS 


SEP 


NORWAY 


NC 


NORWAY 


NC 


NORWAY 


NC 


REPUBLIC OF SOUTH AFRICA 


ISCOR 


REPUBLIC OF SOUTH AFRICA 


RUCC 


REPUBLIC OF SOUTH AFRICA 


RUCC 


SPAIN 


ENUSA 


SPAIN 


ENUSA 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



INSTALLATION NAME 

TECHNION IL INSTITUTE OF TECHNOLOGY 
AGENCY FOR DEFENSE DEVELOPMENT 
AGENCY FOR DEFENSE DEVELOPMENT 
AGENCY FOR DEFENSE DEVELOPMENT 
KOREA ADVANCED ENERGY RESEARCH INSTI 
KOREA ADVANCED ENERGY RESEARCH INSTI 
KOREA ADVANCED ENERGY RESEARCH INSTI 
SYSTEMS ENGINEERING RESEARCH INSTITU 
SYSTEMS ENGINEERING RESEARCH INSTITU 
SYSTEMS ENGINEERING RESEARCH INSTITU 
BANCO NAL DE CREDITO RURAL SNC 
BANCO NAL DE CREDITO RURAL SNC 
BANCO NAL DE CREDITO RURAL SNC 
BANCO NAL DE CREDITO RURAL SNC 
BANCO NAL DE CREDITO RURAL SNC 
VITRO CORPORATIVO S.A. 
CIA. DE LUZ Y FUERZA DEL CENTRO S.A. 
CIA. DE LUZ Y FUERZA DEL CENTRO S.A. 
DEPARTAMENTO DISTRITO FEDERAL 
GOBIERNO DEL EDO. DE TABASCO 
GOBIERNO DEL EDO. DE TABASCO 
UNIVERSIDAD AUTONOMA METROPOLITANA 
UNIVERSIDAD AUTONOMA METROPOLITANA 
UNIVERSIDAD AUTONOMA METROPOLITANA 
UNIVERSIDAD AUTONOMA METROPOLITANA 
UNIVERSIDAD AUTONOMA METROPOLITANA 
ACADEMISCH COMPUTER CENTRUM UTRECHT 
ACADEMISCH COMPUTER CENTRUM UTRECHT 
ACADEMISCH COMPUTER CENTRUM UTRECHT 
ENR TECHNISCH WETENSCHAPPELIJK 
ENR TECHNISCH WETENSCHAPPELIJK 
REKENCENTRUM DER RIJKSUNIVERSITEIT 
REKENCENTRUM DER RIJKSUNIVERSITEIT 
REKENCENTRUM DER RIJKSUNIVERSITEIT 
REKENCENTRUM DER RIJKSUNIVERSITEIT 
STICHTING ACADEMISCH REKENCENTRUM 
STICHTING ACADEMISCH REKENCENTRUM 
STICHTING ACADEMISCH REKENCENTRUM 
STICHTING ACADEMISCH REKENCENTRUM 
STICHTING ACADEMISCH REKENCENTRUM 
STICHTING ACADEMISCH REKENCENTRUM 
SEP 
SEP 

NORWEGIAN CONTRACTORS 
NORWEGIAN CONTRACTORS 
NORWEGIAN CONTRACTORS 
ISCOR LTD. 
RHODES UNIVERSITY 
RHODES UNIVERSITY 

EMPRESA NACIONAL DEL URANIO S.A. 
EMPRESA NACIONAL DEL URANIO S.A. 



LAST NAME 

POMERANCBLUM 

CHO 

CHUNG 

SEO 

JUHN 

RYU 

SIK 

LEE 

PAK 

SUNG 

GUERRA 

HERNANDEZ 

PAEZ 

REBOLLEDO 

TREVINO 

MARTINEZ 

FRAUSTO 

QUINTERO 

GARCIA 

CRUZ 

MERINO 

CARMONA 

JAVIER 

JIMENEZ A. 

MONCAYO 

OTALORA 

GOERTS 

VAN AARDENNE 

VON DER LINDEN 

LIEFBROER 

STRUCH 

PETIT 

VAN DER LAAN 

VAN LINDE 

VAN SCHALKWIJK 

BAKKER 

DORREPAAL 

KUIJPER 

SCHIPPER 

V/D WERF 

VAN EERDE 

LIGTVOET 

VAN SON 

HEXUM 

RIVERTZ 

SCHWARTZ 

FOURIE 

LAWRIE 

SCOTT 

RODRIGUEZ 

TRASCASA 



FIRST NAME, MI 

DORA 

C. K. 

K. S. 

I. S. 

POONG EIL 

CHANG-MO 

PARK BONG 

OKHWA 

CHUNG- I L 

KI-SOO 

MAT. JORGE A. 

JOSE L. 

ACT. MARIO 

RICARDO CORTES 

FRANCISCO X. 

FRANCISCO 

ARMANDO 

RUPERTO 

JAVIER GARCIA 

FCO. JAVIER 

JOSE LUIS MART 

GABRIEL W. 

ALEMON L. 

MARIO 

HUGO 

TOMAS 

C.A.C. 

C. J. 

F. J.M. 

FRANS 

PETER 

M.A.C.E. 

C. G. 

H. J. 

0. 

F. 

J. A. 

P. 

T. 

C. 

H. 

PETER 

PAUL 

RAND I 

JOHAN A. 

HANNE 

NICO 

M. A. 

R. A. 

FRANCISCO 

RICARDO 






o 



oo 



o 



o 



o 



^as*" - 



COUI+fRY 

SPAIN 

SPAIN 

SWITZERLAND 

SWITZERLAND 

SWITZERLAND 

SWITZERLAND 

SWITZERLAND 

SWITZERLAND 

U.S.S.R. 

U.S.S.R. 

UNITED KINGDOM 

UNITED KINGDOM 

UNITED KINGDOM 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 

USA 



VIM 

CODE 

RED 

RED 

EPFL 

EPFL 

EPFL 

ETHZ 

ETHZ 

ETHZ 

JINR 

JINR 

ICST 

ICST 

ICST 

AC 

ACMC 

ACMC 

ACMC 

ADC 

ADC 

ADC 

ADC 

ADC 

ADC 

ADC 

ADC 

ADTC 

AECN 

AEPC 

AFAL 

AFAL 

AFFTC 

AFFTC 

AFGL 

AFLC 

AFLC 

AMEC 

ARIZ 

ARIZ 

ARL 

ARL 

ARL 

ASC 

ASC 

BAKER 1 

BAKER1 

BAKER 1 

BAKER 1 

BAPL 

BAPL 

BAPL 

BAPL 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



INSTALLATION NAME 

RED ELECTRICA DE ESPANA 

RED ELECTRICA DE ESPANA 

ECOLE POLYTECHNIQUE FEDERALE 

ECOLE POLYTECHNIQUE FEDERALE 

ECOLE POLYTECHNIQUE FEDERALE 

RECHENZENTRUM DER EIDGENOESSISCHEN 

RECHENZENTRUM DER EIDGENOESSISCHEN 

RECHENZENTRUM DER EIDGENOESSISCHEN 

JOINT INSTITUTE FOR NUCLEAR RESEARCH 

JOINT INSTITUTE FOR NUCLEAR RESEARCH 

IMPERIAL COLLEGE COMPUTER CENTRE 

IMPERIAL COLLEGE COMPUTER CENTRE 

IMPERIAL COLLEGE COMPUTER CENTRE 

VOITH HYDRO INC 

UNIVERSITY OF GEORGIA 

UNIVERSITY OF GEORGIA 

UNIVERSITY OF GEORGIA 

ADC TELECOMMUNICATIONS INC. 

ADC TELECOMMUNICATIONS INC. 

ADC TELECOMMUNICATIONS INC. 

ADC TELECOMMUNICATIONS INC. 

ADC TELECOMMUNICATIONS INC. 

ADC TELECOMMUNICATIONS INC. 

ADC TELECOMMUNICATIONS INC. 

ADC TELECOMMUNICATIONS INC. 

EGLIN AIR FORCE BASE 

U. S. DEPARTMENT OF ENERGY 

ARIZONA ELECTRIC POWER COOPERATIVE 

AF ASTRONAUTICS LABORATORY 

AF ASTRONAUTICS LABORATORY 

AIR FORCE FLIGHT TEST CENTER 

AIR FORCE FLIGHT TEST CENTER 

AIR FORCE GEOPHYSICS LABORATORY 

AFLC LMSC/SOS 

AFLC LMSC/SOS 

U. S. ARMY-BELVOIR R&D CENTER 

THE UNIVERSITY OF ARIZONA 

THE UNIVERSITY OF ARIZONA 

THE UNIVERSITY OF TEXAS 

THE UNIVERSITY OF TEXAS 

THE UNIVERSITY OF TEXAS 

AEROSPACE CORPORATION 

AEROSPACE CORPORATION 

BAKER EQUIPMENT ENGINEERING CO. INC. 

BAKER EQUIPMENT ENGINEERING CO. INC. 

BAKER EQUIPMENT ENGINEERING CO. INC. 

BAKER EQUIPMENT ENGINEERING CO. INC. 

BETTIS ATOMIC POWER LABORATORY 

BETTIS ATOMIC POWER LABORATORY 

BETTIS ATOMIC POWER LABORATORY 

BETTIS ATOMIC POWER LABORATORY 



LAST NAME 

APARICIO 

GONZALEZ 

JAUNIN 

ROUGEMONT 

VALENZUELA 

GAEBEL 

ROZKOSNY 

STAUB 

GOVORUN 

SCHELEV 

ALLATT 

SPIRLING 

WHITEHEAD 

GRAYBILL 

BENDER 

GARD 

MCRAE 

ANDERSON 

BODIMER 

BOSWELL 

DAVIS 

DEITCH 

HEMP 

NELSON 

VACHHANI 

BLACKWELL 

KEACH 

STEGER 

RICHEY 

ROSE 

DUNNIGAN 

KLEIN 

SMITH 

ECKENRODE 

WHITE 

BURKE 

DETLOFF 

MATTHEWS 

LONGLEY 

MC SWAIN 

SCOTT 

BROWN 

RAVERT 

BAKER JR. 

CUNNINGHAM JR. 

LOWERY 

WILKERSON 

CADWELL 

DEVRIES 

ELDER 

SMITH 



FIRST NAME, MI 

ALBERTO 

JOSE JAVIER 

M. 

FRED 

F. 

REINHOLD 

JAN 

PETER 

N. N. 

S. A. 

PAUL 

A. G. 

PETER 

JOHN 

CHARLES 

CAROLYN 

WALTER B. 

DENNIS 

DANIEL 

FREDERICK 

LYNN 

JAY 

PETER 

CHRIS 

VICTOR 

EDDIE J. 

DOUGLAS G. 

MIKE 

JAMES K. 

STEPHEN T. 

JOHN 

DENNIS F. 

SANFORD B. 

GARY F. 

FRANKLIN 

ED 

JOHN 

RAY 

MITCHELL 

ELAINE 

DAN 

F. J. 

LINDA T. 

J. G. 

CARL W. 

RONALD L. 

VANESSA B. 

W. R. 

RAYMOND G. 

R. L. 

R. B. 



VIM 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



COUNTRY 



CODE 



INSTALLATION NAME 



LAST NAME 



FIRST NAME, MI 



USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 



BASOI BRIGGS AND STRATTON CORPORATION 

BASOI BRIGGS AND STRATTON CORPORATION 

BAWL BABCOCK AND WILCOX COMPANY 

BCS BOEING COMPUTER SERVICES 

BCS BOEING COMPUTER SERVICES 

BCS BOEING COMPUTER SERVICES 

BCS BOEING COMPUTER SERVICES 

BEKC ALLIED CORPORATION 

BEKC ALLIED CORPORATION 

BELPA BELL OF PENNSYLVANIA 

BGEC BALTIMORE GAS & ELECTRIC CO. 

BGEFCM BALTIMORE GAS AND ELECTRIC COMPANY 

BMI BATTELLE MEMORIAL INSTITUTE 

BMI BATTELLE MEMORIAL INSTITUTE 

BMI BATTELLE MEMORIAL INSTITUTE 

BOPA BELL OF PENNSYLVANIA 

BPA BONNEVILLE POWER ADMINISTRATION 

BPA BONNEVILLE POWER ADMINISTRATION 

BSU BOISE STATE UNIVERSITY 

BSU BOISE STATE UNIVERSITY 

BSU BOISE STATE UNIVERSITY 

BSU BOISE STATE UNIVERSITY 

BUCC BRADLEY UNIVERSITY 

BUCC BRADLEY UNIVERSITY 

BUCC BRADLEY UNIVERSITY 

BUCC BRADLEY UNIVERSITY 

CADRE AIR UNIVERSITY 

CADRE AIR UNIVERSITY 

CAI CENTURY ANALYSIS INC. 

CAI CENTURY ANALYSIS INC. 

CAPU CAPITAL UNIVERSITY 

CAPU CAPITAL UNIVERSITY 

CAPU CAPITAL UNIVERSITY 

CAPU CAPITAL UNIVERSITY 

CAS COMPUTER ASSOCIATES 

CDSSE CONSOLIDATED DATA SERVICES INC. 

CDWR CALIFORNIA DEPT. OF WATER RESOURCES 

CDWR CALIFORNIA DEPT. OF WATER RESOURCES 

CDWR CALIFORNIA DEPT. OF WATER RESOURCES 

CE COMBUSTION ENGINEERING, INC. 

CE COMBUSTION ENGINEERING, INC. 

CE COMBUSTION ENGINEERING, INC. 

CE COMBUSTION ENGINEERING, INC. 

CF GENERAL DYNAMICS 

CHGE CENTRAL HUDSON GAS & ELECTRIC CORP. 

CHGE CENTRAL HUDSON GAS & ELECTRIC CORP. 

CHGE CENTRAL HUDSON GAS & ELECTRIC CORP. 

CHGE CENTRAL HUDSON GAS & ELECTRIC CORP. 

CHRY CHRYSLER MOTORS CORPORATION 

CHRY CHRYSLER MOTORS CORPORATION 

CHRY CHRYSLER MOTORS CORPORATION 



LOCHMANN 

MITCHELL 

KIBLER 

BANAY 

PRESTI 

STEVENSON 

WRIGHT 

BOYLE 

TISCH 

BYRNE 

HEMLER 

BEALL 

BEERMAN 

SIEGEL 

WELCH 

COOK 

HANNEMAN 

SHERRY 

CARTER 

CLAYTON 

HURST 

JAHN 

HARTMAN 

HIBBARD 

MCREYNOLDS 

YOHE 

LEE 

WOLFE 

LAFRANCE 

STACK 

DEHNE 

GEARHART 

NEUMAN 

SHOWALTER 

RIVERA 

ALLRED 

FRANKLIN 

GREVE 

NAVARRETE 

KIRKMAN 

ROHAN 9492-2403 

TRANTOLO 

TRANTOLO 

PITTMAN 

BARR 

BURNS 

KIMBALL 

WILBER 

CROMBEZ 

FAIR 

HARMER 



DENNIS L. 

ROBERT K. 

BOBBY 

ARIE 

JAMES 

BRYON 

DAVID H. 

JAMES E. 

ROGER D. 

CHARLES H. 

ROBERT F. 

ROBERT H. 

THOMAS 

ALBERT L. 

WILLIAM 

ROBERT H. 

BRIAN G. 

NEAL 

BRUCE A. 

DIANE 

CHRISTINE 

GREG 

JOEL 

JEFF 

WARREN 

MIKE 

GARRY T. 

JAMES L. 

LEONARD G. 

PAT 

G. CLARK 

THOMAS 

MICHAEL 

VICTOR 

FELIX 

EUGENE 

GUY 

D. 

CHRIS 

ROBERT C. 

P. E. 

ARTHUR P. 

A. 

MILTON H. 

MATHEW D. 

EDWARD H. 

ROBERT D. 

DAVID R. 

GENE R. 

LINDA S. 

ROBERT F. 



f ) 
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o 



oo 



VIM 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



COUNTRY 

USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 



CODE INSTALLATION NAME 

CHRY CHRYSLER MOTORS CORPORATION 

CHRY CHRYSLER MOTORS CORPORATION 

CHRY CHRYSLER MOTORS CORPORATION 

CHRY CHRYSLER MOTORS CORPORATION 

CHRY CHRYSLER MOTORS CORPORATION 

CHRY CHRYSLER MOTORS CORPORATION 

CHRY CHRYSLER MOTORS CORPORATION 

CONO CONOCO, INC. 

CONO CONOCO, INC. 

CPSU CALIFORNIA POLYTECHNIC STATE UNIV. 

CPSU CALIFORNIA POLYTECHNIC STATE UNIV. 

CSCB CALIFORNIA STATE UNIV. -BAKERSFIELD 

CSSA CALIFORNIA STATE UNIV. -SACRAMENTO 

CSU COLORADO STATE UNIVERSITY 

CSU COLORADO STATE UNIVERSITY 

CSU COLORADO STATE UNIVERSITY 

CSU COLORADO STATE UNIVERSITY 

CSUC THE CALIFORNIA STATE UNIVERSITY 

CSUC THE CALIFORNIA STATE UNIVERSITY 

CSUC THE CALIFORNIA STATE UNIVERSITY 

CSUC THE CALIFORNIA STATE UNIVERSITY 

CSUCH CAL STATE UNIVERSITY CHICO 

CSUCH CAL STATE UNIVERSITY CHICO 

CSUN CALIFORNIA STATE UNIVERSITY 

CSUN CALIFORNIA STATE UNIVERSITY 

CTC COMPUTER TRADING CORP. 

DDI DATA DYNAMICS INC. 

DDI DATA DYNAMICS INC. 

DDI DATA DYNAMICS INC. 

DLC DOUGLAS & LOMASON COMPANY 

DLC DOUGLAS & LOMASON COMPANY 

DPC DAIRYLAND POWER COOPERATIVE 

DPC DAIRYLAND POWER COOPERATIVE 

DPL DELMARVA POWER & LIGHT COMPANY 

DPL DELMARVA POWER & LIGHT COMPANY 

DSRC DAVID SARNOFF RESEARCH CENTER 

DSRC DAVID SARNOFF RESEARCH CENTER 

DSRC DAVID SARNOFF RESEARCH CENTER 

DSRC DAVID SARNOFF RESEARCH CENTER 

ENG ISRAEL AIRCRAFT INDUSTRIES LTD. 

ESCH REGION IV EDUCATION SERVICE CENTER 

ESCH REGION IV EDUCATION SERVICE CENTER 

ESI ELECTROSPACE SYSTEMS INC. 

ESI ELECTROSPACE SYSTEMS INC. 

ESI ELECTROSPACE SYSTEMS INC. 

ESI ELECTROSPACE SYSTEMS INC. 

FITCH FITCHBURG STATE COLLEGE 

FITCH FITCHBURG STATE COLLEGE 

FITCH FITCHBURG STATE COLLEGE 

FITCH FITCHBURG STATE COLLEGE 

FMC FORD MOTOR COMPANY 



LAST NAME 

HIRSHEY 

LISIECKI 

RENFRO JR. 

ROCK 

ROGERS 

WALKER 

WEGLARZ 

BRYAN 

WHITESIDE 

BURDETT 

WESTLUND 

ZAUACK 

MILES 

BROWN 

ELELEN 

KATELEY 

MILLER 

CRANE 

HIGHTOWER 

LINDSEY 

TOME 

TEEGARDEN 

ZIER 

BOLES 

THOMPSON 

GREENFIELD 

HEITMANN 

PAVKOV FEUCHT 

THOMASON 

DOUTHITT 

HOLDAMPF 

ROONEY 

STAPLES 

STEPHAN 

WEST 

COLEMAN 

GACEK 

LEWIS 

MASSARO 

LIBRARY 

ARRINGTON 

BROD 

DELMER 

DOTY 

EATON 

PLACKE 

CARROLL 

GAUDET 

HALL 3RD 

RIVARD 

ST. CHARLES 



FIRST NAME, MI 

JOHN A. 

JOHN A. 

JACK S. 

KENNETH C. 

ROBERT E. 

CAROLYN 

WALTER F. 

DAVID R. 

TERRY L. 

JOHN W. 

GEORGE 

DENNIS 

JOHN G. 

STEPHANIE 

GARY 

JULIAN 

RICK 

PENNY 

J. K. 

MARVYN 

ELLEN 

PAUL 

DON 

W. J. 

D. L. 

CHARLES M. 

STEVE 

DOTTIE 

RALPH 

DONN E. 

CARL J. 

GARY J. 

BRUCE 

J. LAWRENCE 

KENNETH F. 

JAMES A. 

KRIS 

LAWRENCE J. 

MICHAEL 

TECHNICAL 

MICHAEL 

JERRY 

FREDRICK 

DWIGHT 

C. B. 

MICHAEL G. 

PATRICIA 

RODNEY 

ROY 

MICHAEL T. 

NEIL 



VIM 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



COUNTRY 

USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 



CODE 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FMCN 

FNOC 

FNOC 

FNOC 

FNOC 

FPLC 

FPT 

FPT 

FSU 

FSU 

FSU 

FSU 

GARET 

GARET 

GARET 

GDC 

GDP 

GFA 

GIT 

GIT 

GIT 

GIT 

GMECI 

GPU 

GPU 

GPU 



INSTALLATION NAME 


LAST NAME 


FMC CORPORATION 


ALEXANDER 


FMC CORPORATION 


BERRY 


FMC CORPORATION 


BLOMQUIST 


FMC CORPORATION 


CORDS 


FMC CORPORATION 


DILLON 


FMC CORPORATION 


GILLESBY 


FMC CORPORATION 


HILL 


FMC CORPORATION 


HOAGBERG 


FMC CORPORATION 


HUBBARTT 


FMC CORPORATION 


IRWIN 


FMC CORPORATION 


JOHNSON 


FMC CORPORATION 


LOCKBAUM 


FMC CORPORATION 


LURANC 


FMC CORPORATION 


NIEWOHNER 


FMC CORPORATION 


PARSELL 


FMC CORPORATION 


POLNASZEK 


FMC CORPORATION 


PRAMANN 


FMC CORPORATION 


RICH 


FMC CORPORATION 


RIDDELL 


FMC CORPORATION 


SAWREY 


FMC CORPORATION 


SEVERSON 


FMC CORPORATION 


STEARNS 


FMC CORPORATION 


TAUSSIG 


FMC CORPORATION 


WALL 


FMC CORPORATION 


WEAVER 


FMC CORPORATION 


WELLS - T025 


FLEET NUMERICAL OCEANOGRAPHY CTR. 


HENSON 


FLEET NUMERICAL OCEANOGRAPHY CTR. 


LIBRARY 


FLEET NUMERICAL OCEANOGRAPHY CTR. 


NOTTENKAMPER 


FLEET NUMERICAL OCEANOGRAPHY CTR. 


WENGER 


FLORIDA POWER & LIGHT COMPANY 


BROWN 


FISHER PRICE 


BALL 


FISHER PRICE 


WAHLEN 


FLORIDA STATE UNIVERSITY 


BAKER 


FLORIDA STATE UNIVERSITY 


BRASWELL 


FLORIDA STATE UNIVERSITY 


HAYS 


FLORIDA STATE UNIVERSITY 


NALL 


ALLIED SIGNAL AEROSPACE COMPANY 


BREHM 


ALLIED SIGNAL AEROSPACE COMPANY 


GRISHAM 


ALLIED SIGNAL AEROSPACE COMPANY 


STOKLAS 


GENERAL DYNAMICS DATA SYSTEMS 


PHILLIPS 


GENERAL DYNAMICS/POMONA 


REBER 


GILLESPIE-FOLKNER & ASSOCIATES 


FOLKNER 


GEORGIA INSTITUTE OF TECHNOLOGY 


CORBIN 


GEORGIA INSTITUTE OF TECHNOLOGY 


GEHL 


GEORGIA INSTITUTE OF TECHNOLOGY 


NATHANSON 


GEORGIA INSTITUTE OF TECHNOLOGY 


SPALDING 


GENERAL MICROELECTRONICS CORP. 


CURTIS 


GPU SERVICE CORPORATION 


KIJEWSKI 


GPU SERVICE CORPORATION 


LEBO 


GPU SERVICE CORPORATION 


SCHMIDBAUER 
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FIRST NAME, MI 

J . EDWARD 

EDWARD 

ARTHUR G. 

SCOTT 

JIM 

PATRICIA 

THOMAS 

ALLAN 

REGGIE L. 

DAN W. 

RONALD 

PAUL 

JOHN 

DAVE 

RALPH 

CARL 

MARK 

PHIL 

T. M. 

RICHARD W. 

ERIC 

ROBERT 

BARRETT 

STEVE 

RON 

WILLIAM 

DAVID 

LIBRARIAN 

RANDY 

D. 

DONALD R. 

RAY 

ROBERT H. 

CARL 

ROBERT N. 

KENNETH M. 

JOHN W. 

PEGGY J. 

BILL M. 

DAVID 

FRANK J. 

R. W. 

CHARLES A. 

STAN 

JOHN 

ALLAN J. 

RAY 

RAYMOND E. 

STANLEY J. 

JAMES E. 

LUDWIG A. 



<* \ 



w 
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COUNTRY 

USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 



VIM 

CODE 

GPU 

GRPDQ 

GSC 

GSC 

GSFC 

GSFC 

GSFC 

HACDN 

HACDN 

HLP 

HLP 

HLP 

HLP 

HLP 

HSCSC 

HSCSC 

INDU 

INEL 

IPAC 

IPAC 

IPAC 

IPAC 

IPW 

ISU 

ISU 

ISU 

JARTN 

JCPL 

JCPL 

JCPL 

JCPL 

JOYBF 

JOYBF 

JOYBF 

JOYCG 

JOYCG 

JOYCG 

JOYCG 

JOYCG 

JSC 

KAI 

KAI 

KAI 

KAI 

KAPL 

KAPL 

KAPL 

KAPL 

KAVOR 

KAVOR 

KAVOR 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 

INSTALLATION NAME LAST NAME 

GPU SERVICE CORPORATION WHITESELL 

GRP CONSULTING A DIV. OF SWUCO INC. VOSSAHLIK 

GEORGIA SOUTHERN COLLEGE WILLIAMS 

GEORGIA SOUTHERN COLLEGE WILLIAMS 

NASA-GODDARD SPACE FLIGHT CENTER BOCK 

NASA-GODDARD SPACE FLIGHT CENTER DURBECK 

NASA-GODDARD SPACE FLIGHT CENTER SHAFFER JR. 

HUGHES AIRCRAFT CO. JAMISON 

HUGHES AIRCRAFT CO. SOUZA 

HOUSTON LIGHTING & POWER CO. BAILEY 

HOUSTON LIGHTING & POWER CO. GRUENEICH 

HOUSTON LIGHTING & POWER CO. HEUSSNER 

HOUSTON LIGHTING & POWER CO. SIMPSON 

HOUSTON LIGHTING & POWER CO. TREFNY 

UNIVERSITY OF MINNESOTA CROATT 

UNIVERSITY OF MINNESOTA GREWE 

INDIANA UNIVERSITY FLOWERS 

IDAHO SCIENTIFIC COMPUTING CTR. SCOTT JR. 

CALIFORNIA INSTITUTE OF TECHNOLOGY FREELAND 

CALIFORNIA INSTITUTE OF TECHNOLOGY GOOD 

CALIFORNIA INSTITUTE OF TECHNOLOGY SESPLAUKIS 

CALIFORNIA INSTITUTE OF TECHNOLOGY WITTMAN 

INTERSTATE POWER CO. KOUBA 

INDIANA STATE UNIVERSITY EDWARDS 

INDIANA STATE UNIVERSITY OLIVER 

INDIANA STATE UNIVERSITY TOULSON 

JARVIS TECH NOTES JARVIS 

JERSEY CENTRAL POWER & LIGHT CHAMBERS 

JERSEY CENTRAL POWER & LIGHT GRAHAM 

JERSEY CENTRAL POWER & LIGHT KEANE 

JERSEY CENTRAL POWER & LIGHT PAGE 

COOPER INDUSTRIES BAKER 

COOPER INDUSTRIES FOLEY 

COOPER INDUSTRIES MARTINDALE 

JOY TECHNOLOGIES INC. BALDWIN 

JOY TECHNOLOGIES INC. BARNES 

JOY TECHNOLOGIES INC. LUKASIAK 

JOY TECHNOLOGIES INC. RESS 

JOY TECHNOLOGIES INC. RHOADS 

NASA JOHNSON SPACE CENTER DOBBRATZ 

KUCK AND ASSOCIATES INC. BARRETT 

KUCK AND ASSOCIATES INC. KUCK 

KUCK AND ASSOCIATES INC. LEASURE 

KUCK AND ASSOCIATES INC. WOLFE 

GENERAL ELECTRIC COMPANY BAIR 

GENERAL ELECTRIC COMPANY HURLEY 

GENERAL ELECTRIC COMPANY MOORHEAD 

GENERAL ELECTRIC COMPANY PAREIS 

KAVOURAS INC. BAXTER 

KAVOURAS INC. BLOCK 

KAVOURAS INC. SZNAIDER 



FIRST NAME, MI 

RICHARD P. 

JOHN E. 

JEFF 

KEN 

CHRISTOPHER E. 

HERB 

FRED B. 

CARL 

KEVIN 

EDWIN A. 

GRANT R. 

KENNETH W. 

CHARLES E. 

FLOYD JAMES 

LEE 

FRANK 

C. D. 

ROBERT 

NORMAN 

JOHN 

TADAS 

DENNIS 

TERRY L. 

CHAMPE 

GERRY 

ROSE ANN 

ROBERT 

R. A. 
M. T. 
M. P. 
R. C. 
ROBERT 
J. PETER 
JERRY L. 
STEVEN D. 
THOMAS 
MARK D. 
JERRY D. 
STEVEN E. 
SUSAN 
PATRICIA 
DAVID J. 
BRUCE 
MICHAEL 
ELAINE M. 
ELAINE P. 
JAMES B. 
F. C. 
THOMAS E. 
JAMES H. 
RONALD J. 



VIM 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



COUNTRY 



CODE 



INSTALLATION NAME 



LAST NAME 



FIRST NAME, MI 



USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 



KRESS KRESS CORPORATION BOETTCHER 

KRESS KRESS CORPORATION GROTTS 

LANL LOS ALAMOS NATIONAL LABORATORY RAMSEY 

LDSG LDS CHURCH HERETH 

LDSG LDS CHURCH PATANE 

LDSG LDS CHURCH TAYLOR 

LES LINCOLN ELECTRIC SYSTEM ENGELMAN 

LES LINCOLN ELECTRIC SYSTEM LANG-CDP 

LRCCD LOS RIOS COMMUNITY COLLEGE DISTRICT LEE 

LRCCD LOS RIOS COMMUNITY COLLEGE DISTRICT STEED 

LRCCD LOS RIOS COMMUNITY COLLEGE DISTRICT STYPES 

LRCCD LOS RIOS COMMUNITY COLLEGE DISTRICT ZIEOUR 

LUCC LEHIGH UNIVERSITY HARRIS 

MAGNA MAGNA SOFTWARE CORPORATION ESPOSITO 

MAGNA MAGNA SOFTWARE CORPORATION LAWSON 

MAGNA MAGNA SOFTWARE CORPORATION RAND 

MASC NOAA/MASC MCCLANAHAN 

MASC NOAA/MASC WANG 

MCS MCS GROUP INC. INGRAHAM 

MCS MCS GROUP INC. ROMAN 

MDAH MCDONNEL DOUGLAS AUTOMATION WHEELER 

MDAI MARYLAND AUTOMOBILE INSURANCE FUND GIUNTA 

MDAI MARYLAND AUTOMOBILE INSURANCE FUND ROBINETTE 

METED METROPOLITAN EDISON COMPANY MUSANTE 

METED METROPOLITAN EDISON COMPANY ROWITS 

METED METROPOLITAN EDISON COMPANY SHAAK 

METED METROPOLITAN EDISON COMPANY WURSTER 

MIA U.S. ARMY MISSILE SPACE INTELL.CTR. HERRING 

MIA U.S. ARMY MISSILE SPACE INTELL.CTR. MC CAIN 

MIA U.S. ARMY MISSILE SPACE INTELL.CTR. WEBB 

MICC EDUCATIONAL COMPUTING NETWORK CONNER 

MICC EDUCATIONAL COMPUTING NETWORK HANEI 

MINN UNIVERSITY OF MINNESOTA FRISCH 

ML LOCKHEED MISSILES AND SPACE CO. BUBERNAK 

ML LOCKHEED MISSILES AND SPACE CO. FITZPATRICK 

ML LOCKHEED MISSILES AND SPACE CO. WARD 

MMDD MARTIN MARIETTA DATA SYSTEMS DRAPER 

MMDD MARTIN MARIETTA DATA SYSTEMS DUNNINGTON 

MMDD MARTIN MARIETTA DATA SYSTEMS RANDOLPH 

MMDD MARTIN MARIETTA DATA SYSTEMS SUTHERLAND 

MMDD MARTIN MARIETTA DATA SYSTEMS ULRICH 

MMDS MARTIN MARIETTA DATA SYSTEMS DAY 

MMDS MARTIN MARIETTA DATA SYSTEMS NICOLLE 

MNSC MACNEAL-SCHWENDLER CORPORATION GLOUDEMAN 

MOGS MOBIL EXPLORATION AND MARTIN 

MOGS MOBIL EXPLORATION AND SCROGGINS 

MPI MAGNETIC PERIPHERALS INC. CHRISTENSEN 

MPI MAGNETIC PERIPHERALS INC. NEAL 

MPI MAGNETIC PERIPHERALS INC. PRITCHARD 

MR A MCADANS ROUX AND ASSOCIATES WOOD 

MS LOCKHEED MISSILES & SPACE CO. NAKO 



DANNY W. 

EARL D. 

RICK 

LYLE 

PAUL M. 

PAUL D. 

NEIL 

WILLIAM A. 

LARRY 

S. PAUL 

JERRY 

DAVID 

WILLIAM R. 

PHILLIP M. 

KENT E. 

HARVEY 

MARY E. 

ROBERT 

DOUG 

JAY 

RICHARD J. 

ALPHONSE J. 

JON 

EDWARD 

CYNTHIA L. 

DENNIS M. 

DANIEL G. 

JEFFERSON L. 

EARL T. 

RAYMOND 0. 

JIM D. 

G. M. 

MICHAEL J. 

P. B. 

C. R. 

R. F. 

PAUL 

K. F. 

J. 

JAMES 

JOHN 

JIM 

MARK 

MICHAEL 

W. V. 

S. R. 

MARY JO 

LEE 

CANDANCE 

JOHN N. 

K. R. 
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VIM 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



COUNTRY 



CODE 



INSTALLATION NAME 



LAST NAME 



FIRST NAME, MI 



USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 



MS LOCKHEED MISSILES & SPACE CO. 

MSBEF LOCKHEED MISSILES AND SPACE CO. 

MSBEF LOCKHEED MISSILES AND SPACE CO. 

MSBEF LOCKHEED MISSILES AND SPACE CO. 

MSBEF LOCKHEED MISSILES AND SPACE CO. 

MTL MTL SYSTEMS 

MTL MTL SYSTEMS 

MTL MTL SYSTEMS 

MTL MTL SYSTEMS 

MTL MTL SYSTEMS 

NADC NAVAL AIR DEVELOPMENT CENTER 

NAFB NELLIS AIR FORCE BASE 

NAL FERMI NATIONAL ACCELERATOR LAB. 

NAL FERMI NATIONAL ACCELERATOR LAB. 

NAL FERMI NATIONAL ACCELERATOR LAB. 

NAL FERMI NATIONAL ACCELERATOR LAB. 

NAL FERMI NATIONAL ACCELERATOR LAB. 

NASA NASA/LANGLEY RESEARCH CENTER 

NASA NASA/LANGLEY RESEARCH CENTER 

NASA NASA/LANGLEY RESEARCH CENTER 

NASA NASA/LANGLEY RESEARCH CENTER 

NBS NATIONAL BUREAU OF STANDARDS 

NBS NATIONAL BUREAU OF STANDARDS 

NBS NATIONAL BUREAU OF STANDARDS 

NBS NATIONAL BUREAU OF STANDARDS 

NBS NATIONAL BUREAU OF STANDARDS 

NED NORTHROP ELECTRONICS DIVISION 

NED NORTHROP ELECTRONICS DIVISION 

NOAA NATIONAL OCEANIC & ATMOSPHERIC ADM 

NOAA NATIONAL OCEANIC & ATMOSPHERIC ADM 

NOAA NATIONAL OCEANIC & ATMOSPHERIC ADM 

NOAA NATIONAL OCEANIC & ATMOSPHERIC ADM 

NPPD NEBRASKA PUBLIC POWER DISTRICT 

NRDC DAVID TAYLOR RESEARCH CENTER 

NRDC DAVID TAYLOR RESEARCH CENTER 

NRDC DAVID TAYLOR RESEARCH CENTER 

NSAC NATIONAL SECURITY AGENCY 

NSAC NATIONAL SECURITY AGENCY 

NSAC NATIONAL SECURITY AGENCY 

NSAC NATIONAL SECURITY AGENCY 

NSP NORTHERN STATES POWER COMPANY 

NSP NORTHERN STATES POWER COMPANY 

NUCC NORTHWESTERN UNIVERSITY 

NUCC NORTHWESTERN UNIVERSITY 

NUCC NORTHWESTERN UNIVERSITY 

NUCC NORTHWESTERN UNIVERSITY 

NUCC NORTHWESTERN UNIVERSITY 

NWL NAVAL SURFACE WEAPONS CENTER 

NYU COURANT INSTITUTE OF 

OCALC TINKER AIR FORCE BASE 

ODU OLD DOMINION UNIVERSITY 



PFEFFERLE 

HAINES 

KELLER 

MCLAIN 

RICHTER 

BARRETT 

CANDY 

KELCH 

KETTERLING 

NIXON 

FINKELMAN 

HINEGARDNER 

MCNAMARA 

MONTGOMERY 

NICHOLLS 

PFISTER 

SACHS 

BULLE 

MCPHERSON III MS-157 

MORIN 

YOUNG 

COFFEY 

DINES 

SHAVER 

SPURR 

VOGT 

BARNARD 

BEUDER 

BALINT 

MC CRACKEN 

MURPHY 

VINCENT 

BAUMGART 

MINOR 

STRICKLAND 

WESSEL 

DEVERIN 

GREINER 

NUNLEY 

TRACY 

LARSON 

MAIER 

FOSTER 

NELSON 

ROLL 

SADOWSKY 

STEINER 

DOUGLAS 

GOLDSTEIN 

BROWN 

HARNAGE 



JOHN A. 
JOSEPH G. 
JAMES H. 
GERALD L. 
RONALD W. 
SAM 

TRACEY 
DAVE 
WYMAN 
JAY V. 
ROBERT A. 
BETTY LOU 
SUSAN 
HUGH 

JUDITH E. 
JACK 0. 
DAVID 
RICHARD L. 
SAMUEL A. 
M. K. 
JOSEPH W. 
JOHN A. 
GEORGE A. 
MARTIN R. 
GARY 

MICHAEL R. 
LLOYD 
LARRY R. 
FRANCIS 
WILLIAM 
GEORGE P. 
FRED 
DEAN 

LORRAINE R. 
JEANNE D. 
JULIE C. 
JAMES 
ROBERT C. 
IRENE 
DANIEL E. 
L. R. 
D. W. 
BRUCE 
HARRY 
PETER 
GEORGE 
ALBERT 
MARGARET S. 
MAX 

JOHN P. 
DAVID F. 
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DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



COUNTRY 



CODE 



INSTALLATION NAME 



LAST NAME 



FIRST NAME, MI 



USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 



ETR 
ETR 



OPPD OMAHA PUBLIC POWER DISTRICT 

OPPD OMAHA PUBLIC POWER DISTRICT 

OPPD OMAHA PUBLIC POWER DISTRICT 

OPPD OMAHA PUBLIC POWER DISTRICT 

OPPD OMAHA PUBLIC POWER DISTRICT 

OPPD OMAHA PUBLIC POWER DISTRICT 

OPPD OMAHA PUBLIC POWER DISTRICT 

OPTCM OPTICOM 

OSU OREGON STATE UNIVERSITY 

PAFB PATRICK AIR FORCE BASE, 

PAFB PATRICK AIR FORCE BASE, 

PDA PDA ENGINEERING 

PDA PDA ENGINEERING 

PDU PURDUE UNIVERSITY 

PDU PURDUE UNIVERSITY 

PICA U. S. ARMY ARMAMENT RD & E CENTER 

PICA U. S. ARMY ARMAMENT RD & E CENTER 

PMTC PACIFIC MISSILE TEST CENTER 

PMTC PACIFIC MISSILE TEST CENTER 

PMTC PACIFIC MISSILE TEST CENTER 

PMTC PACIFIC MISSILE TEST CENTER 

PNM PUBLIC SERVICE COMPANY OF NEW MEXICO 

PREPA PUERTO RICO ELECTRIC POWER AUTHORITY 

PREPA PUERTO RICO ELECTRIC POWER AUTHORITY 

PREPA PUERTO RICO ELECTRIC POWER AUTHORITY 

PREPA PUERTO RICO ELECTRIC POWER AUTHORITY 

PSCO PUBLIC SERVICE CO. OF COLORADO 

PSCO PUBLIC SERVICE CO. OF COLORADO 

PUCL PURDUE UNIVERSITY CADLAB 

RADU RADFORD UNIVERSITY 

RADU RADFORD UNIVERSITY 

RADU RADFORD UNIVERSITY 

RAY RAYTHEON COMPANY 

RAY RAYTHEON COMPANY 

RBA RIVERS-BINNACLE ASSOCIATES 

RCDP RAMSEY COUNTY DATA PROCESSING 

RCDP RAMSEY COUNTY DATA PROCESSING 

RCDP RAMSEY COUNTY DATA PROCESSING 

RCDP RAMSEY COUNTY DATA PROCESSING 

RCNMA REGENTS COMPUTER NETWORK 

RCNMA REGENTS COMPUTER NETWORK 

RCNMA REGENTS COMPUTER NETWORK 

RCNMA REGENTS COMPUTER NETWORK 

REDA U. S. ARMY MISSILE COMMAND 

REMVC REMVEC 

RGE ROCHESTER GAS AND ELECTRIC CORP. 

RGE ROCHESTER GAS AND ELECTRIC CORP. 

RI ROCKWELL INTERNATIONAL, INC. 

RIRF ROCKWELL INTL/ROCKY FLATS 

RIRF ROCKWELL INTL/ROCKY FLATS 

RIRF ROCKWELL INTL/ROCKY FLATS 



BRADY 

BRIDGES 

FITZPATRICK 

HANSEN 

MAYHAN 

MENKE 

NORTON 

IMAZUMI 

WHITE 

COX 

FLICKINGER 

ACCOMAZZO 

NIELSON 

ABELL 

STEELE 

CHEN 

SITNIK 

BOLEN 

BROTHERTON 

GOODERMOTE 

STAHLE 

URBAN 

BUSET 

GOYCO 

HERNANDEZ 

PARES 

GLIDDEN 

ROACH 

ANDERSON 

LISS 

MCMILLAN 

MORAN 

BLOOM 

DEVEBER 

SHREDILEW 

KAVALOSKI 

NELSON 

OVERMOEN 

RICCI 

DE FRANCESCO 

MC NEILLY 

PETERSON 

VON DER LIPPE 

THORNBURY 

MAGEE JR. 

GROVE 

PIEDE 

LEVINE 

BRETZ 

COOKE 

DAILY 



EUGENE K. 
V. KENT 
MICHAEL A. 
BRUCE D. 
TOM M. 
MIKE B. 
TERRY L. 
MICHAEL 
ANTHONY J. 
GLEN 
BRUCE 
DAVE 
MICHAEL 
V. A. 
JOHN M. 
DICK F. 
RICHARD J. 
DWIGHT 
BILLIE 
STEVE 
RICHARD 
PETER M. 
JOSE R. 
OSVALDO C. 
JORGE 
EDISON 
GARY 
GENE 
DAVID C. 
IVAN 

THOMAS C. 
BRYAN P. 
ROBERT 
JEFFREY L. 
ANTOINE K. 
JIM 
GREGG 
MADISON 
VERN J. 
DENNIS 
SCOTT 
LINDA 
ANN 

MELVIN D. 
DAVID W. 
DANA G. 
DUANE L. 
ABRAHAM S. 
N. A. 
H. W. 
CHRIS 
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COUNTRY 

USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 



VIM 

CODE 

RIRF 

RMS 

RMS 

SAND 

SAND 

SAND 

SAS 

SASIN 

SASIN 

SCEC 

SCEG 

SDCNL 

SDCNL 

SDCNL 

SDCNL 

SDMT 

SDSU 

SDSU 

SDSU 

SFSU 

SFTI 

SFTI 

SFWM 

SIS 

SIS 

SIS 

SMUD 

SMUD 

SMUD 

SRP 

SRP 

SRP 

SSI 

SSS 

SSS 

SSS 

SSS 

STI 

ST I 

TBC 

TECO 

TECO 

TMPL 

TMPL 

TRW 

TRW 

TRWSB 

TRWSB 

TRWSP 

TRWSP 

TSUTX 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



INSTALLATION NAME 

ROCKWELL INTL/ROCKY FLATS 

AMPERIF CORPORATION 

AMPERIF CORPORATION 

SANDIA NATIONAL LABORATORIES 

SANDIA NATIONAL LABORATORIES 

SANDIA NATIONAL LABORATORIES 

SWANSON ANALYSIS SYSTEMS INC. 

SAS INSTITUTE INC. 

SAS INSTITUTE INC. 

SOUTHERN CALIFORNIA EDISON COMPANY 

SOUTH CAROLINA ELECTRIC & GAS CO. 

SYSTEM DEVELOPMENT CORP. 

SYSTEM DEVELOPMENT CORP. 

SYSTEM DEVELOPMENT CORP. 

SYSTEM DEVELOPMENT CORP. 

SOUTH DAKOTA SCHOOL OF MINES AND 

SAN DIEGO STATE UNIVERSITY 

SAN DIEGO STATE UNIVERSITY 

SAN DIEGO STATE UNIVERSITY 

SAN FRANCISCO STATE UNIVERSITY 

SIMUFLITE TRAINING INTERNATIONAL/SIN 

SIMUFLITE TRAINING INTERNATIONAL/SIN 

SOUTH FLORIDA WATER MGMT . DISTRICT 

STORAGETEK INTEGRATED SYSTEMS INC. 

STORAGETEK INTEGRATED SYSTEMS INC. 

STORAGETEK INTEGRATED SYSTEMS INC. 

SACRAMENTO MUNICIPAL UTILITY DIST. 

SACRAMENTO MUNICIPAL UTILITY DIST. 

SACRAMENTO MUNICIPAL UTILITY DIST. 

SALT RIVER PROJECT 

SALT RIVER PROJECT 

SALT RIVER PROJECT 

MSU SYSTEMS SERVICE 

SIMULATION CENTER 

SIMULATION CENTER 

SIMULATION CENTER 

SIMULATION CENTER 

SOUTHERN COLLEGE OF TECHNOLOGY 

SOUTHERN COLLEGE OF TECHNOLOGY 

TRI -BOROUGH COMPUTING 

TAMPA ELECTRIC COMPANY 

TAMPA ELECTRIC COMPANY 

TEMPLE UNIVERSITY 

TEMPLE UNIVERSITY 

TRW SPACE AND DEFENSE 

TRW SPACE AND DEFENSE 

TRW BALLISTIC MISSILES DIVISION 

TRW BALLISTIC MISSILES DIVISION 

TRW 

TRW 

TARLETON STATE UNIVERSITY 



LAST NAME 

HARRIGAN 

HALL 

MOODY 

BUXTON 

BUXTON 

DAVIS 

SWANSON 

BURNS 

REEVES 

HUANG 

GIBBONS 

EVANS 

LEE 

SUDIK JR. 

WOESSNER 

PRINGLE 

COFFEY 

REILLY 

REILLY 

HAMILTON 

DUSEK 

LOHN-WILEY 

HALL 

BEIDLE MS: 1145 

DOST SR. 

HOLLAND 

KLINKE 

MALUGANI 

OLIVER 

BERTANI 

EMMERICH 

SPIRK 

LANDRY 

GEREN 

JONES 

POOL 

SASSER 

JAMES 

LEBLANC 

MACINTOSH 

ITHIER 

WINTER 

CLEVER 

DICK 

GOTTLOEB 

TOMIKAWA 

HINKLE 

SZILAGYI 

BRACKLEIN 

KIRK 

COLLINS 



FIRST NAME, MI 

E. 

DONALD W. 

MARVIN D. 

LARRY 

LAWRENCE B. 

ROBERT E. 

JOHN 

MICHAEL 

H. DALE 

GENE C. 

ERNEST W. 

AGNES B. 

LUCIA L. 

STEVEN 

STEVEN A. 

JERL E. 

PAT 

DICK 

RICHARD M. 

SHARON 

WAYNE 

DAVID V. 

WILLIAM B. 

DAVID A. 

RONALD G. 

MICHAEL G. 

ELTON R. 

CAROL A. 
BRUCE A. 
BARRY A. 

PAUL C. 

DON E. 

ONNEL C. 

JACK 

KEN 

MAX 

DONALD 

W. LAWRENCE 

ROBERT G. 

LESLIE E. 

TONY 

BOB 

LILIANE 

DWIGHT 

JEFFREY R. 

GEORGE 

LAWRENCE C. 

CHARLES A. 

CONRAD 

DAVID J. 

DAN 
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DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



COUNTRY 



CODE 



INSTALLATION NAME 



LAST NAME 



FIRST NAME, MI 



USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 



TSUTX TARLETON STATE UNIVERSITY FRANKS 

TSUTX TARLETON STATE UNIVERSITY LAIRD 

TVA TENNESSEE VALLEY AUTHORITY CROTZER 

TVA TENNESSEE VALLEY AUTHORITY KHYM 

TVA TENNESSEE VALLEY AUTHORITY PRUEWITT 

TVA TENNESSEE VALLEY AUTHORITY WHITE 

TWG THE WYNDGATE GROUP LTD. COLLAND 

UDEL UNIVERSITY OF DELAWARE ANDERER 

UDEL UNIVERSITY OF DELAWARE HOFSTETTER 

UDEL UNIVERSITY OF DELAWARE WILSON 

UEC UNION ELECTRIC COMPANY CLARK 

UEC UNION ELECTRIC COMPANY FUERST 

UIIF IDAHO RESEARCH FOUNDATION ELD 

UIIF IDAHO RESEARCH FOUNDATION IVEY 

UIIF IDAHO RESEARCH FOUNDATION TINGEY 

UMAS UNIVERSITY COMPUTING CENTER MACINTRE 

UMAS UNIVERSITY COMPUTING CENTER PETERSON 

UMAS UNIVERSITY COMPUTING CENTER SMITH 

UMISS UNIVERSITY OF MISSISSIPPI ROACH 

UMISS UNIVERSITY OF MISSISSIPPI SHANKLE 

UMISS UNIVERSITY OF MISSISSIPPI VERNON 

UNEV UNIVERSITY OF NEVADA FRANKLIN 

UNL UNIVERSITY OF NEBRASKA-LINCOLN FLUEHR 

UNL UNIVERSITY OF NEBRASKA-LINCOLN GALE 

UNL UNIVERSITY OF NEBRASKA-LINCOLN KUTISH 

UNL UNIVERSITY OF NEBRASKA-LINCOLN POPKEN 

UNL UNIVERSITY OF NEBRASKA-LINCOLN SUNDERMEIER 

UOFHI UNIVERSITY OF HAWAII BLOMBERG 

UOFHI UNIVERSITY OF HAWAII LASSNER 

UOFHI UNIVERSITY OF HAWAII YEE 

UOFHI UNIVERSITY OF HAWAII YEE 

URLLE UNIVERSITY OF ROCHESTER MC KENTY 

URLLE UNIVERSITY OF ROCHESTER VERDON 

USBR BUREAU OF RECLAMATION CUADRADO 

USBR BUREAU OF RECLAMATION HAJNY 

USBR BUREAU OF RECLAMATION LIBRARY 

USCN UNIVERSITY OF GEORGIA ARGO 

USCN UNIVERSITY OF GEORGIA HALL 

USCN UNIVERSITY OF GEORGIA MATHEWS 

USFL U.S. ARMY INFORMATION SYS. COMMAND TURNER 

USSC US STEEL CORPORATION DRAPER 

USSC US STEEL CORPORATION FITZGERALD 

UTEX THE UNIVERSITY OF TEXAS AT AUSTIN BAKER 

UTEX THE UNIVERSITY OF TEXAS AT AUSTIN BARD 

UTEX THE UNIVERSITY OF TEXAS AT AUSTIN SMITH 

UTEX THE UNIVERSITY OF TEXAS AT AUSTIN WARLICK 

UTH UNIVERSITY OF TEXAS AT HOUSTON HARGROVE 

UVA UNIVERSITY OF VIRGINIA CARRUTH 

VAFB ITT FEDERAL ELECTRIC CORPORATION CONVERSE 

VAFB ITT FEDERAL ELECTRIC CORPORATION POPE 

VEBOD VIM EXTENDED BOARD OF DIRECTORS KIRKMAN 



DARLA 


JOHN T. 


HARRY 


ROBERT L. 


JOSEPH W. 


NORMAN D. 


WILLAM 


DAVID G. 


FRED T. 


JAMES H. 


JAMES D. 


GARY R. 


MARV E. 


JERRY L. 


FRED H. 


WALTER M. 


DORIS 


JUDITH A. 


DAVID 


JIM E. 


KRISTA H. 


PAUL D. 


DARRELL 


DOUGLAS 


GERALD 


RYAN 


CHUCK 


JEFFREY 


DAVID 


COREY 


WALTER S. 


PATRICK W. 


CHARLES P. 


FABIO 


PAMELA J. 


LIBRARIAN 


RAY 


WAYNE 


DOUGLAS D. 


RALPH 


D. N. 


MICHAEL J. 


R. J. 


W. C. 


DOROTHY W. 


CHARLES H. 


WILLIAM 


HAMP 


CHARLES F. 


R. A. 


ROBERT E. 
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COUNTRY 

USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 
USA 



VIM DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 

CODE INSTALLATION NAME LAST NAME 

VEBOD VIM EXTENDED BOARD OF DIRECTORS MCCLANAHAN 

VEBOD VIM EXTENDED BOARD OF DIRECTORS NATHANSON 

VEBOD VIM EXTENDED BOARD OF DIRECTORS PETERSON 

VEBOD VIM EXTENDED BOARD OF DIRECTORS PFISTER 

VEBOD VIM EXTENDED BOARD OF DIRECTORS SMITH 

WAFB ASD INFORMATION SYS. & TECH. CTR. REINHARD 

WASH UNIVERSITY OF WASHINGTON HALLSTROM 

WDNR WIDENER UNIVERSITY POLAK 

WDNR WIDENER UNIVERSITY POULSON 

WEPC WISCONSIN ELECTRIC POWER COMPANY HULEN 

WEPC WISCONSIN ELECTRIC POWER COMPANY MUELLER 

WEPC WISCONSIN ELECTRIC POWER COMPANY VARNEY 

WNES WESTINGHOUSE CORPORATE COMPUTER SERV BROWN 

WNES WESTINGHOUSE CORPORATE COMPUTER SERV IVEY 

WNES WESTINGHOUSE CORPORATE COMPUTER SERV MELICK 

WYO UNIVERSITY OF WYOMING JONES 

WYO UNIVERSITY OF WYOMING WALDEN 

XNBW EXXON COMPANY USA SMYTH 

YAEC YANKEE ATOMIC ELECTRIC COMPANY DETESSO 

YAEC YANKEE ATOMIC ELECTRIC COMPANY GALLO 

YAEC YANKEE ATOMIC ELECTRIC COMPANY MARSHALL 

YAEC YANKEE ATOMIC ELECTRIC COMPANY MOTYL-SZARY 



FIRST NAME, MI 

MARY E. 
ALLAN d. 
DORIS D. 
JACK 0. 
JIM 

RAYMOND L. 
STEPHEN E. 
LYNN S. 
MEGAN 
DENNIS E. 
DAVE 

THOMAS d. 
ROBERT A. 
R. L. 
R. M. 

WILLIAM B. 
WILLIAM E. 
DENNIS J. 
ROCCO W. 
JOHN B. 
R. W. 
M. I. 
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LAST NAME 

AAVASALINI 

ABELL 

ACCOMAZZO 

AITKEN 

ALEXANDER 

ALL ATT 

ALLRED 

AMADO 

AMARAL 

ANDERER 

ANDERSON 

ANDERSON 

APARICIO 

ARGO 

ARRINGTON 

ASHLEY 

AUSTIN 

BAILEY 

BAIR 

BAKAL 

BAKER 

BAKER 

BAKER 

BAKER JR. 

BAKKER 

BALDWIN 

BALINT 

BALL 

BANAY 

BARD 

BARNARD 

BARNECUT 

BARNES 

BARR 

BARRETT 

BARRETT 

BASINSKI 

BASSEAS 

BAUDY 

BAUMGART 

BAXTER 

BAXTER 

BEALL 

BEERMAN 

BEIDLE MS: 1145 

BELL 

BENDER 

BENHAIM 

BENOIT 

BENOIT 

BERRY 



VIM DELEGATE REPORT - BY DELEGATE LAST NAME 
FIRST NAME, MI CODE INSTALLATION NAME 



HENRY 


KIDD 


V. A. 


PDU 


DAVE 


PDA 


DON 


ABS 


d. EDWA 


FMCN 


PAUL 


ICST 


EUGENE 


CDSSE 


RAF I 


ENG 


ANTONIO 


PUCRJ 


DAVID G 


UDEL 


DENNIS 


ADC 


DAVID C 


PUCL 


ALBERTO 


RED 


RAY 


USCN 


MICHAEL 


ESCH 


IAN 


ARRB 


BRIAN d 


CSIR 


EDWIN A 


HLP 


ELAINE 


KAPL 


JANICE 


UCALG 


CARL 


FSU 


ROBERT 


JOYBF 


R. J. 


UTEX 


J. G. 


BAKER 1 


F. 


SARA 


STEVEN 


JOYCG 


FRANCIS 


NOAA 


RAY 


FPT 


ARIE 


BCS 


W. C. 


UTEX 


LLOYD 


NED 


J. N. R 


UCALG 


THOMAS 


JOYCG 


MATHEW 


CHGE 


PATRICI 


KAI 


SAM 


MTL 


JOAN 


DEMR 


STAVROS 


SSCC 


PAVLA 


DAW 


DEAN 


NPPD 


THOMAS 


KAVOR 


JAMES D 


MELB 


ROBERT 


BGEFCM 


THOMAS 


BMI 


DAVID A 


SIS 


ALAN P. 


MELB 


CHARLES 


ACMC 


MIRIAM 


TUT 


RAYMOND 


CID 


JEAN-GU 


CIGM 


EDWARD 


FMCN 



KIDD CREEK MINES LTD. 

PURDUE UNIVERSITY 

PDA ENGINEERING 

AUSTRALIAN BUREAU OF STATISTICS 

FMC CORPORATION 

IMPERIAL COLLEGE COMPUTER CENTRE 

CONSOLIDATED DATA SERVICES INC. 

ISRAEL AIRCRAFT INDUSTRIES LTD. 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

UNIVERSITY OF DELAWARE 

ADC TELECOMMUNICATIONS INC. 

PURDUE UNIVERSITY CADLAB 

RED ELECTRICA DE ESPANA 

UNIVERSITY OF GEORGIA 

REGION IV EDUCATION SERVICE CENTER 

AUSTRALIAN ROAD RESEARCH BOARD 

CSIRONET 

HOUSTON LIGHTING & POWER CO. 

GENERAL ELECTRIC COMPANY 

UNIVERSITY OF CALGARY 

FLORIDA STATE UNIVERSITY 

COOPER INDUSTRIES 

THE UNIVERSITY OF TEXAS AT AUSTIN 

BAKER EQUIPMENT ENGINEERING CO. INC. 

STICHTING ACADEMISCH REKENCENTRUM 

JOY TECHNOLOGIES INC. 

NATIONAL OCEANIC & ATMOSPHERIC ADM 

FISHER PRICE 

BOEING COMPUTER SERVICES 

THE UNIVERSITY OF TEXAS AT AUSTIN 

NORTHROP ELECTRONICS DIVISION 

UNIVERSITY OF CALGARY 

JOY TECHNOLOGIES INC. 

CENTRAL HUDSON GAS & ELECTRIC CORP. 

KUCK AND ASSOCIATES INC. 

MTL SYSTEMS 

ENERGY MINES AND RESOURCES CANADA 

SOCIAL SERVICES COMPUTER CENTRE 

DAWSON COLLEGE 

NEBRASKA PUBLIC POWER DISTRICT 

KAVOURAS INC. 

THE UNIVERSITY OF MELBOURNE 

BALTIMORE GAS AND ELECTRIC COMPANY 

BATTELLE MEMORIAL INSTITUTE 

STORAGETEK INTEGRATED SYSTEMS INC. 

THE UNIVERSITY OF MELBOURNE 

UNIVERSITY OF GEORGIA 

TECHNION IL INSTITUTE OF TECHNOLOGY 

CENTRE INFORMATIQUE DE DORVAL 

CENTRE D' INFORMATIQUE DE GESTION 

FMC CORPORATION 



DEPARTMENT NAME 

MINESITE TECH. COMPUTING FACILITY 
COMPUTING CENTER 
PATRAN DIVISION 

NAVAL SYSTEMS DIVISION 

SOFTWARE EDUCATION 

ENGINEERING DIVISION COMPUTER DEPT 

RIO DATA CENTRO 

OFFICE OF INSTRUCTIONAL TECHNOLOGY 

COMPUTER-AIDED SYSTEMS 

ELECTRIC CONTROL CENTER 

COMPUTER NETWORK 

COMPUTER SERVICES 

COMPUTER CENTRE 

ENERGY MANAGEMENT & CONTROL SYS. 

KNOLLS ATOMIC POWER LABORATORY 

ACADEMIC COMPUTING SERVICES 

COMPUTING CENTER 

TURBOCOMPRESSOR DIV. 

COMPUTATION CENTER 

INFORMATION SYSTEMS 

AMSTERDAM 

MINING MACHINERY DIVISION 

U. S. DEPARTMENT OF COMMERCE 

CAE SYSTEMS DEPARTMENT 

INC. 

COMPUTATION CENTER 

ENGINEERING 

ACADEMIC COMPUTING SERVICES 

MINING MACHINERY DIVISION 

ENERGY CONTROL COMPUTER SECTION 

COMPUTER SYSTEMS 
COMPUTER SERVICES CENTRE 

MECHANICAL ENGINEERING TECHNOLOGY 
(NPPD) 

UNIVERSITY COMPUTING SERVICES 

FUEL CYCLE MANAGEMENT 

COMPUTER CENTER 

SALES MS: 4358 

UNIVERSITY COMPUTING SERVICES 

ADVANCED COMPUTATIONAL METHODS CTR. 

COMPUTER CENTER 

ENVIRONMENT CANADA 

UNIVERSITE DE MONTREAL 

NAVAL SYSTEMS DIVISION 
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DELEGATE REPORT - BY DELEGATE LAST NAME 



LAST NAME 

BERTANI 

BEUDER 

BILODEAU 

BIRD 

BLACKWELL 

BLOCK 

BLOMBERG 

BLOMOUIST 

BLOOM 

BOCK 

BODIMER 

BOETTCHER 

BOLEN 

BOLES 

BORDFELD 

BOSWELL 

BOYLE 

BRACKLEIN 

BRADY 

BRASWELL 

BREHM 

BRETZ 

BRIDGES 

BROD 

BROTHERTON 

BROWN 

BROWN 

BROWN 

BROWN 

BROWN 

BROWN 

BROWN - H11A1 

BRYAN 

BUBERNAK 

BULLE 

BURDETT 

BURKE 

BURNS 

BURNS 

BUSET 

BUSTIN 

BUXTON 

BUXTON 

CADWELL 

CANDY 

CARMONA 

CARROLL 

CARRUTH 

CARTER 

CHAMBERS 

CHATTERJEE 



FIRST NAME, MI CODE 


BARRY A 


SRP 


LARRY R 


NED 


RONALD 


UMTL 


BRIAN F 


ABS 


EDDIE J 


ADTC 


JAMES H 


KAVOR 


JEFFREY 


UOFHI 


ARTHUR 


FMCN 


ROBERT 


RAY 


CHRISTO 


GSFC 


DANIEL 


ADC 


DANNY W 


KRESS 


DWIGHT 


PMTC 


W. J. 


CSUN 


WILFRIE 


FUB 


FREDERI 


ADC 


JAMES E 


BEKC 


CONRAD 


TRWSP 


EUGENE 


OPPD 


ROBERT 


FSU 


PEGGY J 


GARET 


N. A. 


RIRF 


V. KENT 


OPPD 


JERRY 


ESCH 


BILLIE 


PMTC 


F. J. 


ASC 


STEPHAN 


CSU 


DONALD 


FPLC 


JOHN P. 


OCALC 


GREG 


SMVOK 


ROBERT 


WNES 


R. A. 


ONTHY 


DAVID R 


CONO 


P. B. 


ML 


RICHARD 


NASA 


JOHN W. 


CPSU 


ED 


AMEC 


EDWARD 


CHGE 


MICHAEL 


SASIN 


JOSE R. 


PREPA 


V. GARY 


TUNS 


LARRY 


SAND 


LAWRENC 


SAND 


W. R. 


BAPL 


TRACEY 


MTL 


GABRIEL 


UAM 


PATRICI 


FITCH 


HAMP 


UVA 


BRUCE A 


BSU 


R. A. 


JCPL 


SAM 


AEEC 



INSTALLATION NAME 

SALT RIVER PROJECT 

NORTHROP ELECTRONICS DIVISION 

UNIVERSITE DE MONTREAL 

AUSTRALIAN BUREAU OF STATISTICS 

EGLIN AIR FORCE BASE 

KAVOURAS INC. 

UNIVERSITY OF HAWAII 

FMC CORPORATION 

RAYTHEON COMPANY 

NASA-GODDARD SPACE FLIGHT CENTER 

ADC TELECOMMUNICATIONS INC. 

KRESS CORPORATION 

PACIFIC MISSILE TEST CENTER 

CALIFORNIA STATE UNIVERSITY 

ZENTRALEINRICHTUNG FUR DATENVERAR 

ADC TELECOMMUNICATIONS INC. 

ALLIED CORPORATION 

TRW 

OMAHA PUBLIC POWER DISTRICT 

FLORIDA STATE UNIVERSITY 

ALLIED SIGNAL AEROSPACE COMPANY 

ROCKWELL INTL/ROCKY FLATS 

OMAHA PUBLIC POWER DISTRICT 

REGION IV EDUCATION SERVICE CENTER 

PACIFIC MISSILE TEST CENTER 

AEROSPACE CORPORATION 

COLORADO STATE UNIVERSITY 

FLORIDA POWER & LIGHT COMPANY 

TINKER AIR FORCE BASE 

COM DEV LTD 

WESTINGHOUSE CORPORATE COMPUTER SERV 

ONTARIO HYDRO 

CONOCO, INC. 

LOCKHEED MISSILES AND SPACE CO. 

NASA/LANGLEY RESEARCH CENTER 

CALIFORNIA POLYTECHNIC STATE UNIV. 

U. S. ARMY-BELVOIR R&D CENTER 

CENTRAL HUDSON GAS & ELECTRIC CORP. 

SAS INSTITUTE INC. 

PUERTO RICO ELECTRIC POWER AUTHORITY 

TECHNICAL UNIVERSITY OF NOVA SCOTIA 

SANDIA NATIONAL LABORATORIES 

SANDIA NATIONAL LABORATORIES 

BETTIS ATOMIC POWER LABORATORY 

MTL SYSTEMS 

UNIVERSIDAD AUTONOMA METROPOLITANA 

FITCHBURG STATE COLLEGE 

UNIVERSITY OF VIRGINIA 

BOISE STATE UNIVERSITY 

JERSEY CENTRAL POWER & LIGHT 

ATOMIC ENERGY OF CANADA LTD. 



DEPARTMENT NAME 

SYSTEM OPERATIONS 
ENGINEERING 
CENTRE DE CALCUL 

DIRECTORATE OF COMPUTER SCIENCES 

COMPUTING CENTER 
NAVAL SYSTEMS DIVISION 
SCIENTIFIC COMPUTER CENTER 

COMPUTER-AIDED SYSTEMS 
ENGINEERING 

NORTHRIDGE 

BEITUNG (ZEDAT) FREIE UNIVERS .BERLIN 

COMPUTER-AIDED SYSTEMS 

BENDIX K.C. DIVISION 

SUNNYVALE LAB 

ENERGY MANAGEMENT SYSTEM 

COMPUTING CENTER 

GARRETT ENGINE DIV 

INFORMATION SYSTEMS MGMT 

ENERGY MANAGEMENT SYSTEM 

COMPUTER SERVICES 



UNIVERSITY COMPUTER CENTER 

EMS/SCADA 

SISS (SYSTEM SOFTWARE) 

COMPUTER SERVICES 

COMPUTER CENTER 

NUCLEAR STUDIES AND SAFETY 

UTL 

GUIDANCE & CONTROL ENGINEERING 

MS157A 

COMPUTER CENTER 

INFO MGMT DIV. 

ENERGY CONTROL COMPUTER SECTION 

CDC/SPERRY DEV. & SUPPORT 

ENERGY MANAGEMENT SYSTEM 

DEPT. OF COMPUTER SERVICES 

ORGANIZATION 2635 

ORGANIZATION 2635 

COMPUTER SYSTEMS 

DIRECCION DE INFORMATICA 

COMPUTER CENTER 

ACADEMIC COMPUTING CENTER 

CENTER FOR DATA PROCESSING 

SYSTEM OPERATIONS 

CANDU OPERATIONS 
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DELEGATE REPORT - BY DELEGATE LAST NAME 



LAST NAME 

CHEN 

CHENG 

CHO 

CHOUINARD 

CHRISTENSEN 

CHUNG 

CLARK 

CLAYTON 

CLEVER 

COFFEY 

COFFEY 

COLEMAN 

COLLAND 

COLLINS 

COLLINS 

CONNER 

CONVERSE 

COOK 

COOKE 

COOKE 

COOPER 

CORBIN 

CORDS 

COX 

CRANE 

CROATT 

CROMBEZ 

CROTZER 

CRUZ 

CUADRADO 

CUNNINGHAM JR. 

CURTIS 

DA SILVA 

DAILY 

DALLAS 

DARGENT 

DARLINGTON 

DAVIS 

DAVIS 

DAY 

DE FRANCESCO 

DEHNE 

DEITCH 

DELMER 

DETESSO 

DETLOFF 

DEVEBER 

DEVERIN 

DEVRIES 

DICK 

DILLON 



FIRST NAME, MI CODE 



DICK F. 


PICA 


FRANCIS 


CPCL 


C. K. 


KADD 


CLAUDE 


UQTR 


MARY JO 


MP I 


K. S. 


KADD 


JAMES D 


UEC 


DIANE 


BSU 


LILIANE 


TMPL 


JOHN A. 


NBS 


PAT 


SDSU 


JAMES A 


DSRC 


WILLAM 


TWG 


GARY 


BIO 


DAN 


TSUTX 


JIM D. 


MICC 


CHARLES 


VAFB 


ROBERT 


BOPA 


IAIN 


CAMOS 


H. W. 


RIRF 


DARRYLL 


SAF 


STAN 


GIT 


SCOTT 


FMCN 


GLEN 


PAFB 


PENNY 


CSUC 


LEE 


HSCSC 


GENE R. 


CHRY 


HARRY 


TVA 


FCO. JA 


GOTAB 


FABIO 


USBR 


CARL W. 


BAKER 1 


RAYMOND 


GMECI 


NELSON 


PUCRJ 


CHRIS 


RIRF 


ROBERT 


CHIN 


A. 


CNES 


RALPH 


DOWTY 


LYNN 


ADC 


ROBERT 


SAND 


JIM 


MMDS 


DENNIS 


RCNMA 


G. CLAR 


CAPU 


JAY 


ADC 


FREDRIC 


ESI 


ROCCO W 


YAEC 


JOHN 


ARIZ 


JEFFREY 


RAY 


JAMES 


NSAC 


RAYMOND 


BAPL 


DWIGHT 


TMPL 


JIM 


FMCN 



INSTALLATION NAME 

U. S. ARMY ARMAMENT RD & E CENTER 

COMPUTER PERFORMANCE CONSULTING LTD. 

AGENCY FOR DEFENSE DEVELOPMENT 

UNIVERSITY DU QUEBEC 

MAGNETIC PERIPHERALS INC. 

AGENCY FOR DEFENSE DEVELOPMENT 

UNION ELECTRIC COMPANY 

BOISE STATE UNIVERSITY 

TEMPLE UNIVERSITY 

NATIONAL BUREAU OF STANDARDS 

SAN DIEGO STATE UNIVERSITY 

DAVID SARNOFF RESEARCH CENTER 

THE WYNDGATE GROUP LTD. 

BEDFORD INSTITUTE OF OCEANOGRAPHY 

TARLETON STATE UNIVERSITY 

EDUCATIONAL COMPUTING NETWORK 

ITT FEDERAL ELECTRIC CORPORATION 

BELL OF PENNSYLVANIA 

CAMOSUN COLLEGE 

ROCKWELL INTL/ROCKY FLATS 

DEPT. OF DEFENCE SMALL ARMS FACTORY 

GEORGIA INSTITUTE OF TECHNOLOGY 

FMC CORPORATION 

PATRICK AIR FORCE BASE, ETR 

THE CALIFORNIA STATE UNIVERSITY 

UNIVERSITY OF MINNESOTA 

CHRYSLER MOTORS CORPORATION 

TENNESSEE VALLEY AUTHORITY 

GOBIERNO DEL EDO. DE TABASCO 

BUREAU OF RECLAMATION 

BAKER EQUIPMENT ENGINEERING CO. INC. 

GENERAL MICROELECTRONICS CORP. 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

ROCKWELL INTL/ROCKY FLATS 

DEPARTMENT OF COMMUNICATIONS 

CENTRE NATIONAL D ETUDES SPATIALES 

DOWTY CANADA LIMITED 

ADC TELECOMMUNICATIONS INC. 

SANDIA NATIONAL LABORATORIES 

MARTIN MARIETTA DATA SYSTEMS 

REGENTS COMPUTER NETWORK 

CAPITAL UNIVERSITY 

ADC TELECOMMUNICATIONS INC. 

ELECTROSPACE SYSTEMS INC. 

YANKEE ATOMIC ELECTRIC COMPANY 

THE UNIVERSITY OF ARIZONA 

RAYTHEON COMPANY 

NATIONAL SECURITY AGENCY 

BETTIS ATOMIC POWER LABORATORY 

TEMPLE UNIVERSITY 

FMC CORPORATION 



DEPARTMENT NAME 

ASNC-APT-OT 

CYBER SYSTEMS 

COMPUTER DEPARTMENT DMD 

SERVICE DE L INFORMATIQUE 

ENGINEERING COMPUTERS 

COMPUTER DEPARTMENT DMD 

LOAD DISPATCHING 

CENTER FOR DATA PROCESSING 

COMPUTER ACTIVITY 

COMPUTER SERVICES DIVISION 



DEPARTMENT OF FISHERIES AND OCEANS 
DATA PROCESSING CENTER 
COTTONWOOD OFFICE CENTER I 



COMPUTER BASED EDUCATION 

INFORMATION SYSTEMS MGMT 

MANUFACTURING ENGINEERING GROUP 

OFFICE OF COMPUTING SERVICES 

NAVAL SYSTEMS DIVISION 

RCA/MTP 

OFF. OF COMPUTING & COMM. RESOURCES 

HEALTH SCIENCE COMP . SER. 

CIMS 417-22-07 

MANAGEMENT SYSTEMS COMPUTER SERVICE 

DIR. DE INFOR. SECRETARIA DE FINANZA 

DIV. OF INFO. RES. -CODE 1130 

INFORMATION SYSTEMS 

STARDYNE 

RIO DATA CENTRO 

INFORMATION SYSTEMS MGMT 

CANADIAN HERITAGE INFOR. NETWORK 

DTI/MIS 

ENGINEERING 

COMPUTER-AIDED SYSTEMS 

ORGANIZATION 2635 

PERSONNEL SYSTEMS 

COMPUTER CENTER 

COMPUTER-AIDED SYSTEMS 

CYBER CAD 

COMPUTER SERVICES DEPT. 

UNIVERSITY COMPUTER CENTER 

SCIENTIFIC COMPUTER CENTER 

T3351 

COMPUTER ACTIVITY 
NAVAL SYSTEMS DIVISION 
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DELEGATE REPORT 



BY DELEGATE LAST NAME 



LAST NAME 

DINES 

DOBBRATZ 

DOREY 

DORREPAAL 

DOST SR. 

DOTY 

DOUGLAS 

DOUTHITT 

DRAPER 

DRAPER 

DUCHNE 

DUFFIELD 

DUNNIGAN 

DUNNINGTON 

DURBECK 

DUSEK 

DUTTA - H11F10 

EATON 

EBENREUTER 

ECKENRODE 

EDWARDS 

ELD 

ELDER 

ELELEN 

EMMERICH 

ENGELMAN 

ERBACHER 

ERIKSEN 

ESPOSITO 

EVANS 

EVANS 

FAIR 

FINDLETON 

FINKELMAN 

FITZGERALD 

FITZPATRICK 

FITZPATRICK 

FLICKINGER 

FLOWERS 

FLUEHR 

FOLEY 

FOLKNER 

FOREST 

FOSTER 

FOURIE 

FRANCA 

FRANCOIS 

FRANKLIN 

FRANKLIN 

FRANKS 

FRAUSTO 



FIRST NAME, MI CODE 


GEORGE 


NBS 


SUSAN 


JSC 


JIM 


SMVOK 


J. A. 


SARA 


RONALD 


SIS 


DWIGHT 


ESI 


MARGARE 


NWL 


DONN E. 


DLC 


PAUL 


MMDD 


D. N. 


USSC 


SHARONA 


IMD 


ROBERT 


CCIW 


JOHN 


AFFTC 


K. F. 


MMDD 


HERB 


GSFC 


WAYNE 


SFTI 


SHIV 


ONTHY 


C. B. 


ESI 


AL 


BUMET 


GARY F. 


AFLC 


CHAMP E 


ISU 


MARV E. 


UIIF 


R. L. 


BAPL 


GARY 


CSU 


PAUL C. 


SRP 


NEIL 


LES 


DARRYL 


ABS 


CLAUS 


FIMI 


PHILLIP 


MAGNA 


RICHARD 


DOWTY 


AGNES B 


SDCNL 


LINDA S 


CHRY 


IAIN 


CID 


ROBERT 


NADC 


MICHAEL 


USSC 


C. R. 


ML 


MICHAEL 


OPPD 


BRUCE 


PAFB 


C. D. 


INDU 


DARRELL 


UNL 


J. PETE 


JOYBF 


CHARLES 


GFA 


JUDY 


ALBCL 


BRUCE 


NUCC 


NICO 


ISCOR 


RAOUEL 


CENPES 


DANIEL 


DAW 


GUY 


CDWR 


PAUL D. 


UNEV 


DARLA 


TSUTX 


ARMANDO 


CLFC 



INSTALLATION NAME 

NATIONAL BUREAU OF STANDARDS 

NASA JOHNSON SPACE CENTER 

COM DEV LTD 

STICHTING ACADEMISCH REKENCENTRUM 

STORAGETEK INTEGRATED SYSTEMS INC. 

ELECTROSPACE SYSTEMS INC. 

NAVAL SURFACE WEAPONS CENTER 

DOUGLAS & LOMASON COMPANY 

MARTIN MARIETTA DATA SYSTEMS 

US STEEL CORPORATION 

ISRAEL MINISTRY OF DEFENSE 

NATIONAL WATER RESEARCH INSTITUTE 

AIR FORCE FLIGHT TEST CENTER 

MARTIN MARIETTA DATA SYSTEMS 

NASA-GODDARD SPACE FLIGHT CENTER 

SIMUFLITE TRAINING INTERNATIONAL/SIN 

ONTARIO HYDRO 

ELECTROSPACE SYSTEMS INC. 

BUREAU OF METEOROLOGY 

AFLC LMSC/SOS 

INDIANA STATE UNIVERSITY 

IDAHO RESEARCH FOUNDATION 

BETTIS ATOMIC POWER LABORATORY 

COLORADO STATE UNIVERSITY 

SALT RIVER PROJECT 

LINCOLN ELECTRIC SYSTEM 

AUSTRALIAN BUREAU OF STATISTICS 

FISKERIMINISTERIET 

MAGNA SOFTWARE CORPORATION 

DOWTY CANADA LIMITED 

SYSTEM DEVELOPMENT CORP. 

CHRYSLER MOTORS CORPORATION 

CENTRE INFORMATIQUE DE DORVAL 

NAVAL AIR DEVELOPMENT CENTER 

US STEEL CORPORATION 

LOCKHEED MISSILES AND SPACE CO. 

OMAHA PUBLIC POWER DISTRICT 

PATRICK AIR FORCE BASE, ETR 

INDIANA UNIVERSITY 

UNIVERSITY OF NEBRASKA-LINCOLN 

COOPER INDUSTRIES 

GILLESPIE-FOLKNER & ASSOCIATES 

ALBERTA CULTURE 

NORTHWESTERN UNIVERSITY 

ISCOR LTD. 

PETROBRAS/CENPES 

DAWSON COLLEGE 

CALIFORNIA DEPT. OF WATER RESOURCES 

UNIVERSITY OF NEVADA 

TARLETON STATE UNIVERSITY 

CIA. DE LUZ Y FUERZA DEL CENTRO S.A. 



DEPARTMENT NAME 

COMPUTER SERVICES DIVISION 

SYSTEMS DEVEL. & SIMULATION DIV. 

COMPUTER SERVICES 

AMSTERDAM 

SALES MS: 4358 

CYBER CAD 

DAHLGREN LABORATORY 

DENVER DATA CENTER 
PITTSBURGH SERVICE CENTER 

CANADA CENTRE FOR INLAND WATERS 
COMPUTER SCIENCES BRANCH 
DENVER DATA CENTER 

SUPPORT ENGINEERING 
NUCLEAR STUDIES AND SAFETY 
CYBER CAD 
COMMUNICATIONS AND COMPUTING 

COMPUTER CENTER 

UNIVERSITY OF IDAHO-IDAHO FALLS 

UNIVERSITY COMPUTER CENTER 
SYSTEM OPERATIONS 
POWER SUPPLY DIVISION 



INFOFETCH DEVELOPMENT GROUP 
ENGINEERING 

CIMS 417-22-07 

ENVIRONMENT CANADA 

COMPUTER DEPT. (CODE 053) 

PITTSBURGH SERVICE CENTER 

GUIDANCE & CONTROL ENGINEERING 

ENERGY MANAGEMENT SYSTEM 

RCA/MTP 

BLOOMINGTON ACADEMIC COMPUTING 

COMPUTING RESOURCE CENTER 

TURBOCOMPRESSOR DIV. 

SYSTEMS & INFORMATION SERVICES 

DATA PROCESSING SERVICES 

CENPES/SUAPO/SEPROC 

MECHANICAL ENGINEERING TECHNOLOGY 

COMPUTER SYSTEMS OFFICE ROOM 715 

COMPUTING CENTER 

DATA PROCESSING CENTER 

DEPTO. DE AUTOMATIZACION 
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VIM 



DELEGATE REPORT 



BY DELEGATE LAST NAME 



LAST NAME 

FREELAND 

FRISCH 

FUCHS 

FUERST 

GACEK 

GAEBEL 

GALE 

GALLO 

GARCIA 

GARD 

GARDNER 

GATHA 

GAUDET 

GEARHART 

GEHL 

GENEST 

GEREN 

GIBBONS 

GIEDKE 

GIGNAC 

GILLESBY 

GIUNTA 

GLAVONJIC 

GLIDDEN 

GLOUDEMAN 

GODDARD 

GOERTS 

GOLDSTEIN 

GONZALEZ 

GOOD 

GOODERMOTE 

GOTTLOEB 

GOVINDARAJAN 

GOVORUN 

GOYCO 

GRAHAM 

GRAS 

GRAY 

GRAYBILL 

GREENFIELD . 

GREGOIRE 

GREINER 

GREVE 

GREWE 

GRISHAM 

GROTTS 

GROVE 

GROVE 

GROWDER 

GRUENEICH 

GUERRA 



FIRST NAME, MI CODE 


NORMAN 


IPAC 


MICHAEL 


MINN 


IVAN G. 


SGWU 


GARY R. 


UEC 


KRIS 


DSRC 


REINHOL 


ETHZ 


DOUGLAS 


UNL 


JOHN B. 


YAEC 


JAVIER 


DDFMX 


CAROLYN 


ACMC 


NEIL 


CID 


A RUN 


UCALG 


RODNEY 


FITCH 


THOMAS 


CAPU 


JOHN 


GIT 


RALPH 


CFSSU 


JACK 


SSS 


ERNEST 


SCEG 


ALEXAND 


FUB 


GREG 


AEEC 


PATRICI 


FMCN 


ALPHONS 


MDAI 


DAVID S 


CSIR 


GARY 


PSCO 


MICHAEL 


MNSC 


GARY 


UWO 


C.A.C. 


ACCU 


MAX 


NYU 


JOSE JA 


RED 


JOHN 


IPAC 


STEVE 


PMTC 


JEFFREY 


TRW 


J. 


UWO 


N. N. 


JINR 


OSVALDO 


PREPA 


M. T. 


JCPL 


D. 


CNES 


ALEXAND 


SAF 


JOHN 


AC 


CHARLES 


CTC 


JEAN FR 


UMTL 


ROBERT 


NSAC 


D. 


CDWR 


FRANK 


HSCSC 


BILL M. 


GARET 


EARL D. 


KRESS 


RICK 


CFSSU 


DANA G. 


RGE 


d. R. 


ATAX 


GRANT R 


HLP 


MAT. JO 


BNDCR 



INSTALLATION NAME 

CALIFORNIA INSTITUTE OF TECHNOLOGY 

UNIVERSITY OF MINNESOTA 

CONCORDIA UNIVERSITY 

UNION ELECTRIC COMPANY 

DAVID SARNOFF RESEARCH CENTER 

RECHENZENTRUM DER EIDGENOESSISCHEN 

UNIVERSITY OF NEBRASKA-LINCOLN 

YANKEE ATOMIC ELECTRIC COMPANY 

DEPARTAMENTO DISTRITO FEDERAL 

UNIVERSITY OF GEORGIA 

CENTRE INFORMATIOUE DE DORVAL 

UNIVERSITY OF CALGARY 

FITCHBURG STATE COLLEGE 

CAPITAL UNIVERSITY 

GEORGIA INSTITUTE OF TECHNOLOGY 

CFSS UPGRADE PROJECT 

SIMULATION CENTER 

SOUTH CAROLINA ELECTRIC & GAS, CO. 

ZENTRALEINRICHTUNG FUR DATENVERAR 

ATOMIC ENERGY OF CANADA LTD. 

FMC CORPORATION 

MARYLAND AUTOMOBILE INSURANCE FUND 

CSIRONET 

PUBLIC SERVICE CO. OF COLORADO 

MACNEAL-SCHWENDLER CORPORATION 

UNIVERSITY OF WESTERN ONTARIO 

ACADEMISCH COMPUTER CENTRUM UTRECHT 

COURANT INSTITUTE OF 

RED ELECTRICA DE ESPANA 

CALIFORNIA INSTITUTE OF TECHNOLOGY 

PACIFIC MISSILE TEST CENTER 

TRW SPACE AND DEFENSE 

UNIVERSITY OF WESTERN ONTARIO 

JOINT INSTITUTE FOR NUCLEAR RESEARCH 

PUERTO RICO ELECTRIC POWER AUTHORITY 

JERSEY CENTRAL POWER & LIGHT 

CENTRE NATIONAL D ETUDES SPATIALES 

DEPT. OF DEFENCE SMALL ARMS FACTORY 

VOITH HYDRO INC 

COMPUTER TRADING CORP. 

UNIVERSITE DE MONTREAL 

NATIONAL SECURITY AGENCY 

CALIFORNIA DEPT. OF WATER RESOURCES 

UNIVERSITY OF MINNESOTA 

ALLIED SIGNAL AEROSPACE COMPANY 

KRESS CORPORATION 

CFSS UPGRADE PROJECT 

ROCHESTER GAS AND ELECTRIC CORP. 

AUSTRALIAN TAXATION OFFICE 

HOUSTON LIGHTING & POWER CO. 

BANCO NAL DE CREDITO RURAL SNC 



DEPARTMENT NAME 

PHYSICS 

ACADEMIC COMPUTING SYSTEMS&SERVICES 

COMPUTER CENTER 

LOAD DISPATCHING 

TECHNISCHEN HOCHSCHULE ZUERICH 

COMPUTING RESOURCE CENTER 

COMPUTER SERVICES DEPT. 

COMISION DE INFORMATICA 

ADVANCED COMPUTATIONAL METHODS CTR . 

ENVIRONMENT CANADA 

ACADEMIC COMPUTING SERVICES 

COMPUTER CENTER 

COMPUTER CENTER 

OFFICE OF COMPUTING SERVICES 

NATIONAL DEFENCE HO 

COLSA INC. 

SYSTEM CONTROL 

BEITUNG (ZEDAT) FREIE UNIVERS. BERLIN 

CANDU OPERATIONS 

NAVAL SYSTEMS DIVISION 



LOOKOUT CENTER 

COMPUTING & COMMUNICATIONS SERVICES 

MATHEMATICAL SCIENCES 
ELECTRIC CONTROL CENTER 
PHYSICS 

CDC & UNIX OPERATING SYSTEMS 

COMPUTING & COMMUNICATIONS SERVICES 

LABORATORY FOR COMPUTER TECH & AUTOM 

ENERGY MANAGEMENT SYSTEM 

SYSTEM OPERATIONS 

DTI/MIS 

MANUFACTURING ENGINEERING GROUP 



CENTRE DE CALCUL 

T3351 

COMPUTER SYSTEMS OFFICE ROOM 715 

HEALTH SCIENCE COMP. SER. 

GARRETT ENGINE DIV 

ENGINEERING 

NATIONAL DEFENCE HO 

SYSTEMS AND FACILITIES 

ENERGY MANAGEMENT 8 CONTROL SYS. 

SUBDIR. GRAL. ORG. E INFORMATICA 
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LAST NAME 

HAINES 

HAJNY 

HALL 

HALL 

HALL 

HALL 3RD 

HALLSTROM 

HAMILTON 

HANEI 

HANNEMAN 

HANSEN 

HARGROVE 

HARMER 

HARNAGE 

HARRAR 

HARRICKEY 

HARRIGAN 

HARRIS 

HARTMAN 

HAYS 

HEATH 

HEERHORST 

HEITMANN 

HEMLER 

HEMP 

HENDERSON 

HENSON 

HERBIN' 

HERETH 

HERNANDEZ 

HERNANDEZ 

HERRING 

HEUSSNER 

HEXUM 

HIBBARD 

HIGHTOWER 

HILL 

HINEGARDNER 

HINKLE 

HIRSHEY 

HOAGBERG 

HOFSTETTER 

HOLDAMPF 

HOLLAND 

HOWARD - H11F11 

HUANG 

HUBBARTT 

HUGHES 

HULEN 

HUNNAM 

HURLEY 



VIM DELEGATE REPORT 
FIRST NAME, MI CODE 



JOSEPH 


MSBEF 


PAMELA 


USBR 


DONALD 


RMS 


WILLIAM 


SFWM 


WAYNE 


USCN 


ROY 


FITCH 


STEPHEN 


WASH 


SHARON 


SFSU 


G. M. 


MICC 


BRIAN G 


BPA 


BRUCE D 


OPPD 


WILLIAM 


UTH 


ROBERT 


CHRY 


DAVID F 


ODU 


d. 


CEAT 


JOHN 


SMVOK 


E. 


RIRF 


WILLIAM 


LUCC 


JOEL 


BUCC 


KENNETH 


FSU 


ROBERT 


DAW 


W. 


RRZN 


STEVE 


DDI 


ROBERT 


BGEC 


PETER 


ADC 


JOHN 


BUMET 


DAVID 


FNOC 


D. 


CEAT 


LYLE 


LDSG 


JOSE L. 


BNDCR 


JORGE 


PREPA 


JEFFERS 


MIA 


KENNETH 


HLP 


RANDI 


NC 


JEFF 


BUCC 


J. K. 


CSUC 


THOMAS 


FMCN 


BETTY L 


NAFB 


LAWRENC 


TRWSB 


JOHN A. 


CHRY 


ALLAN 


FMCN 


FRED T. 


UDEL 


CARL J. 


DLC 


MICHAEL 


SIS 


JOHN V. 


ONTHY 


GENE C. 


SCEC 


REGGIE 


FMCN 


C. K. 


DEMR 


DENNIS 


WEPC 


FRANK 


FIT 


ELAINE 


KAPL 



BY DELEGATE LAST NAME 

INSTALLATION NAME 

LOCKHEED MISSILES AND SPACE CO. 

BUREAU OF RECLAMATION 

AMPERIF CORPORATION 

SOUTH FLORIDA WATER MGMT . DISTRICT 

UNIVERSITY OF GEORGIA 

FITCHBURG STATE COLLEGE 

UNIVERSITY OF WASHINGTON 

SAN FRANCISCO STATE UNIVERSITY 

EDUCATIONAL COMPUTING NETWORK 

BONNEVILLE POWER ADMINISTRATION 

OMAHA PUBLIC POWER DISTRICT 

UNIVERSITY OF TEXAS AT HOUSTON 

CHRYSLER MOTORS CORPORATION 

OLD DOMINION UNIVERSITY 

COMMISSARIAT DE L ENERGIE ATOMIQUE 

COM DEV LTD 

ROCKWELL INTL/ROCKY FLATS 

LEHIGH UNIVERSITY 

BRADLEY UNIVERSITY 

FLORIDA STATE UNIVERSITY 

DAWSON COLLEGE 

REGIONALES RECHENZENTRUM FUER 

DATA DYNAMICS INC. 

BALTIMORE GAS & ELECTRIC CO. 

ADC TELECOMMUNICATIONS INC. 

BUREAU OF METEOROLOGY 

FLEET NUMERICAL OCEANOGRAPHY CTR. 

COMMISSARIAT DE L ENERGIE ATOMIQUE 

LDS CHURCH 

BANCO NAL DE CREDITO RURAL SNC 

PUERTO RICO ELECTRIC POWER AUTHORITY 

U.S. ARMY MISSILE SPACE INTELL.CTR. 

HOUSTON LIGHTING & POWER CO. 

NORWEGIAN CONTRACTORS 

BRADLEY UNIVERSITY 

THE CALIFORNIA STATE UNIVERSITY 

FMC CORPORATION 

NELLIS AIR FORCE BASE 

TRW BALLISTIC MISSILES DIVISION 

CHRYSLER MOTORS CORPORATION 

FMC CORPORATION 

UNIVERSITY OF DELAWARE 

DOUGLAS & LOMASON COMPANY 

STORAGETEK INTEGRATED SYSTEMS INC. 

ONTARIO HYDRO 

SOUTHERN CALIFORNIA EDISON COMPANY 

FMC CORPORATION 

ENERGY MINES AND RESOURCES CANADA 

WISCONSIN ELECTRIC POWER COMPANY 

FOOTSCRAY INST. OF TECHNOLOGY 

GENERAL ELECTRIC COMPANY 



DEPARTMENT NAME 

MARYLAND TECHNOLOGY CENTER 
DIV. OF INFO. RES. -CODE 1130 
PROTRONYX DIVISION 

COMPUTER NETWORK 

COMPUTER CENTER 

ACADEMIC COMPUTING SERVICES 

COTTONWOOD OFFICE CENTER I 

SYSTEM OPERATIONS 

ENERGY MANAGEMENT SYSTEM 

UTHERCC 

CIMS 417-22-07 

COMPUTING ACTIVITIES 

ETABLISSEMENT "T" 

COMPUTER SERVICES 

INFORMATION SYSTEMS MGMT 

COMPUTING CENTER 

COMPUTING SERVICES 

COMPUTING CENTER 

MECHANICAL ENGINEERING TECHNOLOGY 

NIEDERSACHSEN-UNIV. HANNOVER 

INFORMATION SYSTEMS DEPT. 

COMPUTER-AIDED SYSTEMS 

COMMUNICATIONS AND COMPUTING 

U.S. NAVY 

ETABLISSEMENT "T" 

GENEALOGY 

SUBDIR. GRAL. ORG. E INFORMATICA 

ENERGY MANAGEMENT SYSTEM 

DIGITAL SYSTEMS GROUP 

ENERGY MANAGEMENT & CONTROL SYS. 



COMPUTING SERVICES 

OFF. OF COMPUTING & COMM. 

NAVAL SYSTEMS DIVISION 



RESOURCES 



TRW INC. 

CIMS 417-22-07 

NAVAL SYSTEMS DIVISION 

OFFICE OF INSTRUCTIONAL TECHNOLOGY 

SALES MS: 4358 

NUCLEAR STUDIES AND SAFETY 

NAVAL SYSTEMS DIVISION 
COMPUTER SERVICES CENTRE 
SYSTEM CONTROL CENTER 
COMPUTING SERVICES 
KNOLLS ATOMIC POWER LABORATORY 
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VIM 



DELEGATE REPORT - BY DELEGATE LAST NAME 



LAST NAME 

HURST 

IMAZUMI 

INGRAHAM 

IRWIN 

ITHIER 

IVEY 

IVEY 

JAHN 

JAMES 

JAMISON 

JARVIS 

JAUNIN 

JAVIER 

JELICH 

JELICH 

JIMENEZ A. 

JOHNSON 

JONES 

JONES 

JONES 

JUHN 

KARMAN 

KATELEY 

KAVALOSKI 

KEACH 

KEANE 

KELCH 

KELLER 

KETTERLING 

KHYM 

KIBLER 

KIDRON 

KIJEWSKI 

KIMBALL 

KIRK 

KIRKMAN 

KIRKMAN 

KJERSGAARD 

KLEIN 

KLINKE 

KNOX 

KOMENDA 

KONIDARIS 

KOUBA 

KUCK 

KUIJPER 

KUTISH 

LAFRANCE 

LAIER 

LAIRD 

LANDRY 



FIRST NAME, MI CODE 


CHRISTI 


BSU 


MICHAEL 


OPTCM 


DOUG 


MCS 


DAN W. 


FMCN 


TONY 


TECO 


JERRY L 


UIIF 


R. L. 


WNES 


GREG 


BSU 


W. LAWR 


ST I 


CARL 


HACDN 


ROBERT 


JARTN 


M. 


EPFL 


ALEMON 


UAM 


HELEN 


CHIN 


HELEN 


VEBOD 


MARIO 


UAM 


RONALD 


FMCN 


M. E. 


SPSC 


KEN 


SSS 


WILLIAM 


WYO 


POONG E 


KAERI 


H. 


ATAX 


JULIAN 


CSU 


JIM 


RCDP 


DOUGLAS 


AECN 


M. P. 


JCPL 


DAVE 


MTL 


JAMES H 


MSBEF 


WYMAN 


MTL 


ROBERT 


TVA 


BOBBY 


BAWL 


TSVI 


HUJI 


STANLEY 


GPU 


ROBERT 


CHGE 


DAVID J 


TRWSP 


ROBERT 


CE 


ROBERT 


VEBOD 


JOHN 


FIMI 


DENNIS 


AFFTC 


ELTON R 


SMUD 


GRAEME 


RMIT 


JOSEF 


UQSS 


P. 


SSCC 


TERRY L 


IPW 


DAVID J 


KAI 


P. 


SARA 


GERALD 


UNL 


LEONARD 


CAI 


FREDERI 


CENPES 


JOHN T. 


TSUTX 


ONNEL C 


SSI 



INSTALLATION NAME 

BOISE STATE UNIVERSITY 

OPTICOM 

MCS GROUP INC. 

FMC CORPORATION 

TAMPA ELECTRIC COMPANY 

IDAHO RESEARCH FOUNDATION 

WESTINGHOUSE CORPORATE COMPUTER SERV 

BOISE STATE UNIVERSITY 

SOUTHERN COLLEGE OF TECHNOLOGY 

HUGHES AIRCRAFT CO. 

JARVIS TECH NOTES 

ECOLE POLYTECHNIQUE FEDERALE 

UNIVERSIDAD AUTONOMA METROPOLITANA 

DEPARTMENT OF COMMUNICATIONS 

VIM EXTENDED BOARD OF DIRECTORS 

UNIVERSIDAD AUTONOMA METROPOLITANA 

FMC CORPORATION 

GOVERNMENT COMPUTING CENTRE 

SIMULATION CENTER 

UNIVERSITY OF WYOMING 

KOREA ADVANCED ENERGY RESEARCH INSTI 

AUSTRALIAN TAXATION OFFICE 

COLORADO STATE UNIVERSITY 

RAMSEY COUNTY DATA PROCESSING 

U. S. DEPARTMENT OF ENERGY 

JERSEY CENTRAL POWER & LIGHT 

MTL SYSTEMS 

LOCKHEED MISSILES AND SPACE CO. 

MTL SYSTEMS 

TENNESSEE VALLEY AUTHORITY 

BABCOCK AND WILCOX COMPANY 

HEBREW UNIVERSITY OF JERUSALEM 

GPU SERVICE CORPORATION 

CENTRAL HUDSON GAS & ELECTRIC CORP. 

TRW 

COMBUSTION ENGINEERING, INC. 

VIM EXTENDED BOARD OF DIRECTORS 

FISKERIMINISTERIET 

AIR FORCE FLIGHT TEST CENTER 

SACRAMENTO MUNICIPAL UTILITY DIST. 

ROYAL MELBOURNE INST. OF TECHNOLOGY 

UNIVERSITE DU QUEBEC 

SOCIAL SERVICES COMPUTER CENTRE 

INTERSTATE POWER CO. 

KUCK AND ASSOCIATES INC. 

STICHTING ACADEMISCH REKENCENTRUM 

UNIVERSITY OF NEBRASKA-LINCOLN 

CENTURY ANALYSIS INC. 

PETROBRAS/CENPES 

TARLETON STATE UNIVERSITY 

MSU SYSTEMS SERVICE 



DEPARTMENT NAME 

CENTER FOR DATA PROCESSING 

CYBERTEC 

NAVAL SYSTEMS DIVISION 

ENERGY CONTROL SYSTEMS 

UNIVERSITY OF IDAHO-IDAHO FALLS 

COMPUTER CENTER 

CENTER FOR DATA PROCESSING 

OFFICE OF COMPUTER OPERATIONS 



DIRECCION DE INFORMATICA 

CANADIAN HERITAGE INFOR. NETWORK 

EBOD 

DIRECCION DE INFORMATICA 

NAVAL SYSTEMS DIVISION 

DEPT. SERVICES AND SUPPLY 

COLSA INC. 

COMPUTER SERVICES DIVISION 

COMPUTER APPLICATIONS RESEARCH DIV. 

SYSTEMS AND FACILITIES 

UNIVERSITY COMPUTER CENTER 

NEVADA OPERATIONS DEPT. 

SYSTEM OPERATIONS 

COMPUTER SYSTEMS 

MARYLAND TECHNOLOGY CENTER 

COMPUTER SYSTEMS 

MANAGEMENT SYSTEMS COMPUTER SERVICE 

POWER COMPUTING 

COMPUTATION CENTER 

SYSTEM CONTROL & DEVELOPMENT 

ENERGY CONTROL COMPUTER SECTION 

SUNNYVALE LAB 

ENGINEERING COMPUTER SERVICES 

EBOD 

COMPUTER SCIENCES BRANCH 
ENERGY OPERATIONS 
COMPUTER CENTRE 



AMSTERDAM 

COMPUTING RESOURCE CENTER 

CENPES/SUAPO/SEPROC 
DATA PROCESSING CENTER 
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LAST NAME 

LANG-CDP 

LAPLACE 

LAPOINTE 

LARSON 

LASSNER 

LAVENDER 

LAURIE 

LAWSON 

LEASURE 

LEBLANC 

LEBO 

LECOEUVRE 

LEE 

LEE 

LEE 

LEE 

LEEDHAM 

LEVINE 

LEWIS 

LIBRARY 

LIBRARY 

LIBRARY 

LIEFBROER 

LIGTVOET 

LINDSEY 

LINKLETTER 

LIPKIN 

LIPTAK 

LISIECKI 

LISS 

LOCHMANN 

LOCKBAUM 

LOHN-WILEY 

LONGLEY 

LOO 

LOWERY 

LUDWIG 

LUKASIAK 

LURANC 

LUTTERMANN 

MA 

MACINTOSH 

MACINTRE 

MAGEE JR. 

MAIER 

MALUGANI 

MARSHALL 

MARTIN 

MARTINDALE 

MARTINEZ 

MASSARO 



DELEGATE REPORT - BY DELEGATE LAST NAME 



INSTALLATION NAME 



FIRST NAME, MI CODE 


WILLIAM 


LES 


C. 


FRAM 


JEAN 


UQTR 


L. R. 


NSP 


DAVID 


UOFHI 


DAVID 


FIT 


M. A. 


RUCC 


KENT E. 


MAGNA 


BRUCE 


KAI 


ROBERT 


STI 


JAMES E 


GPU 


CLAUDE 


CEAW 


GARRY T 


CADRE 


OKHWA 


KIST 


LARRY 


LRCCD 


LUCIA L 


SDCNL 


TERRY A 


FIT 


ABRAHAM 


RI 


LAWRENC 


DSRC 


TECHNIC 


ENG 


LIBRARI 


FNOC 


LIBRARI 


USBR 


FRANS 


ENR 


PETER 


SEP 


MARVYN 


CSUC 


CARL 


UCALG 


JOSEPH 


ENG 


TOM 


DMR 


JOHN A. 


CHRY 


IVAN 


RADU 


DENNIS 


BASOI 


PAUL 


FMCN 


DAVID V 


SFTI 


MITCHEL 


ARL 


CHI 


ALBCL 


RONALD 


BAKER 1 


S. 


RRZN 


MARK D. 


JOYCG 


JOHN 


FMCN 


H. 


RRZN 


JAMES C 


CCATM 


LESLIE 


TBC 


WALTER 


UMAS 


DAVID W 


REMVC 


D. W. 


NSP 


CAROL A 


SMUD 


R. W. 


YAEC 


W. V. 


MOGS 


JERRY L 


JOYBF 


FRANCIS 


CIGF 


MICHAEL 


DSRC 



LINCOLN ELECTRIC SYSTEM 

FRAMATOME 

UNIVERSITY DU QUEBEC 

NORTHERN STATES POWER COMPANY 

UNIVERSITY OF HAWAII 

FOOTSCRAY INST. OF TECHNOLOGY 

RHODES UNIVERSITY 

MAGNA SOFTWARE CORPORATION 

KUCK AND ASSOCIATES INC. 

SOUTHERN COLLEGE OF TECHNOLOGY 

GPU SERVICE CORPORATION 

CEA LIMEIL 

AIR UNIVERSITY 

SYSTEMS ENGINEERING RESEARCH INSTITU 

LOS RIOS COMMUNITY COLLEGE DISTRICT 

SYSTEM DEVELOPMENT CORP. 

FOOTSCRAY INST. OF TECHNOLOGY 

ROCKWELL INTERNATIONAL, INC., 

DAVID SARNOFF RESEARCH CENTER 

ISRAEL AIRCRAFT INDUSTRIES LTD. 

FLEET NUMERICAL OCEANOGRAPHY CTR. 

BUREAU OF RECLAMATION 

ENR TECHNISCH WETENSCHAPPELI JK 

SEP 

THE CALIFORNIA STATE UNIVERSITY 

UNIVERSITY OF CALGARY 

ISRAEL AIRCRAFT INDUSTRIES LTD. 

DEPARTMENT OF MAIN ROADS-N.S.W. 

CHRYSLER MOTORS CORPORATION 

RADFORD UNIVERSITY 

BRIGGS AND STRATTON CORPORATION 

FMC CORPORATION 

SIMUFLITE TRAINING INTERNATIONAL/SIN 

THE UNIVERSITY OF TEXAS 

ALBERTA CULTURE 

BAKER EQUIPMENT ENGINEERING CO. INC. 

REGIONALES RECHENZENTRUM FUER 

JOY TECHNOLOGIES INC. 

FMC CORPORATION 

REGIONALES RECHENZENTRUM FUER 

TRADE MARK INFORMATICS CENTRE 

TRI -BOROUGH COMPUTING 

UNIVERSITY COMPUTING CENTER 

REMVEC 

NORTHERN STATES POWER COMPANY 

SACRAMENTO MUNICIPAL UTILITY DIST. 

YANKEE ATOMIC ELECTRIC COMPANY 

MOBIL EXPLORATION AND 

COOPER INDUSTRIES 

VITRO CORPORATIVO S.A. 

DAVID SARNOFF RESEARCH CENTER 



DEPARTMENT NAME 

POWER SUPPLY DIVISION 

SERVICE DE L INFORMATIQUE SCIENTIFIC 

SERVICE DE L INFORMATIQUE 

SYSTEM OPERATION DEPT 

COMPUTING CENTER 

COMPUTING SERVICES 

COMPUTING CENTRE 

INFOFETCH DEVELOPMENT GROUP 

OFFICE OF COMPUTER OPERATIONS 
SYSTEM CONTROL & DEVELOPMENT 
MATHEMATIQUES APPLIQUEES 
AIR FORCE WARGAMING CTR. 
(SERI) KAIST 
COMPUTER SERVICES 

COMPUTING SERVICES 
INFORMATION SYSTEMS CENTER 

ENGINEERING DIVISION COMPUTER DEPT 

U.S. NAVY 

DIV. OF INFO. RES. -CODE 1130 

REKENCENTRUM 

TECHNICAL DIVISION 

OFF. OF COMPUTING & COMM. RESOURCES 

ACADEMIC COMPUTING SERVICES 

ENGINEERING DIVISION COMPUTER DEPT 

COMMUNICATION & INFORMATION SER. 

CIMS 417-22-07 

COMPUTER SERVICES 

ENGINEERING 

NAVAL SYSTEMS DIVISION 

SUPPORT ENGINEERING 

APPLIED RESEARCH LABORATORIES 

SYSTEMS & INFORMATION SERVICES 

INFORMATION SYSTEMS 

NIEDERSACHSEN-UNIV. HANNOVER 

MINING MACHINERY DIVISION 

NAVAL SYSTEMS DIVISION 

NIEDERSACHSEN-UNIV. HANNOVER 

CONSUMER & CORPORATE AFFAIRS 

LEDERLE GRADUATE RESEARCH CTR. 

R. I. -EAST. MASS.-VMT. ENERGY CONTRO 

SYSTEM OPERATION DEPT 

ENERGY OPERATIONS 

COMPUTER SERVICES DEPT. 

PRODUCING SERVICES INC. 

TURBOCOMPRESSOR DIV. 

CENTRO DE INFORMATICA 
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DELEGATE REPORT - BY DELEGATE LAST NAME 



LAST NAME 

MATHEWS 

MATTHEWS 

MAYHAN 

MC CAIN 

MC CRACKEN 

MC EWAN 

MC KENTY 

MC NEILLY 

MC PHERSON 

MC SWAIN 

MCAVANEY 

MCCLANAHAN 

MCCLANAHAN 

MCDERMOTT 

MCGREGOR 

MCGUIRE 

MCLAIN 

MCMILLAN 

MCNAMARA 

MCNEILL 

MCPHERSON III MS- 157 

MCRAE 

MCREYNOLDS 

MEISEL 

MELICK 

MENKE 

MERINO 

MIKULIK 

MILES 

MILLER 

MINOR ■ 

MITCHELL 

MOIR 

MONCAYO 

MONTGOMERY 

MOODY 

MOORHEAD 

MORAN 

MOREAU 

MORIN 

MOTYL-SZARY 

MUELLER 

MUFTI 

MURPHY 

MUSANTE 

NAAMAN 

NAKO 

NALL 

NATHANSON 

NATHANSON 

NAVARRETE 



FIRST NAME, MI CODE 


DOUGLAS 


USCN 


RAY 


ARIZ 


TOM M. 


OPPD 


EARL T. 


MIA 


WILLIAM 


NOAA 


ALAN T. 


AU 


PATRICK 


URLLE 


SCOTT 


RCNMA 


D. 


CRNL 


ELAINE 


ARL 


BRYANT 


BUMET 


MARY E. 


MASC 


MARY E. 


VEBOD 


CHRIS 


CCATM 


JERRY 


CCATM 


MARY 


UCALG 


GERALD 


MSBEF 


THOMAS 


RADU 


SUSAN 


NAL 


LAURA 


SMVOK 


SAMUEL 


NASA 


WALTER 


ACMC 


WARREN 


BUCC 


NICOLAU 


PUCRJ 


R. M. 


WNES 


MIKE B. 


OPPD 


JOSE LU 


GOTAB 


RAY 


UWPG 


JOHN G. 


CSSA 


RICK 


CSU 


LORRAIN 


NRDC 


ROBERT 


BASOI 


D. A. 


CYSL 


HUGO 


UAM 


HUGH 


NAL 


MARVIN 


RMS 


JAMES B 


KAPL 


BRYAN P 


RADU 


P. A. 


CNES 


M. K. 


NASA 


M. I. 


YAEC 


DAVE 


WEPC 


A. A. 


TUNS 


GEORGE 


NOAA 


EDWARD 


METED 


YAEL 


HUJI 


K. R. 


MS 


JOHN W. 


FSU 


ALLAN J 


GIT 


ALLAN J 


VEBOD 


CHRIS 


CDWR 



INSTALLATION NAME 

UNIVERSITY OF GEORGIA 

THE UNIVERSITY OF ARIZONA 

OMAHA PUBLIC POWER DISTRICT 

U.S. ARMY MISSILE SPACE INTELL.CTR. 

NATIONAL OCEANIC & ATMOSPHERIC ADM 

ACADIA UNIVERSITY 

UNIVERSITY OF ROCHESTER 

REGENTS COMPUTER NETWORK 

ATOMIC ENERGY OF CANADA LTD. 

THE UNIVERSITY OF TEXAS 

BUREAU OF METEOROLOGY 

NOAA/MASC 

VIM EXTENDED BOARD OF DIRECTORS 

TRADE MARK INFORMATICS CENTRE 

TRADE MARK INFORMATICS CENTRE 

UNIVERSITY OF CALGARY 

LOCKHEED MISSILES AND SPACE CO. 

RADFORD UNIVERSITY 

FERMI NATIONAL ACCELERATOR LAB. 

COM DEV LTD 

NASA/LANGLEY RESEARCH CENTER 

UNIVERSITY OF GEORGIA 

BRADLEY UNIVERSITY 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

WESTINGHOUSE CORPORATE COMPUTER SERV 

OMAHA PUBLIC POWER DISTRICT 

GOBIERNO DEL EDO. DE TABASCO 

THE UNIVERSITY OF WINNIPEG 

CALIFORNIA STATE UNIV. -SACRAMENTO 

COLORADO STATE UNIVERSITY 

DAVID TAYLOR RESEARCH CENTER 

BRIGGS AND STRATTON CORPORATION 

CYBERSHARE LTD. 

UNIVERSIDAD AUTONOMA METROPOLITANA 

FERMI NATIONAL ACCELERATOR LAB. 

AMPERIF CORPORATION 

GENERAL ELECTRIC COMPANY 

RADFORD UNIVERSITY 

CENTRE NATIONAL D ETUDES SPATIALES 

NASA/LANGLEY RESEARCH CENTER 

YANKEE ATOMIC ELECTRIC COMPANY 

WISCONSIN ELECTRIC POWER COMPANY 

TECHNICAL UNIVERSITY OF NOVA SCOTIA 

NATIONAL OCEANIC & ATMOSPHERIC ADM 

METROPOLITAN EDISON COMPANY 

HEBREW UNIVERSITY OF JERUSALEM 

LOCKHEED MISSILES & SPACE CO. 

FLORIDA STATE UNIVERSITY 

GEORGIA INSTITUTE OF TECHNOLOGY 

VIM EXTENDED BOARD OF DIRECTORS 

CALIFORNIA DEPT. OF WATER RESOURCES 



DEPARTMENT NAME 

COMPUTER NETWORK 

UNIVERSITY COMPUTER CENTER 

ENERGY MANAGEMENT SYSTEM 

DIGITAL SYSTEMS GROUP 

U. S. DEPARTMENT OF COMMERCE 

COMPUTING CENTRE 

LAB FOR LASER ENERGETICS 

CHALK RIVER NUCLEAR LABORATORIES 

APPLIED RESEARCH LABORATORIES 

COMMUNICATIONS AND COMPUTING 

COMPUTER DIVISION 

EBOD 

CONSUMER & CORPORATE AFFAIRS 

CONSUMER & CORPORATE AFFAIRS 

ACADEMIC COMPUTING SERVICES 

MARYLAND TECHNOLOGY CENTER 

COMPUTER SERVICES 

COMPUTING DEPARTMENT 

COMPUTER SERVICES 

MS157A 

ADVANCED COMPUTATIONAL METHODS CTR. 

COMPUTING SERVICES 

RIO DATA CENTRO 

COMPUTER CENTER 

ENERGY MANAGEMENT SYSTEM 

DIR. DE INFOR. SECRETARIA DE FINANZA 

COMPUTER SERVICES 

COMPUTING & COMMUNICATIONS SER. 

UNIVERSITY COMPUTER CENTER 

ENGINEERING 

DIRECCION DE INFORMATICA 

COMPUTING DEPARTMENT 

PROTRONYX DIVISION 

KNOLLS ATOMIC POWER LABORATORY 

COMPUTER SERVICES 

DTI/MIS 

MS157A 

COMPUTER SERVICES DEPT. 

SYSTEM CONTROL CENTER 

DEPT. OF COMPUTER SERVICES 

U. S. DEPARTMENT OF COMMERCE 

ELECTRONIC CONTROLS 

COMPUTATION CENTER 

ORG. 6831 BLDG. 190 

COMPUTING CENTER 

OFFICE OF COMPUTING SERVICES 

EBOD 

COMPUTER SYSTEMS OFFICE ROOM 715 
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DELEGATE REPORT 



BY DELEGATE LAST NAME 



LAST NAME 

NEAL 

NELSON 

NELSON 

NELSON 

NEUMAN 

NICHOLLS 

NICOLLE 

NIELSON 

NIEWOHNER 

NING 

NINOU 

NIXON 

NORTON 

NOTTENKAMPER 

NUNES 

NUNLEY 

BYRNE 

OLIVER 

OLIVER 

OTALORA 

OUZOUNIAN 

OVERMOEN 

OWEN 

PAANANEN 

PAEZ 

PAGE 

PAK 

PAREIS 

PARES 

PARSELL 

PATANE 

PAVKOV FEUCHT 

PAVLIDIS 

PETERSON 

PETERSON 

PETERSON 

PETIT 

PFEFFERLE 

PFISTER 

PFISTER 

PHILLIPS 

PIEDE 

PIERCE 

PIERCE 

PINTO 

PIPRANI 

PITTMAN 

PLACKE 

POLAK 

POLNASZEK 

POMERANCBLUM 



FIRST NAME, MI CODE 


LEE 


MP I 


CHRIS 


ADC 


HARRY 


NUCC 


GREGG 


RCDP 


MICHAEL 


CAPU 


JUDITH 


NAL 


MARK 


MMDS 


MICHAEL 


PDA 


DAVE 


FMCN 


JAMES 


DOWTY 


D. 


SSCC 


JAY V. 


MTL 


TERRY L 


OPPD 


RANDY 


FNOC 


JOSE RE 


PUCRJ 


IRENE 


NSAC 


CHARLES 


BELPA 


GERRY 


ISU 


BRUCE A 


SMUD 


TOMAS 


UAM 


RAFFY 


KIDD 


MADISON 


RCDP 


JOHN 


CAMOS 


RISTO T 


KIDD 


ACT. MA 


BNDCR 


R. C. 


JCPL 


CHUNG- I 


KIST 


F. C. 


KAPL 


EDISON 


PREPA 


RALPH 


FMCN 


PAUL M. 


LDSG 


DOTTIE 


DDI 


NICK 


SSCC 


LINDA 


RCNMA 


DORIS 


UMAS 


DORIS D 


VEBOD 


M.A.C.E 


RUG 


JOHN A. 


MS 


JACK 0. 


NAL 


JACK 0. 


VEBOD 


FRANK J 


GDC 


DUANE L 


RGE 


GORDON 


KLSY 


GORD 


SRC 


DULCE F 


PUCRJ 


CHANDRA 


CFSSU 


MILTON 


CF 


MICHAEL 


ESI 


LYNN S. 


WDNR 


CARL 


FMCN 


DORA 


TUT 



INSTALLATION NAME 

MAGNETIC PERIPHERALS INC. 

ADC TELECOMMUNICATIONS INC. 

NORTHWESTERN UNIVERSITY 

RAMSEY COUNTY DATA PROCESSING 

CAPITAL UNIVERSITY 

FERMI NATIONAL ACCELERATOR LAB. 

MARTIN MARIETTA DATA SYSTEMS 

PDA ENGINEERING 

FMC CORPORATION 

DOWTY CANADA LIMITED 

SOCIAL SERVICES COMPUTER CENTRE 

MTL SYSTEMS 

OMAHA PUBLIC POWER DISTRICT 

FLEET NUMERICAL OCEANOGRAPHY CTR. 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

NATIONAL SECURITY AGENCY 

BELL OF PENNSYLVANIA 

INDIANA STATE UNIVERSITY 

SACRAMENTO MUNICIPAL UTILITY DIST. 

UNIVERSIDAD AUTONOMA METROPOLITANA 

KIDD CREEK MINES LTD. 

RAMSEY COUNTY DATA PROCESSING 

CAMOSUN COLLEGE 

KIDD CREEK MINES LTD. 

BANCO NAL DE CREDITO RURAL SNC 

JERSEY CENTRAL POWER & LIGHT 

SYSTEMS ENGINEERING RESEARCH INSTITU 

GENERAL ELECTRIC COMPANY 

PUERTO RICO ELECTRIC POWER AUTHORITY 

FMC CORPORATION 

LDS CHURCH 

DATA DYNAMICS INC. 

SOCIAL SERVICES COMPUTER CENTRE 

REGENTS COMPUTER NETWORK 

UNIVERSITY COMPUTING CENTER 

VIM EXTENDED BOARD OF DIRECTORS 

REKENCENTRUM DER RI JKSUNIVERSITEIT 

LOCKHEED MISSILES & SPACE CO. 

FERMI NATIONAL ACCELERATOR LAB. 

VIM EXTENDED BOARD OF DIRECTORS 

GENERAL DYNAMICS DATA SYSTEMS 

ROCHESTER GAS AND ELECTRIC CORP. 

KELSEY INSTITUTE/SASK RESEARCH CNCL 

SASKATCHEWAN RESEARCH COUNCIL 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

CFSS UPGRADE PROJECT 

GENERAL DYNAMICS 

ELECTROSPACE SYSTEMS INC. 

WIDENER UNIVERSITY 

FMC CORPORATION 

TECHNION IL INSTITUTE OF TECHNOLOGY 



DEPARTMENT NAME 

ENGINEERING COMPUTERS 
COMPUTER-AIDED SYSTEMS 



COMPUTER CENTER 
COMPUTING DEPARTMENT 
PERSONNEL SYSTEMS 
PATRAN DIVISION 
NAVAL SYSTEMS DIVISION 
ENGINEERING 

COMPUTER SYSTEMS 

ENERGY MANAGEMENT SYSTEM 

U.S. NAVY 

RIO DATA CENTRO 

T3351 

COMPUTER OPERATIONS 

COMPUTER CENTER 

ENERGY OPERATIONS 

DIRECCION DE INFORMATICA 

MINESITE TECH. COMPUTING FACILITY 

COMPUTER BASED EDUCATION 

MINESITE TECH. COMPUTING FACILITY 

SUBDIR. GRAL. ORG. E INFORMATICA 

SYSTEM OPERATIONS 

(SERI) KAIST 

KNOLLS ATOMIC POWER LABORATORY 

ENERGY MANAGEMENT SYSTEM 

NAVAL SYSTEMS DIVISION 

GENEALOGY 



LEDERLE GRADUATE RESEARCH CTR. 
EBOD 

ORG. 6831 BLDG. 190 

COMPUTING DEPARTMENT 

EBOD 

WESTERN CENTER 

CAD/CAM 

PRODUCT DEVELOPMENT DIVISION 

RIO DATA CENTRO 

NATIONAL DEFENCE HO 

DATA SYSTEMS DIVISION CENTRAL CENTER 

CYBER CAD 

COMPUTING SERVICESK 

NAVAL SYSTEMS DIVISION 

COMPUTER CENTER 



25 



LAST NAME 

POOL 

POPE 

POPKEN 

PORTEOUS 

POULSON 

PRALLE 

PRAMANN 

PRESTI 

PRINGLE 

PRITCHARD 

PRUEWITT 

PULLEY 

QUINTERO 

RAMSEY 

RAND 

RANDOLPH 

RAVERT 

REAKES 

REBER 

REBOLLEDO 

REEVES 

REID 

REILLY 

REILLY 

REINHARD 

RENAUD 

RENFRO JR. 

RESS 

REYNOLDS 

RHOADS 

RICCI 

RICCIUTI 

RICH 

RICHEY 

RICHTER 

RIDDELL 

RIDEOUT 

RIVARD 

RIVERA 

RIVERTZ 

ROACH 

ROACH 

ROBINETTE 

ROCK 

RODRIGUEZ 

ROGERS 

ROHAN 9492-2403 

ROHR 

ROLL 

ROMAN 

ROONEY 



VIM DELEGATE REPORT - 



FIRST NAME, MI CODE 



MAX 


SSS 


R. A. 


VAFB 


RYAN 


UNL 


DAVE 


BIO 


MEGAN 


WDNR 


H. 


RRZN 


MARK 


FMCN 


JAMES 


BCS 


JERL E. 


SDMT 


CANDANC 


MPI 


JOSEPH 


TVA 


H. C. 


CCIW 


RUPERTO 


CLFC 


RICK 


LANL 


HARVEY 


MAGNA 


J. 


MMDD 


LINDA T 


ASC 


GEORGE 


CHIN 


R. W. 


GDP 


RICARDO 


BNDCR 


H. DALE 


SASIN 


T. ALEX 


UWA 


DICK 


SDSU 


RICHARD 


SDSU 


RAYMOND 


WAFB 


GILLES 


HOUE 


JACK S. 


CHRY 


JERRY D 


JOYCG 


PAUL 


DOWTY 


STEVEN 


JOYCG 


VERN J. 


RCDP 


RICK 


AEEC 


PHIL 


FMCN 


JAMES K 


AFAL 


RONALD 


MSBEF 


T. M. 


FMCN 


DOUGLAS 


TUNS 


MICHAEL 


FITCH 


FELIX 


CAS 


JOHAN A 


NC 


GENE 


PSCO 


DAVID 


UMISS 


JON 


MDAI 


KENNETH 


CHRY 


FRANCIS 


ENUSA 


ROBERT 


CHRY 


P. E. 


CE 


ROBERT 


KLSY 


PETER 


NUCC 


JAY 


MCS 


GARY J. 


DPC 



by delegate last name 

installation name 

simulation center 

itt federal electric corporation 

university of nebraska-lincoln 

bedford institute of oceanography 

widener university 

regionales rechenzentrum fuer 

fmc corporation 

boeing computer services 

south dakota school of mines and 

magnetic peripherals inc. 

tennessee valley authority 

national water research institute 

cia. de luz y fuerza del centro s.a. 

los alamos national laboratory 

magna software corporation 

martin marietta data systems 

aerospace corporation 

department of communications . 

general dynamics/pomona 

banco nal de credito rural snc 

sas institute inc. 

university of western australia 

san diego state university 

san diego state university 

asd information sys. & tech. ctr. 

hydro-quebec 

chrysler motors corporation 

joy technologies inc. 

dowty canada limited 

joy technologies inc. 

ramsey county data processing 

atomic energy of canada ltd. 

fmc corporation 

af astronautics laboratory 

lockheed missiles and space co. 

fmc corporation 

technical university of nova scotia 

fitchburg state college 

computer Associates 

norwegian contractors 

public service co. of colorado 

university of mississippi 

maryland automobile insurance fund 

chrysler motors corporation 

empresa nacional del uranio s.a. 

chrysler motors corporation 

combustion engineering, inc. 

kelsey institute/sask research cncl 

northwestern university 

mcs group inc. 

dairyland power cooperative 



DEPARTMENT NAME 

COLSA INC. 

COMPUTING RESOURCE CENTER 

DEPARTMENT OF FISHERIES AND OCEANS 

COMPUTING SERVICESK 

NIEDERSACHSEN-UNIV. HANNOVER 

NAVAL SYSTEMS DIVISION 

INC. 

TECHNOLOGY COMPUTATION CENTER 

ENGINEERING COMPUTERS 

MANAGEMENT SYSTEMS COMPUTER SERVICE 

CANADA CENTRE FOR INLAND WATERS 

DEPTO. DE AUTOMATIZACION 

COMPUTER SYSTEMS 

INFOFETCH DEVELOPMENT GROUP 

DENVER DATA CENTER 

CANADIAN HERITAGE INFOR. NETWORK 

DEPT. 93 MZ 416-6 

SUBDIR. GRAL. ORG. E INFORMATICA 

CDC/SPERRY DEV. & SUPPORT 

WEST. AUSTRALIA REG. COMPUTING CTR. 



WRIGHT PATTERSON AFB 

CIMS 417-22-07 

MINING MACHINERY DIVISION 

ENGINEERING 

MINING MACHINERY DIVISION 

CANDU OPERATIONS 
NAVAL SYSTEMS DIVISION 
SOFTWARE & ANALYSIS SECTION 
MARYLAND TECHNOLOGY CENTER 
NAVAL SYSTEMS DIVISION 
DEPT. OF COMPUTER SERVICES 
COMPUTER CENTER 



LOOKOUT CENTER 
COMPUTER CENTER 

CIMS 417-22-07 

SUBDIRECCION DE INFORMATICA 

CIMS 417-22-07 

ENGINEERING COMPUTER SERVICES 

CAD/CAM 

CYBERTEC 



>*«*, 

w 



26 



V J 



c 



^\ 



oo 



o 



o 



v.y 



OO 



VIM 



DELEGATE REPORT 



BY DELEGATE LAST NAME 



LAST NAME 

ROSE 

ROUGEMONT 

ROUX 

ROWITS 

ROZKOSNY 

RYU 

SACHS 

SADOWSKY 

SANS 

SASSER 

SAWREY 

SCHELEV 

SCHIPPER 

SCHMIDBAUER 

SCHRAMA 

SCHWARTZ 

SCOTT 

SCOTT 

SCOTT OR. 

SCROGGINS 

SEO 

SESPLAUKIS 

SEVERSON 

SHAAK 

SHAFFER JR. 

SHANKLE 

SHAVER 

SHERRY 

SHICKMAN 

SHOWALTER 

SHREDILEW 

SIDHOM 

SIEGEL 

SIK 

SILVA 

SIMPSON 

SITNIK 

SMITH 

SMITH 

SMITH 

SMITH 

SMITH 

SMYTH 

SONNENBURG 

SOUZA 

SPALDING 

SPIRK 

SPIRLING 

SPIRONELLO 

SPURR 

ST. CHARLES 



FIRST NAME, MI CODE 


STEPHEN 


AFAL 


FRED 


EPFL 


GERARD 


CNES 


CYNTHIA 


METED 


JAN 


ETHZ 


CHANG-M 


KAERI 


DAVID 


NAL 


GEORGE 


NUCC 


G. 


CNES 


DONALD 


SSS 


RICHARD 


FMCN 


S. A. 


JINR 


T. 


SARA 


LUDWIG 


GPU 


HENRY 


CCATM 


HANNE 


NC 


DAN 


ARL 


R. A. 


RUCC 


ROBERT 


INEL 


S. R. 


MOGS 


I. S. 


KADD 


TADAS 


IP AC 


ERIC 


FMCN 


DENNIS 


METED 


FRED B. 


GSFC 


JIM E. 


UMISS 


MARTIN 


NBS 


NEAL 


BPA 


SIMON 


HUJI 


VICTOR 


CAPU 


ANTOINE 


RBA 


M. 


USYD 


ALBERT 


BMI 


PARK BO 


KAERI 


NELSON 


PUCRJ 


CHARLES 


HLP 


RICHARD 


PICA 


SANFORD 


AFGL 


R. B. 


BAPL 


JUDITH 


UMAS 


DOROTHY 


UTEX 


JIM 


VEBOD 


DENNIS 


XNBW 


CLAUDIO 


CPD 


KEVIN 


HACDN 


RAY 


GIT 


DON E. 


SRP 


A. G. 


ICST 


LOU 


UWO 


GARY 


NBS 


NEIL 


FMC 



INSTALLATION NAME 

AF ASTRONAUTICS LABORATORY 

ECOLE POLYTECHNIQUE FEDERALE 

CENTRE NATIONAL D ETUDES SPATIALES 

METROPOLITAN EDISON COMPANY 

RECHENZENTRUM DER EIDGENOESSISCHEN 

KOREA ADVANCED ENERGY RESEARCH INSTI 

FERMI NATIONAL ACCELERATOR LAB. 

NORTHWESTERN UNIVERSITY 

CENTRE NATIONAL D ETUDES SPATIALES 

SIMULATION CENTER 

FMC CORPORATION 

JOINT INSTITUTE FOR NUCLEAR RESEARCH 

STICHTING ACADEMISCH REKENCENTRUM 

GPU SERVICE CORPORATION 

TRADE MARK INFORMATICS CENTRE 

NORWEGIAN CONTRACTORS 

THE UNIVERSITY OF TEXAS 

RHODES UNIVERSITY 

IDAHO SCIENTIFIC COMPUTING CTR. 

MOBIL EXPLORATION AND 

AGENCY FOR DEFENSE DEVELOPMENT 

CALIFORNIA INSTITUTE OF TECHNOLOGY 

FMC CORPORATION 

METROPOLITAN EDISON COMPANY 

NASA-GODDARD SPACE FLIGHT CENTER 

UNIVERSITY OF MISSISSIPPI 

NATIONAL BUREAU OF STANDARDS 

BONNEVILLE POWER ADMINISTRATION 

HEBREW UNIVERSITY OF JERUSALEM 

CAPITAL UNIVERSITY 

RIVERS-BINNACLE ASSOCIATES 

UNIVERSITY OF SYDNEY, NSW 

BATTELLE MEMORIAL INSTITUTE 

KOREA ADVANCED ENERGY RESEARCH INSTI 

SOC CIVIL FAC CATOLICAS-PUC/RJ 

HOUSTON LIGHTING & POWER CO. 

U. S. ARMY ARMAMENT RD & E CENTER 

AIR FORCE GEOPHYSICS LABORATORY 

BETTIS ATOMIC POWER LABORATORY 

UNIVERSITY COMPUTING CENTER 

THE UNIVERSITY OF TEXAS AT AUSTIN 

VIM EXTENDED BOARD OF DIRECTORS 

EXXON COMPANY USA 

CENTRO TEC. AEROESPACIAL 

HUGHES AIRCRAFT CO. 

GEORGIA INSTITUTE OF TECHNOLOGY 

SALT RIVER PROJECT 

IMPERIAL COLLEGE COMPUTER CENTRE 

UNIVERSITY OF WESTERN ONTARIO 

NATIONAL BUREAU OF STANDARDS 

FORD MOTOR COMPANY 



DEPARTMENT NAME 

SOFTWARE & ANALYSIS SECTION 

DTI/MIS 

ELECTRONIC CONTROLS 

TECHNISCHEN HOCHSCHULE ZUERICH 

COMPUTER APPLICATIONS RESEARCH DIV. 

COMPUTING DEPARTMENT 

DTI/MIS 

COLSA INC. 

NAVAL SYSTEMS DIVISION 

LABORATORY FOR COMPUTER TECH & AUTOM 

AMSTERDAM 

SYSTEM CONTROL & DEVELOPMENT 

CONSUMER & CORPORATE AFFAIRS 

APPLIED RESEARCH LABORATORIES 

COMPUTING CENTRE 

EG & G IDAHO INC. 

PRODUCING SERVICES INC. 

COMPUTER DEPARTMENT DMD 

PHYSICS 

NAVAL SYSTEMS DIVISION 

ELECTRONIC CONTROLS 

COMPUTER CENTER 

COMPUTER SERVICES DIVISION 

SYSTEM OPERATIONS 

COMPUTATION CENTER 

COMPUTER CENTER 

SOFTWARE MODELING SYSTEMS 

UNIVERSITY COMPUTING CENTRE H08 

COMPUTER CENTER 

COMPUTER APPLICATIONS RESEARCH DIV. 

RIO DATA CENTRO 

ENERGY MANAGEMENT S CONTROL SYS. 

ASNC-APT-OT 

OPERATIONS BRANCH 

LEDERLE GRADUATE RESEARCH CTR. 

COMPUTATION CENTER 

EBOD 

BAYWAY REFINERY (OMCC) 

INSTITUTO DE ESTUDOS AVANCADOS 

OFFICE OF COMPUTING SERVICES 
SYSTEM OPERATIONS 

COMPUTING & COMMUNICATIONS SERVICES 

COMPUTER SERVICES DIVISION 

COMPUTER PLANNING & OPERATIONS DEPT. 
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DELEGATE REPORT - BY DELEGATE LAST NAME 



LAST NAME 



FIRST NAME. MI CODE 



INSTALLATION NAME 



DEPARTMENT NAME 



STACK 

STAHLE 

STAPLES 

STARLING 

STAUB 

STEARNS 

STEED 

STEELE 

STEGER 

STEINER 

STEPHAN 

STERNER 

STEVENSON 

STOKLAS 

STOLLER 

STRICKLAND 

STRUCH 

STYPES 

SUDIK JR. 

SUMNER 

SUNDERMEIER 

SUNG 

SURKUS 

SUTHERLAND 

SWANSON 

SZILAGYI 

SZNAIDER 

TANNER 

TANNER 

TAUSSIG 

TAYLOR 

TEEGARDEN 

THOMASON 

THOMPSON 

THORNBURY 

THURLING 

TINGEY 

TISCH 

TOME 

TOMIKAWA 

TOULSON 

TRACY 

TRANTOLO 

TRANTOLO 

TRASCASA 

TREFNY 

TREVINO 

TURNER 

ULRICH 

URBAN 

V/D WERF 



PAT 


CAI 


RICHARD 


PMTC 


BRUCE 


DPC 


PAUL 


UWO 


PETER 


ETHZ 


ROBERT 


FMCN 


S. PAUL 


LRCCD 


UOHN M. 


PDU 


MIKE 


AEPC 


ALBERT 


NUCC 


J. LAWR 


DPL 


BRENT 


UWO 


BRYON 


BCS 


DAVID 


GARET 


vJOSE LU 


CENPES 


JEANNE 


NRDC 


PETER 


ENR 


JERRY 


LRCCD 


STEVEN 


SDCNL 


ROBERT 


DAW 


CHUCK 


UNL 


KI-SOO 


KIST 


VICTOR 


AFS 


JAMES 


MMDD 


JOHN 


SAS 


CHARLES 


TRWSB 


RONALD 


KAVOR 


CHRISTO 


CRNL 


CHRISTO 


VEBOD 


BARRETT 


FMCN 


PAUL D. 


LDSG 


PAUL 


CSUCH 


RALPH 


DDI 


D. L. 


CSUN 


MELVIN 


REDA 


ROBERT 


BUMET 


FRED H. 


UIIF 


ROGER D 


BEKC 


ELLEN 


CSUC 


GEORGE 


TRW 


ROSE AN 


ISU 


DANIEL 


NSAC 


ARTHUR 


CE 


A. 


CE 


RICARDO 


ENUSA 


FLOYD J 


HLP 


FRANCIS 


BNDCR 


RALPH 


USFL 


JOHN 


MMDD 


PETER M 


PNM 


C. 


SARA 



CENTURY ANALYSIS INC. 

PACIFIC MISSILE TEST CENTER 

DAIRYLAND POWER COOPERATIVE 

UNIVERSITY OF WESTERN ONTARIO 

RECHENZENTRUM DER EIDGENOESSISCHEN 

FMC CORPORATION 

LOS RIOS COMMUNITY COLLEGE DISTRICT 

PURDUE UNIVERSITY 

ARIZONA ELECTRIC POWER COOPERATIVE 

NORTHWESTERN UNIVERSITY 

DELMARVA POWER & LIGHT COMPANY 

UNIVERSITY OF WESTERN ONTARIO 

BOEING COMPUTER SERVICES 

ALLIED SIGNAL AEROSPACE COMPANY 

PETROBRAS/CENPES 

DAVID TAYLOR RESEARCH CENTER 

ENR TECHNISCH WETENSCHAPPELI JK 

LOS RIOS COMMUNITY COLLEGE DISTRICT 

SYSTEM DEVELOPMENT CORP. 

DAWSON COLLEGE 

UNIVERSITY OF NEBRASKA-LINCOLN 

SYSTEMS ENGINEERING RESEARCH INSTITU 

INFORMATION SYSTEMS BRANCH 

MARTIN MARIETTA DATA SYSTEMS 

SWANSON ANALYSIS SYSTEMS INC. 

TRW BALLISTIC MISSILES DIVISION 

KAVOURAS INC. 

ATOMIC ENERGY OF CANADA LTD. 

VIM EXTENDED BOARD OF DIRECTORS 

FMC CORPORATION 

LDS CHURCH 

CAL STATE UNIVERSITY CHICO 

DATA DYNAMICS INC. 

CALIFORNIA STATE UNIVERSITY 

U. S. ARMY MISSILE COMMAND 

BUREAU OF METEOROLOGY 

IDAHO RESEARCH FOUNDATION 

ALLIED CORPORATION 

THE CALIFORNIA STATE UNIVERSITY 

TRW SPACE AND DEFENSE 

INDIANA STATE UNIVERSITY 

NATIONAL SECURITY AGENCY 

COMBUSTION ENGINEERING, INC. 

COMBUSTION ENGINEERING, INC. 

EMPRESA NACIONAL DEL URANIO S.A. 

HOUSTON LIGHTING & POWER CO. 

BANCO NAL DE CREDITO RURAL SNC 

U.S. ARMY INFORMATION SYS. COMMAND 

MARTIN MARIETTA DATA SYSTEMS 

PUBLIC SERVICE COMPANY OF NEW MEXICO 

STICHTING ACADEMISCH REKENCENTRUM 



COMPUTING & COMMUNICATIONS SERVICES 
TECHNISCHEN HOCHSCHULE ZUERICH 
NAVAL SYSTEMS DIVISION 
COMPUTER SERVICES 
COMPUTING CENTER 



COMPUTING & COMMUNICATIONS SERVICES 

INC. 

GARRETT ENGINE DIV 

CENPES/SUAPO/SEPROC 

REKENCENTRUM 
COMPUTER SERVICES 

MECHANICAL ENGINEERING TECHNOLOGY 
COMPUTING RESOURCE CENTER 
(SERI) KAIST 

DEPARTMENT OF PRIMARY INDUSTRY 
DENVER DATA CENTER 

TRW INC. 

CHALK RIVER NUCLEAR LABORATORIES 

EBOD 

NAVAL SYSTEMS DIVISION 

GENEALOGY 

COMPUTER CENTER ZIP 405 

NORTHRIDGE 

AMSMI-RD-SS-SP 

COMMUNICATIONS AND COMPUTING 

UNIVERSITY OF IDAHO-IDAHO FALLS 

BENDIX K.C. DIVISION 

OFF. OF COMPUTING & COMM . RESOURCES 

CDC & UNIX OPERATING SYSTEMS 

COMPUTER CENTER 

T3351 

ENGINEERING COMPUTER SERVICES 

ENGINEERING COMPUTER SERVICES 

SUBDIRECCION DE INFORMATICA 

ENERGY MANAGEMENT & CONTROL SYS. 

SUBDIR. GRAL. ORG. E INFORMATICA 

DATA PROCESSING FIELD OFFICE 

DENVER DATA CENTER 

AMSTERDAM 
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LAST NAME 

VACHHANI 

VALENZUELA 

VAN AARDENNE 

VAN ABBE 

VAN DER LAAN 

VAN EERDE 

VAN LINDE 

VAN SCHALKWIJK 

VAN SON 

VAN SURELL 

VARNEY 

VAUGHAN 

VERDON 

VERNON 

VESELY 

VINCENT 

VOGT 

VON DER LINDEN 

VON DER LIPPE 

VOSSAHLIK 

WAHLEN 

WALDEN 

WALKER 

WALL 

WANG 

WARD 

WARLICK 

WEAVER 

WEBB 

WEGLARZ 

WEINBERG 

WELCH 



DELEGATE REPORT - BY DELEGATE LAST NAME 



INSTALLATION NAME 



WELLS 

WENGER 

WESSEL 

WEST 

WESTLUND 

WHEELER 

WHITE 

WHITE 

WHITE 

WHITEHEAD 

WHITESELL 

WHITESIDE 

WILBER 

WILDER 

WILKERSON 

WILLIAMS 

WILLIAMS 

WILLIAMS 

WILSON 



T025 



FIRST NAME, MI CODE 


VICTOR 


ADC 


F. 


EPFL 


C. J. 


ACCU 


QUENTIN 


RMIT 


C. G. 


RUG 


H. 


SARA 


H. d. 


RUG 


0. 


RUG 


PAUL 


SEP 


PHILIPP 


FRAM 


THOMAS 


WEPC 


TONY 


SMVOK 


CHARLES 


URLLE 


KRISTA 


UMISS 


MI LA 


UWO 


FRED 


NOAA 


MICHAEL 


NBS 


F.d.M. 


ACCU 


ANN 


RCNMA 


JOHN E. 


GRPDQ 


ROBERT 


FPT 


WILLIAM 


WYO 


CAROLYN 


CHRY 


STEVE 


FMCN 


ROBERT 


MASC 


R. F. 


ML 


CHARLES 


UTEX 


RON 


FMCN 


RAYMOND 


MIA 


WALTER 


CHRY 


RUTH 


HUdI 


WILLIAM 


BMI 


WILLIAM 


FMCN 


D. 


FNOC 


JULIE C 


NRDC 


KENNETH 


DPL 


GEORGE 


CPSU 


RICHARD 


MDAH 


FRANKLI 


AFLC 


ANTHONY 


OSU 


NORMAN 


TVA 


PETER 


ICST 


RICHARD 


GPU 


TERRY L 


CONO 


DAVID R 


CHGE 


WILLIAM 


AU 


VANESSA 


BAKER1 


JEFF 


GSC 


KEN 


GSC 


TREVOR 


KLSY 


d. F. P 


SPSC 



ADC TELECOMMUNICATIONS INC. 

ECOLE POLYTECHNIQUE FEDERALE 

ACADEMISCH COMPUTER CENTRUM UTRECHT 

ROYAL MELBOURNE INST. OF TECHNOLOGY 

REKENCENTRUM DER RIdKSUNIVERSITEIT 

STICHTING ACADEMISCH REKENCENTRUM 

REKENCENTRUM DER RIdKSUNIVERSITEIT 

REKENCENTRUM DER RIdKSUNIVERSITEIT 

SEP 

FRAMATOME 

WISCONSIN ELECTRIC POWER COMPANY 

COM DEV LTD 

UNIVERSITY OF ROCHESTER 

UNIVERSITY OF MISSISSIPPI 

UNIVERSITY OF WESTERN ONTARIO 

NATIONAL OCEANIC & ATMOSPHERIC ADM 

NATIONAL BUREAU OF STANDARDS 

ACADEMISCH COMPUTER CENTRUM UTRECHT 

REGENTS COMPUTER NETWORK 

GRP CONSULTING A DIV. OF SWUCO INC. 

FISHER PRICE 

UNIVERSITY OF WYOMING 

CHRYSLER MOTORS CORPORATION 

FMC CORPORATION 

NOAA/MASC 

LOCKHEED MISSILES AND SPACE CO. 

THE UNIVERSITY OF TEXAS AT AUSTIN 

FMC CORPORATION 

U.S. ARMY MISSILE SPACE INTELL.CTR. 

CHRYSLER MOTORS CORPORATION 

HEBREW UNIVERSITY OF dERUSALEM 

BATTELLE MEMORIAL INSTITUTE 

FMC CORPORATION 

FLEET NUMERICAL OCEANOGRAPHY CTR. 

DAVID TAYLOR RESEARCH CENTER 

DELMARVA POWER & LIGHT COMPANY 

CALIFORNIA POLYTECHNIC STATE UNIV. 

MCDONNEL DOUGLAS AUTOMATION 

AFLC LMSC/SOS 

OREGON STATE UNIVERSITY 

TENNESSEE VALLEY AUTHORITY 

IMPERIAL COLLEGE COMPUTER CENTRE 

GPU SERVICE CORPORATION 

CONOCO, INC. 

CENTRAL HUDSON GAS & ELECTRIC CORP. 

ACADIA UNIVERSITY 

BAKER EQUIPMENT ENGINEERING CO. INC. 

GEORGIA SOUTHERN COLLEGE 

GEORGIA SOUTHERN COLLEGE 

KELSEY INSTITUTE/SASK RESEARCH CNCL 

GOVERNMENT COMPUTING CENTRE 



DEPARTMENT NAME 
COMPUTER-AIDED SYSTEMS 

COMPUTER CENTRE 
AMSTERDAM 



TECHNICAL DIVISION 

SERVICE DE L INFORMATIQUE SCIENTIFIC 

SYSTEM CONTROL CENTER 

COMPUTER SERVICES 

LAB FOR LASER ENERGETICS 

COMPUTER CENTER 

COMPUTING & COMMUNICATIONS SERVICES 

U. S. DEPARTMENT OF COMMERCE 

COMPUTER SERVICES DIVISION 



CAE SYSTEMS DEPARTMENT 

COMPUTER SERVICES DIVISION 

CIMS 417-22-07 

NAVAL SYSTEMS DIVISION 

COMPUTER DIVISION 

GUIDANCE & CONTROL ENGINEERING 

COMPUTATION CENTER 

NAVAL SYSTEMS DIVISION 

DIGITAL SYSTEMS GROUP 

CIMS 417-22-07 

COMPUTATION CENTER 

COMPUTER CENTER 

NAVAL SYSTEMS DIVISION 

U.S. NAVY 



COMPUTER CENTER 
(MCAUTO) 

UNIVERSITY COMPUTING SERVICES 
MANAGEMENT SYSTEMS COMPUTER SERVICE 

SYSTEM CONTROL & DEVELOPMENT 

UTL 

ENERGY CONTROL COMPUTER SECTION 

COMPUTING CENTRE 

INFORMATION SYSTEMS 

COMPUTER SERVICES 

COMPUTER SERVICES 

CAD/CAM 

DEPT. SERVICES AND SUPPLY 
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VIM 



DELEGATE REPORT - BY DELEGATE LAST NAME 



LAST NAME 

WILSON 

WIND 

WINTER 

WINTERHOLER 

WITTIG 

WITTMAN 

WOESSNER 

WOLFE 

WOLFE 

WOOD 

WOOFF 

WOOFF 

WRIGHT 

WURSTER 

YEE 

YEE 

YOHE 

YOUNG 

ZAIFMAN 

ZAJACK 

ZIEOUR 

ZIER 



FIRST NAME, MI CODE 


JAMES H 


UDEL 


EMANUEL 


IMD 


BOB 


TECO 


M. 


. CNES 


ROD 


UCALG 


DENNIS 


IPAC 


STEVEN 


SDCNL 


JAMES L 


CADRE 


MICHAEL 


KAI 


JOHN N. 


MRA 


HEATHER 


KLSY 


HEATHER 


SRC 


DAVID H 


BCS 


DANIEL 


METED 


COREY 


UOFHI 


WALTER 


UOFHI 


MIKE 


BUCC 


JOSEPH 


NASA 


LEN 


SMVOK 


DENNIS 


CSCB 


DAVID 


LRCCD 


DON 


CSUCH 



INSTALLATION NAME 

UNIVERSITY OF DELAWARE 

ISRAEL MINISTRY OF DEFENSE 

TAMPA ELECTRIC COMPANY 

CENTRE NATIONAL D ETUDES SPATIALES 

UNIVERSITY OF CALGARY 

CALIFORNIA INSTITUTE OF TECHNOLOGY 

SYSTEM DEVELOPMENT CORP. 

AIR UNIVERSITY 

KUCK AND ASSOCIATES INC. 

MCADANS ROUX AND ASSOCIATES 

KELSEY INSTITUTE/SASK RESEARCH CNCL 

SASKATCHEWAN RESEARCH COUNCIL 

BOEING COMPUTER SERVICES 

METROPOLITAN EDISON COMPANY 

UNIVERSITY OF HAWAII 

UNIVERSITY OF HAWAII 

BRADLEY UNIVERSITY 

NASA/LANGLEY RESEARCH CENTER 

COM DEV LTD 

CALIFORNIA STATE UNIV. -BAKERSFIELD 

LOS RIOS COMMUNITY COLLEGE DISTRICT 

CAL STATE UNIVERSITY CHICO 



DEPARTMENT NAME 

OFFICE OF INSTRUCTIONAL TECHNOLOGY 

ENERGY CONTROL SYSTEMS 

DTI/MIS 

ACADEMIC COMPUTING SERVICES 

PHYSICS 

AIR FORCE WARGAMING CTR. 

EXPLORATION COMPUTING 

CAD/CAM 

PRODUCT DEVELOPMENT DIVISION 

INC. 

ELECTRONIC CONTROLS 

COMPUTING CENTER 

COMPUTING CENTER 

COMPUTING SERVICES 

MS157A 

COMPUTER SERVICES 

COMPUTER SERVICES 

COMPUTER SERVICES 

COMPUTER CENTER ZIP 405 
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ECODU DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



COUNTRY 






CODE 


AUSTRALIA 






BUMET 


AUSTRALIA 






BUMET 


AUSTRALIA 






BUMET 


AUSTRALIA 






BUMET 


AUSTRIA 






THW 


AUSTRIA 






THW 


AUSTRIA 






UIBK 


AUSTRIA 






ZAMET 


AUSTRIA 






ZAMET 


BELGIUM 






LUC 


BELGIUM 






LUC 


BELGIUM 






LUC 


BELGIUM 






RUCA 


BELGIUM 






RUCA 


BELGIUM 






ULB 


BELGIUM 






ULB 


BELGIUM 






ULB 


DENMARK 






AARU 


DENMARK 






AARU 


DENMARK 






DPT 


DENMARK 






FIMI 


DENMARK 






FIMI 


DENMARK 






ST 


DENMARK 






ST 


DENMARK 






TSR 


ENGLAND 






GCHQ 


ENGLAND 






GCHO 


FED. 


REPUBLIC 


OF 


GERMANY 


DHI 


FED. 


REPUBLIC 


OF 


GERMANY 


DHI 


FED. 


REPUBLIC 


OF 


GERMANY 


DHI 


FED. 


REPUBLIC 


OF 


GERMANY 


DHI 


FED. 


REPUBLIC 


OF 


GERMANY 


DKRZ 


FED. 


REPUBLIC 


OF 


GERMANY 


DKRZ 


FED. 


REPUBLIC 


OF 


GERMANY 


DKRZ 


FED. 


REPUBLIC 


OF 


GERMANY 


DWD 


FED. 


REPUBLIC 


OF 


GERMANY 


EEBOD 


FED. 


REPUBLIC 


OF 


GERMANY 


EEBOD 


FED. 


REPUBLIC 


OF 


GERMANY 


EEBOD 


FED. 


REPUBLIC 


OF 


GERMANY 


EEBOD 


FED. 


REPUBLIC 


OF 


GERMANY 


FUB 


FED. 


REPUBLIC 


OF 


GERMANY 


FUB 


FED. 


REPUBLIC 


OF 


GERMANY 


GFTA 


FED. 


REPUBLIC 


OF 


GERMANY 


GFTA 


FED. 


REPUBLIC 


OF 


GERMANY 


IABG 


FED. 


REPUBLIC 


OF 


GERMANY 


IABG 


FED. 


REPUBLIC 


OF 


GERMANY 


INAT 


FED. 


REPUBLIC 


OF 


GERMANY 


INAT 


FED. 


REPUBLIC 


OF 


GERMANY 


INAT 


FED. 


REPUBLIC 


OF 


GERMANY 


JLUG 


FED. 


REPUBLIC 


OF 


GERMANY 


JLUG 


FED. 


REPUBLIC 


OF 


GERMANY 


JLUG 



INSTALLATION NAME 

BUREAU OF METEOROLOGY 
BUREAU OF METEOROLOGY 
BUREAU OF METEOROLOGY 
BUREAU OF METEOROLOGY 
EDV-ZENTRUM DER TU WIEN 
EDV-ZENTRUM DER TU WIEN 
UNIVERSITAET INNSBRUCK 
ZENTR. ANST. F. METEOR. U. 
ZENTR. ANST. F. METEOR. U. 
LIMBURGS UNIVERSITAIR CENTRUM 
LIMBURGS UNIVERSITAIR CENTRUM 
LIMBURGS UNIVERSITAIR CENTRUM 
REKENCENTRUM R.U.C.A. 
REKENCENTRUM R.U.C.A. 
BRUSSELS UNIVERSITIES COMP. CENTRE 
BRUSSELS UNIVERSITIES COMP. CENTRE 
BRUSSELS UNIVERSITIES COMP. CENTRE 
UNI-C 
UNI-C 

DANISH POST AND TELEGRAPH 
FISKERIMINISTERIET 
FISKERIMINISTERIET 
STATENS TELETdENESTE 
STATENS TELETdENESTE 
TELE SOENDERdYLLAND 
GOVERNMENT COMMUNICATIONS HO 
GOVERNMENT COMMUNICATIONS HQ 
DEUTSCHES HYDROGRAPHISCHES INSTITUT 
DEUTSCHES HYDROGRAPHISCHES INSTITUT 
DEUTSCHES HYDROGRAPHISCHES INSTITUT 
DEUTSCHES HYDROGRAPHISCHES INSTITUT 
DEUTSCHES KLIMARECHENZENTRUM GMBH 
DEUTSCHES KLIMARECHENZENTRUM GMBH 
DEUTSCHES KLIMARECHENZENTRUM GMBH 
DEUTSCHER WETTERDIENST 
ECODU EXTENDED BOARD OF DIRECTORS 
ECODU EXTENDED BOARD OF DIRECTORS 
ECODU EXTENDED BOARD OF DIRECTORS 
ECODU EXTENDED BOARD OF DIRECTORS 
ZENTRALEINRICHTUNG FUR DATENVERAR 
ZENTRALEINRICHTUNG FUR DATENVERAR 
GESELLSCHAFT FUER TRENDANALYSEN 
GESELLSCHAFT FUER TRENDANALYSEN 
INDUSTRIEANLAGEN-BETRIEBSGES. MBH. 
INDUSTRIEANLAGEN-BETRIEBSGES. MBH. 
INTERNATIONALE ATOMREAKTORBAU GMBH 
INTERNATIONALE ATOMREAKTORBAU GMBH 
INTERNATIONALE ATOMREAKTORBAU GMBH 
UNIVERSITAET GIESSEN 
UNIVERSITAET GIESSEN 
UNIVERSITAET GIESSEN 



LAST NAME 

EBENREUTER 

HENDERSON 

MCAVANEY 

THURLING 

HYNA 

SCHORNBOECK 

WOERZ 

KAINDL 

WIHL 

FLERACKERS 

THOELEN 

VAN POUCKE 

DE BLIEK 

DE MOOR 

GRASSART 

RAEYMAEKERS 

THIRY 

BERTELSEN 

SKOV JENSEN 

BdORN 

ERIKSEN 

KdERSGAARD 

RASMUSSEN 

SCHLEGEL 

MORTENSEN 

PHILLIPS 

THOMAS 

BROCKMANN 

GRUENEWALD 

HECHT 

MEISSNER 

FICHTEL 

HINRICHS 

SELL 

SCHANZ 

FOCK 

HINRICHS 

PRALLE 

SCHUBRING 

BORDFELD 

GIEDKE 

PFENNIG 

SCHMIDT 

KOLAR 

KOSCHKAR 

BAUR 

HILGEROTH 

STEINECK 

FOCK 

HAMMERSCHICK 

WEISS 



FIRST NAME, MI 

AL 

dOHN 

BRYANT 

ROBERT 

IRENE 

DIETER 

0. 

GEORG 

GUNTER 

E. 

M. 

L. C. 

ZEGER 

MARK 

dACQUES 

PAUL 

M. F. 

ERIK 

EWALD 

PETER 

CLAUS 

dOHN 

PALLE 

KURT 

HANS 

ALAN 

ALAN 

CHRISTOPH 

MANFRED 

HORST 

HENNING 

H. 

E. 

W. 

P. 

FALKO 

EMIL 

HELMUT 

DIETZ 

WILFRIED 

ALEXANDER 

RAINER 

ANDREAS 

HORST 

HANS-GEORG 

H. 

ARMIN 

HARTMUT 

FALKO 

dOSEPH 

DIETER 
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ECODU 


COUNTRY 






CODE 


FED. 


REPUBLIC 


OF 


GERMANY 


KWU 


FED. 


REPUBLIC 


OF 


GERMANY 


KWU 


FED. 


REPUBLIC 


OF 


GERMANY 


KWU 


FED. 


REPUBLIC 


OF 


GERMANY 


KWU 


FED. 


REPUBLIC 


OF 


GERMANY 


KWU 


FED. 


REPUBLIC 


OF 


GERMANY 


LRZ 


FED. 


REPUBLIC 


OF 


GERMANY 


LRZ 


FED. 


REPUBLIC 


OF 


GERMANY 


LRZ 


FED. 


REPUBLIC 


OF 


GERMANY 


LRZ 


FED. 


REPUBLIC 


OF 


GERMANY 


MRD 


FED. 


REPUBLIC 


OF 


GERMANY 


MRD 


FED. 


REPUBLIC 


OF 


GERMANY 


NIS 


FED. 


REPUBLIC 


OF 


GERMANY 


PRAKL 


FED. 


REPUBLIC 


OF 


GERMANY 


PRAKL 


FED. 


REPUBLIC 


OF 


GERMANY 


PTB 


FED. 


REPUBLIC 


OF 


GERMANY 


PTB 


FED. 


REPUBLIC 


OF 


GERMANY 


RRZN 


FED. 


REPUBLIC 


OF 


GERMANY 


RRZN 


FED. 


REPUBLIC 


OF 


GERMANY 


RRZN 


FED. 


REPUBLIC 


OF 


GERMANY 


RRZN 


FED. 


REPUBLIC 


OF 


GERMANY 


RTHA 


FED. 


REPUBLIC 


OF 


GERMANY 


RTHA 


FED. 


REPUBLIC 


OF 


GERMANY 


RTHA 


FED. 


REPUBLIC 


OF 


GERMANY 


RTHA 


FED. 


REPUBLIC 


OF 


GERMANY 


RTHA 


FED. 


REPUBLIC 


OF 


GERMANY 


RUB 


FED. 


REPUBLIC 


OF 


GERMANY 


RUB 


FED. 


REPUBLIC 


OF 


GERMANY 


RUB 


FED. 


REPUBLIC 


OF 


GERMANY 


RUB 


FED. 


REPUBLIC 


OF 


GERMANY 


RUEN 


FED. 


REPUBLIC 


OF 


GERMANY 


RUEN 


FED. 


REPUBLIC 


OF 


GERMANY 


RUS 


FED, 


REPUBLIC 


OF 


GERMANY 


RUS 


FED. 


REPUBLIC 


OF 


GERMANY 


RUS 


FED. 


REPUBLIC 


OF 


GERMANY 


RUS 


FED. 


REPUBLIC 


OF 


GERMANY 


TUB 


FED. 


REPUBLIC 


OF 


GERMANY 


TUB 


FED. 


REPUBLIC 


OF 


GERMANY 


TUB 


FED. 


REPUBLIC 


OF 


GERMANY 


TUEV 


FED. 


REPUBLIC 


OF 


GERMANY 


UGHW 


FED. 


REPUBLIC 


OF 


GERMANY 


UGHW 


FED. 


REPUBLIC 


OF 


GERMANY 


UKLN 


FED. 


REPUBLIC 


OF 


GERMANY 


UKLN 


FED. 


REPUBLIC 


OF 


GERMANY 


VW 


FED. 


REPUBLIC 


OF 


GERMANY 


VW 


FED. 


REPUBLIC 


OF 


GERMANY 


WMF 


FED. 


REPUBLIC 


OF 


GERMANY 


ZIB 


FED. 


REPUBLIC 


OF 


GERMANY 


ZIB 


FINLAND 






CDS 


FINLAND 






CDS 


FINLAND 






FMI 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



INSTALLATION NAME 

SIEMENS AG UB KWU 

SIEMENS AG UB KWU 

SIEMENS AG UB KWU 

SIEMENS AG UB KWU 

SIEMENS AG UB KWU 

LEIBNIZ-RECHENZENTRUM D. BAYERISCHEN 

LEIBNIZ-RECHENZENTRUM D. BAYERISCHEN 

LEIBNIZ-RECHENZENTRUM D. BAYERISCHEN 

LEIBNIZ-RECHENZENTRUM D. BAYERISCHEN 

MUENCHENER RECHENZENTRUM GMBH 

MUENCHENER RECHENZENTRUM GMBH 

NUKLEAR-INGENIEUR SERVICE GMBH 

PRAKLA-SEISMOS AG 

PRAKLA-SEISMOS AG 

PHYSIKALISCH-TECHN BUNDESANSTALT 

PHYSIKALISCH-TECHN BUNDESANSTALT 

REGIONALES RECHENZENTRUM FUER 

REGIONALES RECHENZENTRUM FUER 

REGIONALES RECHENZENTRUM FUER 

REGIONALES RECHENZENTRUM FUER 

RECHENZENTRUM DER 

RECHENZENTRUM DER 

RECHENZENTRUM DER 

RECHENZENTRUM DER 

RECHENZENTRUM DER 

RUHR-UNIVERSITAET 

RUHR-UNIVERSITAET 

RUHR-UNIVERSITAET 

RUHR-UNIVERSITAET 

REGIONALES RECHENZENTRUM 

REGIONALES RECHENZENTRUM 

RECHENZENTRUM DER UNIVERSITAET 

RECHENZENTRUM DER UNIVERSITAET 

RECHENZENTRUM DER UNIVERSITAET 

RECHENZENTRUM DER UNIVERSITAET 

TECHNISCHE UNIVERSITAET BERLIN 

TECHNISCHE UNIVERSITAET BERLIN 

TECHNISCHE UNIVERSITAET BERLIN 

TUEV BADEN E.V. 

RECHENZENTRUM 

RECHENZENTRUM 

UNIVERSITAET ZU KOELN 

UNIVERSITAET ZU KOELN 

VOLKSWAGEN AG 

VOLKSWAGEN AG 

WUERTTEMBERGISCHE 

KONRAD-ZUSE-ZENTRUM FUER 

KONRAD-ZUSE-ZENTRUM FUER 

CDS FINLAND OY 

CDS FINLAND OY 

FINNISH METEOROLOGICAL INSTITUTE 



LAST NAME 

BAUER 

GERDES 

HAAS 

HEESCHEN 

HERTEL 

BREINLINGER 

LAEPPLE 

SARREITHER 

SCHUBRING 

LEHNER 

NEUNER 

SONNLEITHNER 

BUCHHOLTZ 

WIEMER 

GITT 

HERRMANN 

HEERHORST 

LUDWIG 

LUTTERMANN 

PRALLE 

BARTUSSECK 

HAUPT 

HOFFMANN 

KASSUBEK 

SCHELLBACH 

EHLICH 

HAUENSCHILD 

SCHLOSSER 

ZOLLER 

THOMAS 

WOLF 

CHRIST 

FISCHER 

REINSCH 

WEHINGER 

GUELKER 

RIEDEL 

STUEKEN 

BRESTRICH 

HILPERT 

WITTE 

KREKEL 

PESCHLOW 

ROHRBACH 

SIEPMANN 

RODRIGUES 

BUSCH 

HAEUSLER 

LAARI 

POSKIPARTA 

ALESTALO 



FIRST NAME, MI 

HENRIETTE 

GERD 

INGBERT 

ULF 

HELLMUT 

HELMUT 

ALFRED 

PAUL 

DIETZ 

JOHANN 

MANFRED 

OTTO 

H. 

S. 

WERNER 

HANS JUERGEN 

W. 

S. 

H. 

H. 

V. 

D. d. 

d. 

H. 

G. 

HARTMUT 

M. 

KARL-HEINZ 

HANS PETER 

B. 

F. 

P. 

E. 

K.G. 

W. 

REINHARD 

RAIMUND 

K.-d- 

INGO 

HANS GEORG 

WOLFGANG 

D. 

KLAUS P. 

WERNER 

H. G. 

PATRICK 

HUBERT 

WOLFGANG 

dUSSL 

RISTO 

MIKKO 
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COUNTRY 

FINLAND 

FINLAND 

FINLAND 

FINLAND 

FINLAND 

FINLAND 

FINLAND 

FINLAND 

FINLAND 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 



ECODU 

CODE 

FMI 

FMI 

FMI 

POYSA 

RLO 

RLO 

VTT 

VTT 

VTT 

ARIA 

ARIA 

ARIA 

ARIA 

ASDE 

ASDE 

ASDE 

ASDE 

BPRES 

CEAT 

CEAT 

CEAW 

CGAT 

CGG 

CGG 

CICG 

CICG 

CICT 

CICT 

CICT 

CICT 

CISI 

CMILA 

CNES 

CNES 

CNES 

CNES 

CNES 

CNES 

EEBOD 

ELF 

ELF 

ELF 

FRALY 

FRALY 

FRALY 

FRAM 

FRAM 

GRAMA 

GRAMA 

ONERA 

ONERA 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



INSTALLATION NAME 

FINNISH METEOROLOGICAL INSTITUTE 

FINNISH METEOROLOGICAL INSTITUTE 

FINNISH METEOROLOGICAL INSTITUTE 

POYSALA & SANDBERG 

RIIHIMAEN LASI OY 

RIIHIMAEN LASI OY 

TECHNICAL RESEARCH CENTER OF FINLAND 

TECHNICAL RESEARCH CENTER OF FINLAND 

TECHNICAL RESEARCH CENTER OF FINLAND 

A. R. I. A. 

A. R. I. A. 

A. R. I. A. 

A. R. I. A. 

AEROSPATIALE 

AEROSPATIALE 

AEROSPATIALE 

AEROSPATIALE 

BANQUE POPULAIRE DE LA REGION 

COMMISSARIAT DE L ENERGIE ATOMIOUE 

COMMISSARIAT DE L ENERGIE ATOMIOUE 

CEA LIMEIL 

CGEE ALSTHOM 

COMPAGNIE GENERALE DE GEOPHYSIQUE 

COMPAGNIE GENERALE DE GEOPHYSIQUE 

CENTRE UNIV DE CALCUL DE GRENOBLE 

CENTRE UNIV DE CALCUL DE GRENOBLE 

CENTRE INTERUNIVERSITAIRE DE CALCUL 

CENTRE INTERUNIVERSITAIRE DE CALCUL 

CENTRE INTERUNIVERSITAIRE DE CALCUL 

CENTRE INTERUNIVERSITAIRE DE CALCUL 

C. I .S. I . 

CMILACO 

CENTRE NATIONAL D 

CENTRE NATIONAL D 

CENTRE NATIONAL D 

CENTRE NATIONAL D 

CENTRE NATIONAL D 

CENTRE NATIONAL D 



ETUDES SPATIALES 
ETUDES SPATIALES 
ETUDES SPATIALES 
ETUDES SPATIALES 
ETUDES SPATIALES 
ETUDES SPATIALES 

ECODU EXTENDED BOARD OF DIRECTORS 

ELF-FRANCE 

ELF-FRANCE 

ELF-FRANCE 

FRAMATOME 

FRAMATOME 

FRAMATOME 

FRAMATOME 

FRAMATOME 

CENTRE D ETUDES DE GRAMAT 

CENTRE D ETUDES DE GRAMAT 

OFFICE NATIONAL D ETUDES ET DE RECH 

OFFICE NATIONAL D ETUDES ET DE RECH 



LAST NAME 

HOPEAKOSKI 

KARHILA 

WINBERG 

KALEVI 

RAATIKAINEN 

TIILIKKA 

KANSALA 

KIVI 

KOKKILA 

CARTRON 

GERMAIN 

MARQUETTE 

MISZTAL 

CHABERT 

ETIENNE 

FOREST 

SOURY 

LACOGNE 

HARRAR 

HERBIN 

LECOEUVRE 

PALLANDRE 

LERAT 

PERRET 

MAILLOT 

SIRET 

ANDRE 

BARBARESCO 

INCERTI 

SILVAIN 

KUNSCH 

LUKSENBERG 

DARGENT 

GRAS 

MOREAU 

ROUX 

SANS 

WINTERHOLER 

QUILLIVIC 

MOULIN 

SEGUIER 

SENECHAL 

GARCIN 

MAGNAN 

MALFOIS 

LAPLACE 

VAN SURELL 

CINIER 

MARTIN 

GOUDEDRANCHE 

HANUISE 



FIRST NAME, MI 

TIMO 

VESA 

LARS 

HELENIUS 

RAUNO 

ANTERO 

TIMO 

JUKKA 

MARKKU 

GILLES 

JEAN-YVES 

CLAUDE 

DANIEL 

CLAUDE 

SERGE 

PIERRE 

LEON 

RENE 

J. 

D. 

CLAUDE 

JEAN-LOUIS 

CHRISTIAN J. 

R. 

BERNARD 

YVON 

PATRICK 

PIERRETTE 

DOMINIQUE 

JEAN-PIERRE 

MICHEL 

MICHEL 

A. 

D. 

P. A. 

GERARD 

G. 

M. 

DANIEL 

M. C. 

PAUL 

JEAN C. 

JEAN 

ROGER 

JEAN-PIERRE 

C. 

PHILIPPE H. 

JACQUES 

VINCENT 

YVES 

G. 
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COUNTRY 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

FRANCE 

GREECE 

GREECE 

GREECE 

GREECE 

GREECE 

GREECE 

GREECE 

GREECE 

INDIA 

INDIA 

INDIA 

INDIA 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 

ISRAEL 



ECODU 

CODE 

ONERA 

ONERA 

ONERA 

ONERA 

ONERA 

SGN 

SGN 

SNIAS 

SNIAS 

TCFP 

TCFP 

TSLE 

TSME 

TSMY 

TSMY 

TSNA 

TSNA 

TSNA 

TSNY 

TSNY 

TSNY 

TSTY 

TSTY 

KEPE 

KEPE 

SSCC 

SSCC 

SSCC 

SSCC 

UOACC 

UOACC 

NICEC 

NICEC 

NICEC 

NICEC 

BGU 

HUJI 

HUJI 

HUJI 

HUJI 

IMC 

IMC 

IMC 

IMD 

IMD 

NRCN 

NRCN 

TAU 

TAU 

TUT 

TUT 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 
INSTALLATION NAME LAST NAME 



ETUDES ET DE RECH 

ETUDES ET DE RECH 

ETUDES ET DE RECH 

ETUDES ET DE RECH 

ETUDES ET DE RECH 



OFFICE NATIONAL D 

OFFICE NATIONAL D 

OFFICE NATIONAL D 

OFFICE NATIONAL D 

OFFICE NATIONAL D 

S.G.N. 

S.G.N. 

AEROSPATIALE 

AEROSPATIALE 

TOTAL C.F.P. 

TOTAL C.F.P. 

TELESYSTEMES LILLE 

TELESYSTEMES MARSEILLE 

CENTRE DE CALCUL INTERREGIONAL 

CENTRE DE CALCUL INTERREGIONAL 

TELESYSTEMES-NANTES 

TELESYSTEMES-NANTES 

TELESYSTEMES-NANTES 

TELESYSTEMES-NANCY 

TELESYSTEMES-NANCY 

TELESYSTEMES-NANCY 

TELESYSTEMES 

TELESYSTEMES 

CENTER OF RESEARCH & ECON. STUDIES 

CENTER OF RESEARCH & ECON. STUDIES 

SOCIAL SERVICES COMPUTER CENTRE 

SOCIAL SERVICES COMPUTER CENTRE 

SOCIAL SERVICES COMPUTER CENTRE 

SOCIAL SERVICES COMPUTER CENTRE 

UNIVERSITY OF ATHENS 

UNIVERSITY OF ATHENS 

NATIONAL INFORMATICS CENTRE 

NATIONAL INFORMATICS CENTRE 

NATIONAL INFORMATICS CENTRE 

NATIONAL INFORMATICS CENTRE 

BEN GURION UNIVERSITY OF THE NEGEV 

HEBREW UNIVERSITY OF JERUSALEM 

HEBREW UNIVERSITY OF JERUSALEM 

HEBREW UNIVERSITY OF JERUSALEM 

HEBREW UNIVERSITY OF JERUSALEM 

BEZEO-THE ISRAEL TELECOMM. CORP. LTD 

BEZEQ-THE ISRAEL TELECOMM. CORP. LTD 

BEZEO-THE ISRAEL TELECOMM. CORP. LTD 

ISRAEL MINISTRY OF DEFENSE 

ISRAEL MINISTRY OF DEFENSE 

NUCLEAR RESEARCH CENTER - NEGEV 

NUCLEAR RESEARCH CENTER - NEGEV 

LOUIS CALDER JR COMPUTATION CENTER 

LOUIS CALDER JR COMPUTATION CENTER 

TECHNION IL INSTITUTE OF TECHNOLOGY 

TECHNION IL INSTITUTE OF TECHNOLOGY 



HAZIZA 

LECOMTE 

MIDROUILLET 

PELTIER 

ZEYONS 

DEVOS 

LACOSTE 

DESMALADES 

LEREUN 

DIEMEN 

NGUYEN 

DACQUIN 

ROBIN 

DENIS 

LAMY 

CONNRADT 

SABOUREAU 

WOLFGARTEN 

BILLIG 

CRIDLIG 

JABOUREAU 

NOEL 

RIVIERE 

BRILAKI 

PANARETOU 

BASSEAS 

KONIDARIS 

NINOU 

PAVLIDIS 

MICHALIS 

STAVROS 

KRISHNAN KUTTY 

LIBRARIAN 

SHARMA 

VIJAYADITYA 

BAR-TOUV 

KIDRON 

NAAMAN 

SHICKMAN 

WEINBERG 

KLAIN 

KROKIN 

MAZOR 

DUCHNE 

WIND 

SHUSTER 

TSOURI 

COHEN 

KOVETZ 

BENHAIM 

POMERANCBLUM 



FIRST NAME, MI 

E. 

C. 

E. 

J-P 

J. 

JACQUES 

JEAN-MARC 

C. 

R. 

CATHERINE 

DINH TRAN 

PHILIPPE 

PATRICE 

ALAIN 

MAURICE 

C. 

J. P. 

K.J. 

B. 

A. 

JEAN PEIRRE 

F. 

A. 

SMARO 

FROSO 

STAVROS 

P. 

D. 

NICK 

HATZOPOULOS 

VANAKARIS 

K. K. 

THE 

Y. K. 

N. 

JACOB 

TSVI 

YAEL 

SIMON 

RUTH 

JOSEPH 

SHIMON 

DAVID 

SHARONA 

EMANUEL 

A. 

N. 

ABRAHAM 

J. 

MIRIAM 

DORA 
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COUNTRY 

ITALY 

ITALY 

ITALY 

ITALY 

ITALY 

ITALY 

ITALY 

ITALY 

ITALY 

ITALY 

ITALY 

ITALY 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NETHERLANDS 

NIGERIA 

NIGERIA 

NIGERIA 

NIGERIA 



ECODU 


DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 


CODE 


INSTALLATION NAME 


LAST NAME 


AITNA 


AERITALIA SAIPA 


DE MAJO 


AITNA 


AERITALIA SAIPA 


SPADARO 


NIRGE 


ANSALDO 


FILIPPESCHI 


NIRGE 


ANSALDO 


MANCINI 


NIRGE 


ANSALDO 


MUSSO 


NIRGE 


ANSALDO 


PEDERZINI 


RBB 


ISTITUTO PER I CIRCUITI EL ETTRONICI 


MORGAVI 


RBB 


ISTITUTO PER I CIRCUITI EL ETTRONICI 


RIDELLA 


UBOL 


CENTRO DI CALCOLO INTERUNIVERSITA- 


DELLI PONTI 


UBOL 


CENTRO DI CALCOLO INTERUNIVERSITA- 


ROSSI 


UTS 


UNIVERSITY OF TRIESTE 


GREGORI 


UTS 


UNIVERSITY OF TRIESTE 


SESSA-LAGONEGRO 


ACBCC 


NEA 


FIKKERT 


ACBCC 


NEA 


HILFERINK 


ACCU 


ACADEMISCH COMPUTER CENTRUM UTRECHT 


GOERTS 


ACCU 


ACADEMISCH COMPUTER CENTRUM UTRECHT 


VAN AARDENNE 


ACCU 


ACADEMISCH COMPUTER CENTRUM UTRECHT 


VON DER LINDEN 


CBS 


CENTRAAL BUREAU VOOR DE STATISTIEK 


KELLENBACH 


EEBOD 


ECODU EXTENDED BOARD OF DIRECTORS 


DORREPAAL 


ENR 


ENR TECHNISCH WETENSCHAPPELUK 


LIEFBROER 


ENR 


ENR TECHNISCH WETENSCHAPPELUK 


STRUCH 


LIPS 


LIPS B.V. 


SLOESEN 


LIPS 


LIPS B.V. 


VAN DER VEN 


MID 


MAATSCHAPPIJ VOOR INFORMATICA DIENST 


DE GROOT 


MID 


MAATSCHAPPIJ VOOR INFORMATICA DIENST 


DE WIT 


MID 


MAATSCHAPPIJ VOOR INFORMATICA DIENST 


WAAL 


NLR 


NATIONAL AEROSPACE LABORATORY NLR 


HAMEETMAN 


NLR 


NATIONAL AEROSPACE LABORATORY NLR 


KUILBOER 


PLTN 


TNO PHYSICS & ELECTRONICS LABORATORY 


LUIIJF 


PLTN 


TNO PHYSICS & ELECTRONICS LABORATORY 


RUHE 


RUG 


REKENCENTRUM DER RUKSUNI VER5ITEIT 


PETIT 


RUG 


REKENCENTRUM DER RI JKSUNIVERSITEIT 


VAN DER LAAN 


RUG 


REKENCENTRUM DER RI JKSUNIVERSITEIT 


VAN LINDE 


RUG 


REKENCENTRUM DER RUKSUNIVERSITEIT 


VAN SCHALKWIJK 


SARA 


STICHTING ACADEMISCH REKENCENTRUM 


BAKKER 


SARA 


STICHTING ACADEMISCH REKENCENTRUM 


DORREPAAL 


SARA 


STICHTING ACADEMISCH REKENCENTRUM 


KUUPER 


SARA 


STICHTING ACADEMISCH REKENCENTRUM 


SCHIPPER 


SARA 


STICHTING ACADEMISCH REKENCENTRUM 


V/D WERF 


SARA 


STICHTING ACADEMISCH REKENCENTRUM 


VAN EERDE 


STC 


SHAPE TECHNICAL CENTRE 


CONNELLY 


STC 


SHAPE TECHNICAL CENTRE 


OUDEGA 


STC 


SHAPE TECHNICAL CENTRE 


ROELINK 


TWDTN 


TWD-TNO 


HULSHOFF 


TWDTN 


TWD-TNO 


LYKLEMA 


TWDTN 


TWD-TNO 


VAN GAALEN 


VROM 


MINISTERIE VAN VROM 


GORES 


BELLO 


AHMADU BELLO UNIVERSITY 


BRAIDE 


BELLO 


AHMADU BELLO UNIVERSITY 


EKEMEZIE 


BELLO 


AHMADU BELLO UNIVERSITY 


ODETAYO 


BELLO 


AHMADU BELLO UNIVERSITY 


OLADIPO 



FIRST NAME, MI 

PAOLO 

GIORGIO 

BRUNO 

ENRICO 

G. B. 

ADELIO 

GIOVANNA 

SANDRO 

C. 

R. 

MARIO 

ADA 

G. d. 

P. B. D. 

C.A.C. 

C. J. 

F.d.M. 

F. M. 

JOKE A. 

FRANS 

PETER 

H. 

J. 



M. 



V. D. 
J. 



M. 

A. 

K. 

A. 

G. 

T.C.J. 

ERIC 

W.H.G. 

M.A.C.E. 

C. G. 

H. J. 

0. 

F. 

d. A. 

P. 

T. 

C. 

H. 

BRIAN T. 

GERLOF 

JAN G. 

J. 

J. W. 

A. 

H.T.J. 

STELLA N. 

W. N. 

M. 

J. 
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ECODU 


COUNTRY 


CODE 


NIGERIA 


LEVEN 


NORWAY 


HYDRO 


NORWAY 


HYDRO 


NORWAY 


LFK 


NORWAY 


LFK 


NORWAY 


NC 


NORWAY 


NC 


NORWAY 


NC 


NORWAY 


NSB 


NORWAY 


NSB 


NORWAY 


NVE 


NORWAY 


NVE 


NORWAY 


OPUS 


NORWAY 


UOSLO 


NORWAY 


UOSLO 


NORWAY 


UOSLO 


POLAND 


CRACW 


POLAND 


CRACW 


PORTUGAL 


CTP 


PORTUGAL 


CTP 


PORTUGAL 


CTPSF 


PORTUGAL 


DIT 


PORTUGAL 


DIT 


PORTUGAL 


INMG 


PORTUGAL 


INMG 


PORTUGAL 


MANUM 


PORTUGAL 


MANUM 


PORTUGAL 


UDP 


PORTUGAL 


UDP 


REPUBLIC OF CHINA (TAIWAN) 


CSIST 


REPUBLIC OF CHINA (TAIWAN) 


CSIST 


REPUBLIC OF SOUTH AFRICA 


CFCS 


REPUBLIC OF SOUTH AFRICA 


CFCS 


SPAIN 


CCFIN 


SPAIN 


CCFIN 


SPAIN 


CCFIN 


SPAIN 


CCFIN 


SPAIN 


CSIC 


SPAIN 


CSIC 


SPAIN 


ECSN 


SPAIN 


ECSN 


SPAIN 


ENUSA 


SPAIN 


ENUSA 


SWEDEN 


AMS 


SWEDEN 


AMS 


SWEDEN 


EEBOD 


SWEDEN 


FRA 


SWEDEN 


MIMER 


SWEDEN 


MORA 


SWEDEN 


MORA 


SWEDEN 


MORA 



DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 
INSTALLATION NAME LAST NAME 



LEVENTIS TECHNICAL LIMITED 

NORSK HYDRO A/S 

NORSK HYDRO A/S 

RNOAF MATERIEL COMMAND 

RNOAF MATERIEL COMMAND 

NORWEGIAN CONTRACTORS 

NORWEGIAN CONTRACTORS 

NORWEGIAN CONTRACTORS 

NORGES STATSBANER 

NORGES STATSBANER 

NORWEGIAN WATER RESOURCES 

NORWEGIAN WATER RESOURCES 

OPUS DATA A/S 

UNIVERSITY OF OSLO 

UNIVERSITY OF OSLO 

UNIVERSITY OF OSLO 

REGIONAL COMPUTER CENTER 

REGIONAL COMPUTER CENTER 

CORRELOS TELECOMUNICACOES PORTUGAL 

CORRELOS TELECOMUNICACOES PORTUGAL 

CORREIOS TELECOMUNICACOES PORTUGAL 

CTT-DIRECCAO GERAL TELECOMUNICACOES 

CTT-DIRECCAO GERAL TELECOMUNICACOES 

INSTITUTO NAC METEO E GEOFISICA 

INSTITUTO NAC METEO E GEOFISICA 

MANUTENCAO MILITAR 

MANUTENCAO MILITAR 

UNIVERSIDADE DO PORTO 

UNIVERSIDADE DO PORTO 

COMPUTER CENTER OF CHUNG-SHAN INSTI 

COMPUTER CENTER OF CHUNG-SHAN INSTI 

CENTRE FOR ADVANCED COMPUTING 

CENTRE FOR ADVANCED COMPUTING 

CENTRO DE CALCULO FISICA NUCLEAR 

CENTRO DE CALCULO FISICA NUCLEAR 

CENTRO DE CALCULO FISICA NUCLEAR 

CENTRO DE CALCULO FISICA NUCLEAR 

CONSEJO SUP. INVEST. CIENTIF. 

CONSEJO SUP. INVEST. CIENTIF. 

ESCUELA DE CAMINOS DE SANTANDER 

ESCUELA DE CAMINOS DE SANTANDER 

EMPRESA NACIONAL DEL URANIO S.A. 

EMPRESA NACIONAL DEL URANIO S.A. 

ARBETSMARKNADSSTYRELSEN 

ARBETSMARKNADSSTYRELSEN 

ECODU EXTENDED BOARD OF DIRECTORS 

FORSVARETS RADIOANSTALT 

MIMER SOFTWARE AB 

MORA TEKNIKCENTRUM AB 

MORA TEKNIKCENTRUM AB 

MORA TEKNIKCENTRUM AB 



JUWAH 

AMUNDSEN 

ROYSET 

KEILHAM 

SANDBRAATEN 

HEXUM 

RIVERTZ 

SCHWARTZ 

HAGEN 

HAGRIM 

DALVIKEN 

SALTHUN 

VIK 

FLOISBOON 

GYTRI 

LARSEN 

KOLENDOWSKI 

KSIEZYK 

DA CONCEICAO 

GARCIA 

DA SILVA CORDEIRO 

FERREIRA 

GASPAR 

ALMEIDA 

CRISTINA 

PARRO 

SEOUEIRA 

AMARAL 

MADUREIRA 

LIU 

TAI 

BARLOW 

SHAW 

ARAGONES 

MARTINEZ-VAL 

MINGUEZ 

PERLADO 

DE LOS RIOS 

FERNANDEZ BERMUDEZ 

FERNANDEZ 

GOMEZ 

RODRIGUEZ 

TRASCASA 

NILSSON 

TORLEN 

MARTENSSON 

OSTLUND 

WAHLUND 

ANDERSSON 

HOHENTHAL 

STENBERG 



FIRST NAME, MI 

EUGENE I . 

DAGFINN 

HALVOR 

HARALD 

HAAKON 

RANDI 

JOHAN A. 

HANNE 

TOR KR. 

KJELL 

KJELL 

NILS ROAR 

OLE P. 

RUNE 

DAGFINN 

BJORN 

JERZY 

MAREK 

E. PEREIRA 

AGOSTUN 

ANTONIO MONCAD 

RODRIGO MENDON 

MARIO 

MARIO RODRIGUE 

JORGE SIMOES 

JOSE ALEXANDRE 

LUIS AUGUSTO 

ALBERTO 

CARLOS 

TZE-LING 

YING-SHEN 

PAUL 

VICTOR A. 

J. M. 

J-M 

EMILIO 

M. 

AMPARO ONORO 

SALVADOR 

VALENTIN ARROY 

AGUSTIN ZAMORA 

FRANCISCO 

RICARDO 

GORAN 

JAN 

OLOF 

CHRISTER 

PER 

GORAN 

MICA 

BERTIL 
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ECODU DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 



COUNTRY 



CODE 



INSTALLATION NAME 



LAST NAME 



FIRST NAME, MI 



SWEDEN 
SWEDEN 
SWEDEN 
SWEDEN 
SWEDEN 
SWEDEN 
SWEDEN 
SWITZERLAND 
SWITZERLAND 
SWITZERLAND 
SWITZERLAND 
SWITZERLAND 
SWITZERLAND 
SWITZERLAND 
SWITZERLAND 
SWITZERLAND 
SWITZERLAND 
SWITZERLAND 
THAILAND 
THAILAND 
THAILAND 
THAILAND 
U.S.S.R. 
U.S.S.R. 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 
UNITED KINGDOM 



QZ STOCKHOLM UNIVERSITY 

QZ STOCKHOLM UNIVERSITY 

QZ STOCKHOLM UNIVERSITY 

SVIK STUDSVIK AB 

SVIK STUDSVIK AB 

UMDC UMDAC 

UMDC UMDAC 

DOJN HOPITAL CANTONAL DE GENEVE 

DOJN HOPITAL CANTONAL DE GENEVE 

EPFL ECOLE POLYTECHNIQUE FEDERALE 

EPFL ECOLE POLYTECHNIQUE FEDERALE 

EPFL ECOLE POLYTECHNIQUE FEDERALE 

ETHZ RECHENZENTRUM DER EIDGENOESSISCHEN 

ETHZ RECHENZENTRUM DER EIDGENOESSISCHEN 

ETHZ RECHENZENTRUM DER EIDGENOESSISCHEN 

FUF FIDES TREUHANDGESELLSCHAFT 

FUF FIDES TREUHANDGESELLSCHAFT 

FUF FIDES TREUHANDGESELLSCHAFT 

MOI MINISTRY OF INTERIOR THAILAND 

MOI MINISTRY OF INTERIOR THAILAND 

MOI MINISTRY OF INTERIOR THAILAND 

MOI MINISTRY OF INTERIOR THAILAND 

JINR JOINT INSTITUTE FOR NUCLEAR RESEARCH 

JINR JOINT INSTITUTE FOR NUCLEAR RESEARCH 

BATRD BAT COMPANY 

BRAD UNIVERSITY OF BRADFORD 

CCTA THE TREASURY U K GOVERNMENT 

ECMWF EUROPEAN CENTER FOR MEDIUM RANGE 

ECMWF EUROPEAN CENTER FOR MEDIUM RANGE 

ECMWF EUROPEAN CENTER FOR MEDIUM RANGE 

ECMWF EUROPEAN CENTER FOR MEDIUM RANGE 

ECMWF EUROPEAN CENTER FOR MEDIUM RANGE 

EEBOD ECODU EXTENDED BOARD OF DIRECTORS 

ICST IMPERIAL COLLEGE COMPUTER CENTRE 

ICST IMPERIAL COLLEGE COMPUTER CENTRE 

ICST IMPERIAL COLLEGE COMPUTER CENTRE 

MNCH UNIVERSITY OF MANCHESTER 

MNCH UNIVERSITY OF MANCHESTER 

RNEC ROYAL NAVAL ENGINEERING COLLEGE 

RNEC ROYAL NAVAL ENGINEERING COLLEGE 

RNEC ROYAL NAVAL ENGINEERING COLLEGE 

SUNL SUN LIFE ASSURANCE SOCIETY PLC 

TRRL TRANSPORT & ROAD RESEARCH LAB. 

TRRL TRANSPORT 8. ROAD RESEARCH LAB. 

TRRL TRANSPORT & ROAD RESEARCH LAB. 

TRRL TRANSPORT & ROAD RESEARCH LAB. 

TRRL TRANSPORT & ROAD RESEARCH LAB. 

TRRL TRANSPORT & ROAD RESEARCH LAB. 

TRRL TRANSPORT & ROAD RESEARCH LAB. 

UKMET U. K. METEOROLOGICAL OFFICE 

WTCS WHESSOE TECH 8> COMPUTING SYSTEMS 



AZOULAY 

MALM 

SKOLLERMO 

KINELL 

LINDE 

MARTENSSON 

WALLBERG 

BAUD 

DE ROULLET 

JAUNIN 

ROUGEMONT 

VALENZUELA 

GAEBEL 

ROZKOSNY 

STAUB 

EGGENBERGER 

HECK 

SALZMANN 

CHUENURAH 

KORKIATTRAKUL 

SONCHAI 

SRISARACAM 

GOVORUN 

SCHELEV 

WATTS 

WARD 

HOOPER 

DAABECK 

GRAY 

HILBERG 

HOFFMANN 

LEA 

ALLATT 

ALLATT 

SPIRLING 

WHITEHEAD 

ASWANI 

CLEGG 

HISCOX 

MACLEAN 

WESTCOTT 

PUDNER 

BAGULEY 

BELLINI 

DENNIS 

DICKERSON 

FELLOWS 

HARDMAN 

WILLIS 

PEARSON 

BALL 



BR ITT 

ARNE 

GUNILLA 

THOMAS 

SVEN 

0. 

HANS 

ROBERT 

D. 

M. 

FRED 

F. 

REINHOLD 

JAN 

PETER 

HEINRICH 

B. 

MARTIN 

CHAKRI 

SATHIEN 

VINICH 

SURACHAI 

N. N. 

S. A. 

B. M. 

ROGER J. 

R.O.F. 

JENS 

P. 

C. 

G. R. 

A. 

PAUL 

PAUL 

A. G. 

PETER 

V. G. 

J. 

JANE C. 

ANNE J. 

GLYNIS W. 

P. 

C. 

R. 

G. 

S. 

E. 

J. 



P. 

W. 

J. 

R. 

M. 

E. 

C. 

R. A. 

STEPHEN 
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ECODU DELEGATE REPORT - BY COUNTRY AND INSTALLATION CODE 

C0UNTRY CODE INSTALLATION NAME LAST NAME FIRST NAME, MI 

UNITED KINGDOM WTCS WHESSOE TECH & COMPUTING SYSTEMS HUMBLE PETER 

YUGOSLAVIA METAX METALKA N.SOL.O. BRADAC PRIMOZ 

YUGOSLAVIA RRCL RRC-RACUNALNISKE STORITVE JUSTIN D 

YUGOSLAVIA RRC-RACUNALNISKE STORITVE JUSTIN D 
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LAST NAME 

ALESTALO 

ALLATT 

ALLATT 

ALMEIDA 

AMARAL 

AMUNDSEN 

ANDERSSON 

ANDRE 

ARAGONES 

ASWANI 

AZOULAY 

BAGULEY 

BAKKER 

BALL 

BAR-TOUV 

BARBARESCO 

BARLOW 

BARTUSSECK 

BASSEAS 

BAUD 

BAUER 

BAUR 

BELLINI 

BENHAIM 

BERTELSEN 

BILLIG 

BJORN 

BORDFELD 

BRADAC 

BRAIDE 

BREINLINGER 

BRESTRICH 

BRILAKI 

BROCKMANN 

BUCHHOLTZ 

BUSCH 

CARTRON 

CHABERT 

CHRIST 

CHUENURAH 

CINIER 

CLEGG 

COHEN 

CONNELLY 

CONNRADT 

CRIDLIG 

CRISTINA 

DA CONCEICAO 

DA SILVA CORDEIRO 

DAABECK 

DACQUIN 



ECODU DELEGATE REPORT 
FIRST NAME, MI CODE 



MIKKO 


FMI 


PAUL 


EEBOD 


PAUL 


ICST 


MARIO R 


INMG 


ALBERTO 


UDP 


DAGFINN 


HYDRO 


GORAN 


MORA 


PATRICK 


CICT 


d. M. 


CCFIN 


V. G. 


MNCH 


BRITT 


OZ 


P. C. 


TRRL 


F. 


SARA 


STEPHEN 


WTCS 


JACOB 


BGU 


PIERRET 


CICT 


PAUL 


CFCS 


V. 


RTHA 


STAVROS 


SSCC 


ROBERT 


DOJN 


HENRIET 


KWU 


H. 


I NAT 


W. R. 


TRRL 


MIRIAM 


TUT 


ERIK 


AARU 


B. 


TSNY 


PETER 


DPT 


WILFRIE 


FUB 


PRIMOZ 


METAX 


STELLA 


BELLO 


HELMUT 


LRZ 


INGO 


TUEV 


SMARO 


KEPE 


CHRISTO 


DHI 


H. 


PRAKL 


HUBERT 


ZIB 


GILLES 


ARIA 


CLAUDE 


ASDE 


P. 


RUS 


CHAKRI 


MO I 


JACQUES 


GRAMA 


J. 


MNCH 


ABRAHAM 


TAU 


BRIAN T 


STC 


C. 


TSNA 


A. 


TSNY 


JORGE S 


INMG 


E. PERE 


CTP 


ANTONIO 


CTPSF 


JENS 


ECMWF 


PHILIPP 


TSLE 



BY DELEGATE LAST NAME 

INSTALLATION NAME 

FINNISH METEOROLOGICAL INSTITUTE 

ECODU EXTENDED BOARD OF DIRECTORS 

IMPERIAL COLLEGE COMPUTER CENTRE 

INSTITUTO NAC METEO E GEOFISICA 

UNIVERSIDADE DO PORTO 

NORSK HYDRO A/S 

MORA TEKNIKCENTRUM AB 

CENTRE INTERUNIVERSITAIRE DE CALCUL 

CENTRO DE CALCULO FISICA NUCLEAR 

UNIVERSITY OF MANCHESTER 

STOCKHOLM UNIVERSITY 

TRANSPORT & ROAD RESEARCH LAB. 

STICHTING ACADEMISCH REKENCENTRUM 

WHESSOE TECH & COMPUTING SYSTEMS 

BEN GURION UNIVERSITY OF THE NEGEV 

CENTRE INTERUNIVERSITAIRE DE CALCUL 

CENTRE FOR ADVANCED COMPUTING 

RECHENZENTRUM DER 

SOCIAL SERVICES COMPUTER CENTRE 

HOPITAL CANTONAL DE GENEVE 

SIEMENS AG UB KWU 

INTERNATIONALE ATOMREAKTORBAU GMBH 

TRANSPORT & ROAD RESEARCH LAB. 

TECHNION IL INSTITUTE OF TECHNOLOGY 

UNI-C 

TELESYSTEMES-NANCY 

DANISH POST AND TELEGRAPH 

ZENTRALEINRICHTUNG FUR DATENVERAR 

METALKA N.SOL.O. 

AHMADU BELLO UNIVERSITY 

LEIBNIZ-RECHENZENTRUM D. BAYERISCHEN 

TUEV BADEN E.V. 

CENTER OF RESEARCH & ECON. STUDIES 

DEUTSCHES HYDROGRAPHISCHES INSTITUT 

PRAKLA-SEISMOS AG 

KONRAD-ZUSE-ZENTRUM FUER 

A. R. I. A. 

AEROSPATIALE 

RECHENZENTRUM DER UNIVERSITAET 

MINISTRY OF INTERIOR THAILAND 

CENTRE D ETUDES DE GRAMAT 

UNIVERSITY OF MANCHESTER 

LOUIS CALDER JR COMPUTATION CENTER 

SHAPE TECHNICAL CENTRE 

TELESYSTEMES -NANTES 

TELESYSTEMES-NANCY 

INSTITUTO NAC METEO E GEOFISICA 

CORRELOS TELECOMUNICACOES PORTUGAL 

CORREIOS TELECOMUNICACOES PORTUGAL 

EUROPEAN CENTER FOR MEDIUM RANGE 

TELESYSTEMES LILLE 



DEPARTMENT NAME 



EBOD 



CENTRO DE INFORMATICA 
F-INFORMATIKK 

DE TOUTOUSE 

E. T.S.I. INDUSTRIALES (U.P.M.) 

REGIONAL COMPUTER CENTRE 

COMPUTING CENTER-QZ 

COMPUTER SERVICES 

AMSTERDAM 

COMPUTATION CENTER 

DE TOUTOUSE 

AND DECISION SUPPORT 

TECHNISCHEN HOCHSCHULE AACHEN 

DIVISION D INFORMATIOUE 

U ED4 

K123 

COMPUTER SERVICES 

COMPUTER CENTER 



EDB-CENTERET SYSTEM PROGRAM SEKT 

BEITUNG (ZEDAT) FREIE UNIVERS. BERLIN 

GROUP RESEARCH AND DEVELOPMENT CENTR 

COMPUTER CENTRE 

AKADEMIE DER WISSENSCHAFTEN 

FACHBEREICH 6 

EDP CENTER 

REF. DATENVERARBEITUNG (Z5) 

INFORMATIONSTECHNIK BERLIN 

DIVISION ENGINS TACTIQUES 

STUTTGART 

LOCAL ADMINISTRATION DEPARTMENT 

SERVICE CALCUL AUTOMATIQUE 

REGIONAL COMPUTER CENTRE 

TEL-AVIV UNIVERSITY 

CENTRAL COMPUTER FACILITY 



DEPARTAMENTO CENTRAL DE INFORMATICA 
SERVICOS FINANCEIROS POSTAIS 
WEATHER FORECASTS 
CENTRE INFORMATIOUE 



39 



ECODU DELEGATE REPORT - BY DELEGATE LAST NAME 



LAST NAME 

DALVIKEN 

DARGENT 

DE BLIEK 

DE GROOT 

DE LOS RIOS 

DE MAJO 

DE MOOR 

DE ROULLET 

DE WIT 

DELLI PONTI 

DENIS 

DENNIS 

DESMALADES 

DEVOS 

DICKERSON 

DIEMEN 

DORREPAAL 

DORREPAAL 

DUCHNE 

EBENREUTER 

EGGENBERGER 

EHLICH 

EKEMEZIE 

ERIKSEN 

ETIENNE 

FELLOWS 

FERNANDEZ 

FERNANDEZ BERMUDEZ 

FERREIRA 

FICHTEL 

FIKKERT 

FILIPPESCHI 

FISCHER 

FLERACKERS 

FLOISBOON 

FOCK 

FOCK 

FOREST 

GAEBEL 

GARCIA 

GARCIN 

GASPAR 

GERDES 

GERMAIN 

GIEDKE 

GITT 

GOERTS 

GOMEZ 

GORES 

GOUDEDRANCHE 

GOVORUN 



FIRST NAME, MI CODE 



KJELL 

A. 

ZEGER 

A. 

AMPARO 

PAOLO 

MARK 

D. 

K. 

C. 

ALAIN 

J. G. 

C. 

JACQUES 

R. S. 

CATHERI 

JOKE A. 

d. A. 

SHARONA 

AL 

HEINRIC 

HARTMUT 

W. N. 

CLAUS 

SERGE 

M. E. 

VALENTI 

SALVADO 

RODRIGO 

H. 

G. J. 

BRUNO 

E. 

E. 

RUNE 

FALKO 

FALKO 

PIERRE 

REINHOL 

AGOSTUN 

JEAN 

MARIO 

GERD 

JEAN-YV 

ALEXAND 

WERNER 

C.A.C. 

AGUSTIN 

H.T.J. 

YVES 

N. N. 



NVE 

CNES 

RUCA 

MID 

CSIC 

AITNA 

RUCA 

DOJN 

MID 

UBOL 

TSMY 

TRRL 

SNIAS 

SGN 

TRRL 

TCFP 

EEBOD 

SARA 

IMD 

BUMET 

FUF 

RUB 

BELLO 

FIMI 

ASDE 

TRRL 

ECSN 

CSIC 

DIT 

DKRZ 

ACBCC 

NIRGE 

RUS 

LUC 

UOSLO 

EEBOD 

JLUG 

ASDE 

ETHZ 

CTP 

FRALY 

DIT 

KWU 

ARIA 

FUB 

PTB 

ACCU 

ECSN 

VROM 

ONERA 

JINR 



INSTALLATION NAME 

NORWEGIAN WATER RESOURCES 

CENTRE NATIONAL D ETUDES SPATIALES 

REKENCENTRUM R.U.C.A. 

MAATSCHAPPIJ VOOR INFORMATICA DIENST 

CONSEJO SUP. INVEST. CIENTIF. 

AERITALIA SAIPA 

REKENCENTRUM R.U.C.A. 

HOPITAL CANTONAL DE GENEVE 

MAATSCHAPPIJ VOOR INFORMATICA DIENST 

CENTRO DI CALCOLO INTERUNIVERSITA- 

CENTRE DE CALCUL INTERREGIONAL 

TRANSPORT & ROAD RESEARCH LAB. 

AEROSPATIALE 

S.G.N. 

TRANSPORT & ROAD RESEARCH LAB. 

TOTAL C.F.P. 

ECODU EXTENDED BOARD OF DIRECTORS 

STICHTING ACADEMISCH REKENCENTRUM 

ISRAEL MINISTRY OF DEFENSE 

BUREAU OF METEOROLOGY 

FIDES TREUHANDGESELLSCHAFT 

RUHR-UNIVERSITAET 

AHMADU BELLO UNIVERSITY 

FISKERIMINISTERIET 

AEROSPATIALE 

TRANSPORT & ROAD RESEARCH LAB. 

ESCUELA DE CAMINOS DE SANTANDER 

CONSEJO SUP. INVEST. CIENTIF. 

CTT-DIRECCAO GERAL TELECOMUNICACOES 

DEUTSCHES KLIMARECHENZENTRUM GMBH 

NEA 

ANSALDO 

RECHENZENTRUM DER UNIVERSITAET 

LIMBURGS UNIVERSITAIR CENTRUM 

UNIVERSITY OF OSLO 

ECODU EXTENDED BOARD OF DIRECTORS 

UNIVERSITAET GIESSEN 

AEROSPATIALE 

RECHENZENTRUM DER EIDGENOESSISCHEN 

CORRELOS TELECOMUNICACOES PORTUGAL 

FRAMATOME 

CTT-DIRECCAO GERAL TELECOMUNICACOES 

SIEMENS AG UB KWU 

A. R. I. A. 

ZENTRALEINRICHTUNG FUR DATENVERAR 

PHYSIKALISCH-TECHN BUNDESANSTALT 

ACADEMISCH COMPUTER CENTRUM UTRECHT 

ESCUELA DE CAMINOS DE SANTANDER 

MINISTERIE VAN VROM 

OFFICE NATIONAL D ETUDES ET DE RECH 

JOINT INSTITUTE FOR NUCLEAR RESEARCH 



DEPARTMENT NAME 

AND ENERGY ADMINISTRATION 
DTI/MIS 

INFORMATION TECHNOLOGY SERVICES 
CENTRO DE CALCULO 
GVT-DITN-CSGN 

DIVISION D INFORMATIQUE 

INFORMATION TECHNOLOGY SERVICES 

RIO DELL ITALIA NORD-ORIENTALE 

DE PARIS MASSY 

COMPUTER SERVICES 

CENTRE D INFORMATIQUE 

DIVISION INFORMATIQUE 

COMPUTER SERVICES 

TEP/DDP/DIP/TR/SAIL 

EBOD 

AMSTERDAM 

COMMUNICATIONS AND COMPUTING 
RECHENZENTRUM 
RECHENZENTRUM 
COMPUTER CENTRE 

DIVISION ENGINS TACTIQUES 

COMPUTER SERVICES 

CENTRO DE CALCULO DE NUCLENOR 

CENTRO DE CALCULO 

DIRECCA INFORMATICA TELECOM. 

CENTRUM VOOR HET BEROEPSVERVOER 

SIN/TIE 

STUTTGART 

N.I.H.I.L. 

USE 

EBOD 

HOCHSCHULRECHENZENTRUM 

DIVISION ENGINS TACTIQUES 

TECHNISCHEN HOCHSCHULE ZUERICH 

DEPARTAMENTO CENTRAL DE INFORMATICA 

CENTRE INFORMATIQUE 

DIRECCA INFORMATICA TELECOM. 

U ED4 

BEITUNG (ZEDAT) FREIE UNIVERS. BERLIN 
DATENVERARBEITUNG 

CENTRO DE CALCULO DE NUCLENOR 

DIR. GEN. VAN VOLKSHUISVESTING 

ERCHES AEROSPATIALES 

LABORATORY FOR COMPUTER TECH & AUTOM 
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ECODU 



DELEGATE REPORT 



BY DELEGATE LAST NAME 



LAST NAME 



FIRST NAME, MI CODE 



INSTALLATION NAME 



DEPARTMENT NAME 



GRAS 

GRASSART 

GRAY 

GREGORI 

GRUENEWALD 

GUELKER 

GYTRI 

HAAS 

HAEUSLER 

HAGEN 

HAGRIM 

HAMEETMAN 

HAMMERSCHICK 

HANUISE 

HARDMAN 

HARRAR 

HAUENSCHILD 

HAUPT 

HAZIZA 

HECHT 

HECK 

HEERHORST 

HEESCHEN 

HENDERSON 

HERBIN 

HERRMANN 

HERTEL 

HEXUM 

HILBERG 

HILFERINK 

HILGEROTH 

HILPERT 

HINRICHS 

HINRICHS 

HISCOX 

HOFFMANN 

HOFFMANN 

HOHENTHAL 

HOOPER 

HOPEAKOSKI 

HULSHOFF 

HUMBLE 

HYNA 

INCERTI 

JABOUREAU 

JAUNIN 

JUSTIN 

JUWAH 

KAINDL 

KALEVI 

KANSALA 



D. 


CNES 


JACQUES 


ULB 


P. 


ECMWF 


MARIO 


UTS 


MANFRED 


DHI 


REINHAR 


TUB 


DAGFINN 


UOSLO 


INGBERT 


KWU 


WOLFGAN 


ZIB 


TOR KR. 


NSB 


KJELL 


NSB 


G. J. 


NLR 


JOSEPH 


J LUG 


G. 


ONERA 


E. J. 


TRRL 


J. 


CEAT 


M. 


RUB 


D. J. 


RTHA 


E. 


ONERA 


HORST 


DHI 


B. 


FUF 


W. 


RRZN 


ULF 


KWU 


JOHN 


BUMET 


D. 


CEAT 


HANS JU 


PTB 


HELLMUT 


KWU 


RAND I 


NC 


C. 


ECMWF 


P. B. D 


ACBCC 


ARMIN 


INAT 


HANS GE 


UGHW 


E. 


DKRZ 


EMIL 


EEBOD 


JANE C. 


RNEC 


G. R. 


ECMWF 


J. 


RTHA 


MICA 


MORA 


R.O.F. 


CCTA 


TIMO 


FMI 


J. 


TWDTN 


PETER 


WTCS 


IRENE 


THW 


DOMINIQ 


CICT 


JEAN PE 


TSNY 


M. 


EPFL 


D. 


RRCL 


EUGENE 


LEVEN 


GEORG 


ZAMET 


HELENIU 


POYSA 


TIMO 


VTT 



CENTRE NATIONAL D ETUDES SPATIALES 

BRUSSELS UNIVERSITIES COMP. CENTRE 

EUROPEAN CENTER FOR MEDIUM RANGE 

UNIVERSITY OF TRIESTE 

DEUTSCHES HYDROGRAPHISCHES INSTITUT 

TECHNISCHE UNIVERSITAET BERLIN 

UNIVERSITY OF OSLO 

SIEMENS AG UB KWU 

KONRAD-ZUSE-ZENTRUM FUER 

NORGES STATSBANER 

NORGES STATSBANER 

NATIONAL AEROSPACE LABORATORY NLR 

UNIVERSITAET GIESSEN 

OFFICE NATIONAL D ETUDES ET DE RECH 

TRANSPORT 8 ROAD RESEARCH LAB. 

COMMISSARIAT DE L ENERGIE ATOMIOUE 

RUHR-UNIVERSITAET 

RECHENZENTRUM DER 

OFFICE NATIONAL D ETUDES ET DE RECH 

DEUTSCHES HYDROGRAPHISCHES INSTITUT 

FIDES TREUHANDGESELLSCHAFT 

REGIONALES RECHENZENTRUM FUER 

SIEMENS AG UB KWU 

BUREAU OF METEOROLOGY 

COMMISSARIAT DE L ENERGIE ATOMIOUE 

PHYSIKALISCH-TECHN BUNDESANSTALT 

SIEMENS AG UB KWU 

NORWEGIAN CONTRACTORS 

EUROPEAN CENTER FOR MEDIUM RANGE 

NEA 

INTERNATIONALE ATOMREAKTORBAU GMBH 

RECHENZENTRUM 

DEUTSCHES KLIMARECHENZENTRUM GMBH 

ECODU EXTENDED BOARD OF DIRECTORS 

ROYAL NAVAL ENGINEERING COLLEGE 

EUROPEAN CENTER FOR MEDIUM RANGE 

RECHENZENTRUM DER 

MORA TEKNIKCENTRUM AB 

THE TREASURY U K GOVERNMENT 

FINNISH METEOROLOGICAL INSTITUTE 

TWD-TNO 

WHESSOE TECH & COMPUTING SYSTEMS 

EDV-ZENTRUM DER TU WIEN 

CENTRE INTERUNIVERSITAIRE DE CALCUL 

TELESYSTEMES-NANCY 

ECOLE POLYTECHNIOUE FEDERALE 

RRC-RACUNALNISKE STORITVE 

LEVENTIS TECHNICAL LIMITED 

ZENTR. ANST. F. METEOR. U. 

POYSALA & SANDBERG 

TECHNICAL RESEARCH CENTER OF FINLAND 



DTI/MIS 

WEATHER FORECASTS 

COMPUTATION CENTER 

REF. DATENVERARBEITUNG (Z5) 

ZENTRALEINRICHTUNG RECHENZENTRUM 

USE 

U ED4 

INFORMATIONSTECHNIK BERLIN 

HOVEDADMINISTRASJONEN EDB-TJENESTEN 

HOVEDADMINISTRASJONEN EDB-TJENESTEN 

DATA CENTER 

HOCHSCHULRECHENZENTRUM 

ERCHES AEROSPATIALES 

COMPUTER SERVICES 

ETABLISSEMENT »T" 

RECHENZENTRUM 

TECHNISCHEN HOCHSCHULE AACHEN 

ERCHES AEROSPATIALES 

REF. DATENVERARBEITUNG (Z5) 

RECHENZENTRUM 

NIEDERSACHSEN-UNIV. HANNOVER 

U ED4 

COMMUNICATIONS AND COMPUTING 

ETABLISSEMENT "T" 

DATENVERARBEITUNG 

U ED4 

WEATHER FORECASTS 

CENTRUM VOOR HET BEROEPSVERVOER 

K123 

UNI-GH-WUPPERTAL 

EBOD 

COMPUTER CENTRE 

WEATHER FORECASTS 

TECHNISCHEN HOCHSCHULE AACHEN 



GWR-CYBER COMPUTING CENTER 

ABT.DIGITALRECHENANLAGE 
DE TOUTOUSE 



SYSTEMS DEPARTMENT 
ABT. ADV 
EDP DEPARTMENT 
COMPUTING SERVICE 
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ECODU 



DELEGATE REPORT 



BY DELEGATE LAST NAME 



LAST NAME 



FIRST NAME, MI CODE 



INSTALLATION NAME 



DEPARTMENT NAME 



KARHILA 

KASSUBEK 

KEILHAM 

KELLENBACH 

KIDRON 

KINELL 

KIVI 

KJERSGAARD 

KLAIN 

KOKKILA 

KOLAR 

KOLENDOWSKI 

KONIDARIS 

KORKIATTRAKUL 

KOSCHKAR 

KOVETZ 

KREKEL 

KRISHNAN KUTTY 

KROKIN 

KSIEZYK 

KUIJPER 

KUILBOER 

KUNSCH 

LAARI 

LACOGNE 

LACOSTE 

LAEPPLE 

LAMY 

LAPLACE 

LARSEN 

LEA 

LECOEUVRE 

LECOMTE 

LEHNER 

LERAT 

LEREUN 

LIBRARIAN 

LIEFBROER 

LINDE 

LIU 

LUDWIG 

LUIIJF 

LUKSENBERG 

LUTTERMANN 

LYKLEMA 

MACLEAN 

MADUREIRA 

MAGNAN 

MAILLOT 

MALFOIS 

MALM 



VESA 


FMI 


H. 


RTHA 


HARALD 


LFK 


F. M. 


CBS 


TSVI 


HUJI 


THOMAS 


SVIK 


JUKKA 


VTT 


JOHN 


FIMI 


JOSEPH 


IMC 


MARKKU 


VTT 


HORST 


IABG 


JERZY 


CRACW 


P. 


SSCC 


SATHIEN 


MO I 


HANS-GE 


IABG 


J. 


TAU 


D. 


UKLN 


K. K. 


NICEC 


SHIMON 


IMC 


MAREK 


CRACW 


P. 


SARA 


T.C.J. 


NLR 


MICHEL 


CISI 


JUSSL 


CDS 


RENE 


BPRES 


JEAN-MA 


SGN 


ALFRED 


LRZ 


MAURICE 


TSMY 


C. 


FRAM 


BJORN 


UOSLO 


A. 


ECMWF 


CLAUDE 


CEAW 


C. 


ONERA 


JOHANN 


MRD 


CHRIST I 


CGG 


R. 


SNIAS 


THE 


NICEC 


FRANS 


ENR 


SVEN 


SVIK 


TZE-LIN 


CSIST 


S. 


RRZN 


ERIC 


PLTN 


MICHEL 


CMILA 


H. 


RRZN 


J. W. 


TWDTN 


ANNE J. 


RNEC 


CARLOS 


UDP 


ROGER 


FRALY 


BERNARD 


CICG 


JEAN-PI 


FRALY 


ARNE 


OZ 



FINNISH METEOROLOGICAL INSTITUTE 

RECHENZENTRUM DER 

RNOAF MATERIEL COMMAND 

CENTRAAL BUREAU VOOR DE STATISTIEK 

HEBREW UNIVERSITY OF JERUSALEM 

STUDSVIK AB 

TECHNICAL RESEARCH CENTER OF FINLAND 

FISKERIMINISTERIET 

BEZEQ-THE ISRAEL TELECOMM. CORP. LTD 

TECHNICAL RESEARCH CENTER OF FINLAND 

INDUSTRIEANLAGEN-BETRIEBSGES. MBH. 

REGIONAL COMPUTER CENTER 

SOCIAL SERVICES COMPUTER CENTRE 

MINISTRY OF INTERIOR THAILAND 

INDUSTRIEANLAGEN-BETRIEBSGES. MBH. 

LOUIS CALDER JR COMPUTATION CENTER 

UNIVERSITAET ZU KOELN 

NATIONAL INFORMATICS CENTRE 

BEZEO-THE ISRAEL TELECOMM. CORP. LTD 

REGIONAL COMPUTER CENTER 

STICHTING ACADEMISCH REKENCENTRUM 

NATIONAL AEROSPACE LABORATORY NLR 

C.I. S.I. 

CDS FINLAND OY 

BANQUE POPULAIRE DE LA REGION 

S.G.N. 

LEIBNIZ-RECHENZENTRUM D. BAYERISCHEN 

CENTRE DE CALCUL INTERREGIONAL 

FRAMATOME 

UNIVERSITY OF OSLO 

EUROPEAN CENTER FOR MEDIUM RANGE 

CEA LIMEIL 

OFFICE NATIONAL D ETUDES ET DE RECH 

MUENCHENER RECHENZENTRUM GMBH 

COMPAGNIE GENERALE DE GEOPHYSIQUE 

AEROSPATIALE 

NATIONAL INFORMATICS CENTRE 

ENR TECHNISCH WETENSCHAPPELI JK 

STUDSVIK AB 

COMPUTER CENTER OF CHUNG-SHAN INSTI 

REGIONALES RECHENZENTRUM FUER 

TNO PHYSICS & ELECTRONICS LABORATORY 

CMILACO 

REGIONALES RECHENZENTRUM FUER 

TWD-TNO 

ROYAL NAVAL ENGINEERING COLLEGE 

UNIVERSIDADE DO PORTO 

FRAMATOME 

CENTRE UNIV DE CALCUL DE GRENOBLE 

FRAMATOME 

STOCKHOLM UNIVERSITY 



TECHNISCHEN HOCHSCHULE AACHEN 
EDP DIVISION 

COMPUTATION CENTER 

COMPUTING SERVICE 

SYSTEMS AND COMPUTERS DIVISION 
COMPUTING SERVICE 
ABT. TDZ 
CYFRONET-CRACOW 

LOCAL ADMINISTRATION DEPARTMENT 

ABT. TDZ 

TEL-AVIV UNIVERSITY 

RECHENZENTRUM 

SYSTEMS AND COMPUTERS DIVISION 

CYFRONET-CRACOW 

AMSTERDAM 

DATA CENTER 

SERVICE EXPLOITATION CDC 

ECONOMIOUE DE STRASBOURG 

DIVISION INFORMATIQUE 

AKADEMIE DER WISSENSCHAFTEN 

DE PARIS MASSY 

SERVICE DE L INFORMATIQUE SCIENTIFIC 

USE 

WEATHER FORECASTS 

MATHEMATIOUES APPLIQUEES 

ERCHES AEROSPATIALES 



CENTRE D INFORMATIQUE 

REKENCENTRUM 

TUTE OF SCIENCE AND TECHNOLOGY 
NIEDERSACHSEN-UNIV. HANNOVER 



NIEDERSACHSEN-UNIV. HANNOVER 
GWR-CYBER COMPUTING CENTER 
COMPUTER CENTRE 
CENTRO DE INFORMATICA 
CENTRE INFORMATIQUE 

CENTRE INFORMATIQUE 
COMPUTING CENTER-QZ 
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DELEGATE REPORT 



BY DELEGATE LAST NAME 



LAST NAME 

MANCINI 

MARQUETTE 

MARTENSSON 

MARTENSSON 

MARTIN 

MARTINEZ-VAL 

MAZOR 

MCAVANEY 

MEISSNER 

MICHALIS 

MIDROUILLET 

MINGUEZ 

MISZTAL 

MOREAU 

MORGAVI 

MORTENSEN 

MOULIN 

MUSSO 

NAAMAN 

NEUNER 

NGUYEN 

NILSSON 

NINOU 

NOEL 

ODETAYO 

OLADIPO 

DSTLUND 

OUDEGA 

PALLANDRE 

PANARETOU 

PARRO 

PAVLIDIS 

PEARSON 

PEDERZINI 

PELTIER 

PERLADO 

PERRET 

PESCHLOW 

PETIT 

PFENNIG 

PHILLIPS 

POMERANCBLUM 

POSKIPARTA 

PRALLE 

PRALLE 

PUDNER 

OUILLIVIC 

RAATIKAINEN 

RAEYMAEKERS 

RASMUSSEN 

REINSCH 



FIRST NAME, MI CODE 


ENRICO 


NIRGE 


CLAUDE 


ARIA 


OLOF 


EEBOD 


0. 


UMDC 


VINCENT 


GRAMA 


J-M 


CCFIN 


DAVID 


IMC 


BRYANT 


BUMET 


HENNING 


DHI 


HATZOPO 


UOACC 


E. 


ONERA 


EMILIO 


CCFIN 


DANIEL 


ARIA 


P. A. 


CNES 


GIOVANN 


RBB 


HANS 


TSR 


M. C. 


ELF 


G. B. 


NIRGE 


YAEL 


HUJI 


MANFRED 


MRD 


DINH TR 


TCFP 


GORAN 


AMS 


D. 


SSCC 


F. 


TSTY 


M. 


BELLO 


J. 


BELLO 


CHRISTE 


FRA 


GERLOF 


STC 


JEAN-LO 


CGAT 


FROSO 


KEPE 


JOSE AL 


MANUM 


NICK 


SSCC 


R. A. 


UKMET 


ADELIO 


NIRGE 


J-P 


ONERA 


M. 


CCFIN 


R. 


CGG 


KLAUS P 


UKLN 


M.A.C.E 


RUG 


RAINER 


GFTA 


ALAN 


GCHQ 


DORA 


TUT 


RISTO 


CDS 


HELMUT 


EEBOD 


H. 


RRZN 


P. 


SUNL 


DANIEL 


EEBOD 


RAUNO 


RLO 


PAUL 


ULB 


PALLE 


ST 


K.G. 


RUS 



INSTALLATION NAME 

ANSALDO 

A. R. I. A. 

ECODU EXTENDED BOARD OF DIRECTORS 

UMDAC 

CENTRE D ETUDES DE GRAMAT 

CENTRO DE. CALCULO FISICA NUCLEAR 

BEZEQ-THE ISRAEL TELECOMM. CORP. LTD 

BUREAU OF METEOROLOGY 

DEUTSCHES HYDROGRAPHISCHES INSTITUT 

UNIVERSITY OF ATHENS 

OFFICE NATIONAL D ETUDES ET DE RECH 

CENTRO DE CALCULO FISICA NUCLEAR 

A. R. I. A. 

CENTRE NATIONAL D ETUDES SPATIALES 

ISTITUTO PER I CIRCUITI EL ETTRONICI 

TELE SOENDERJYLLAND 

ELF-FRANCE 

ANSALDO 

HEBREW UNIVERSITY OF JERUSALEM 

MUENCHENER RECHENZENTRUM GMBH 

TOTAL C.F.P. 

ARBETSMARKNADSSTYRELSEN 

SOCIAL SERVICES COMPUTER CENTRE 

TELESYSTEMES 

AHMADU BELLO UNIVERSITY 

AHMADU BELLO UNIVERSITY 

FORSVARETS RADIOANSTALT 

SHAPE TECHNICAL CENTRE 

CGEE ALSTHOM 

CENTER OF RESEARCH & ECON. STUDIES 

MANUTENCAO MILITAR 

SOCIAL SERVICES COMPUTER CENTRE 

U. K. METEOROLOGICAL OFFICE 

ANSALDO 

OFFICE NATIONAL D ETUDES ET DE RECH 

CENTRO DE CALCULO FISICA NUCLEAR 

COMPAGNIE GENERALE DE GEOPHYSIQUE 

UNIVERSITAET ZU KOELN 

REKENCENTRUM DER RI JKSUNI VERSITEIT 

GESELLSCHAFT FUER TRENDANALYSEN 

GOVERNMENT COMMUNICATIONS HO 

TECHNION IL INSTITUTE OF TECHNOLOGY 

CDS FINLAND OY 

ECODU EXTENDED BOARD OF DIRECTORS 

REGIONALES RECHENZENTRUM FUER 

SUN LIFE ASSURANCE SOCIETY PLC 

ECODU EXTENDED BOARD OF DIRECTORS 

RIIHIMAEN LASI OY 

BRUSSELS UNIVERSITIES COMP. CENTRE 

STATENS TELETJENESTE 

RECHENZENTRUM DER UNIVERSITAET 



DEPARTMENT NAME 

SIN/TIE 

EBOD 

UMEA DATAMASKINCENTRAL 

SERVICE CALCUL AUTOMATIQUE 

E. T.S.I. INDUSTRIALES (U.P.M.) 

SYSTEMS AND COMPUTERS DIVISION 

COMMUNICATIONS AND COMPUTING 

REF. DATENVERARBEITUNG (Z5) 

COMPUTER CENTER 

ERCHES AEROSPATIALES 

E. T.S.I. INDUSTRIALES (U.P.M.) 

DTI/MIS 

CNR 

REGNSKABSSEKTIONEN 

DIVISION INFORMATIQUE 

SIN/TIE 

COMPUTATION CENTER 

TEP/DDP/DIP/TR/SAIL 
AU-ENHETEN 

TORCY 

COMPUTER CENTRE 

COMPUTER CENTRE 

VM 

CENTRAL COMPUTER FACILITY 

EDP CENTER 

SERVICO ORGANIZACAO INFORMATICA 

MET 012 

SIN/TIE 

ERCHES AEROSPATIALES 

E. T.S.I. INDUSTRIALES (U.P.M.) 

RECHENZENTRUM 

DATA CENTER 

X34 

COMPUTER CENTER 

EBOD 

NIEDERSACHSEN-UNIV. HANNOVER 

EBOD 



EDB CENTER 
STUTTGART 
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DELEGATE REPORT - BY DELEGATE LAST NAME 



LAST NAME 

RIDELLA 

RIEDEL 

RIVERTZ 

RIVIERE 

ROBIN 

RODRIGUES 

RODRIGUEZ 

ROELINK 

ROHRBACH 

ROSSI 

ROUGEMONT 

ROUX 

ROYSET 

ROZKOSNY 

RUHE 

SABOUREAU 

SALTHUN 

SALZMANN 

SANDBRAATEN 

SANS 

SARREITHER 

SCHANZ 

SCHELEV 

SCHELLBACH 

SCHIPPER 

SCHLEGEL 

SCHLOSSER 

SCHMIDT 

SCHORNBOECK 

SCHUBRING 

SCHUBRING 

SCHWARTZ 

SEGUIER 

SELL 

SENECHAL 

SEQUEIRA 

SESSA-LAGONEGRO 

SHARMA 

SHAW 

SHICKMAN 

SHUSTER 

SIEPMANN 

SILVAIN 

SIRET 

SKOLLERMO 

SKOV JENSEN 

SLOESEN 

SONCHAI 

SONNLEITHNER 

SOURY 

SPADARO 



FIRST NAME, MI CODE 


SANDRO 


RBB 


RAIMUND 


TUB 


JOHAN A 


NC 


A. 


TSTY 


PATRICE 


TSME 


PATRICK 


WMF 


FRANCIS 


ENUSA 


JAN G. 


STC 


WERNER 


VW 


R. 


UBOL 


FRED 


EPFL 


GERARD 


CNES 


HALVOR 


HYDRO 


JAN 


ETHZ 


W.H.G. 


PLTN 


J. P. 


TSNA 


NILS RO 


NVE 


MARTIN 


FUF 


HAAKON 


LFK 


G. 


CNES 


PAUL 


LRZ 


P. 


DWD 


S. A. 


JINR 


G. 


RTHA 


T. 


SARA 


KURT 


ST 


KARL-HE 


RUB 


ANDREAS 


GFTA 


DIETER 


THW 


DIETZ 


EEBOD 


DIETZ 


LRZ 


HANNE 


NC 


PAUL 


ELF 


W. 


DKRZ 


JEAN C. 


ELF 


LUIS AU 


MANUM 


ADA 


UTS 


Y. K. 


NICEC 


VICTOR 


CFCS 


SIMON 


HUJI 


A. 


NRCN 


H. G. 


VW 


JEAN-PI 


CICT 


YVON 


CICG 


GUNILLA 


OZ 


EWALD 


AARU 


H. 


LIPS 


VINICH 


MO I 


OTTO 


NIS 


LEON 


ASDE 


GIORGIO 


AITNA 



INSTALLATION NAME 

ISTITUTO PER I CIRCUITI EL ETTRONICI 

TECHNISCHE UNIVERSITAET BERLIN 

NORWEGIAN CONTRACTORS 

TELESYSTEMES 

TELESYSTEMES MARSEILLE 

WUERTTEMBERGISCHE 

EMPRESA NACIONAL DEL URANIO S.A. 

SHAPE TECHNICAL CENTRE 

VOLKSWAGEN AG 

CENTRO DI CALCOLO INTERUNIVERSITA- 

ECOLE POLYTECHNIOUE FEDERALE 

CENTRE NATIONAL D ETUDES SPATIALES 

NORSK HYDRO A/S 

RECHENZENTRUM DER EIDGENOESSISCHEN 

TNO PHYSICS & ELECTRONICS LABORATORY 

TELESYSTEMES-NANTES 

NORWEGIAN WATER RESOURCES 

FIDES TREUHANDGESELLSCHAFT 

RNOAF MATERIEL COMMAND 

CENTRE NATIONAL D ETUDES SPATIALES 

LEIBNIZ-RECHENZENTRUM D. BAYERISCHEN 

DEUTSCHER WETTERDIENST 

JOINT INSTITUTE FOR NUCLEAR RESEARCH 

RECHENZENTRUM DER 

STICHTING ACADEMISCH REKENCENTRUM 

STATENS TELETJENESTE 

RUHR-UNIVERSITAET 

GESELLSCHAFT FUER TRENDANALYSEN 

EDV-ZENTRUM DER TU WIEN 

ECODU EXTENDED BOARD OF DIRECTORS 

LEIBNIZ-RECHENZENTRUM D. BAYERISCHEN 

NORWEGIAN CONTRACTORS 

ELF-FRANCE 

DEUTSCHES KLIMARECHENZENTRUM GMBH 

ELF-FRANCE 

MANUTENCAO MILITAR 

UNIVERSITY OF TRIESTE 

NATIONAL INFORMATICS CENTRE 

CENTRE FOR ADVANCED COMPUTING 

HEBREW UNIVERSITY OF JERUSALEM 

NUCLEAR RESEARCH CENTER - NEGEV 

VOLKSWAGEN AG 

CENTRE INTERUNIVERSITAIRE DE CALCUL 

CENTRE UNIV DE CALCUL DE GRENOBLE 

STOCKHOLM UNIVERSITY 

UNI-C 

LIPS B.V. 

MINISTRY OF INTERIOR THAILAND 

NUKLEAR-INGENIEUR SERVICE GMBH 

AEROSPATIALE 

AERITALIA SAIPA 



DEPARTMENT NAME 



CNR 



ZENTRALEINRICHTUNG RECHENZENTRUM 

TORCY 

METALLWARENFABRIK AG 

SUBDIRECCION DE INFORMATICA 

CENTRAL COMPUTER FACILITY 

FE RECHENZENTRUM 

RIO DELL ITALIA NORD-ORIENTALE 

DTI/MIS 

F-INFORMATIKK 

TECHNISCHEN HOCHSCHULE ZUERICH 



AND ENERGY ADMINISTRATION 

RECHENZENTRUM 

EDP DIVISION 

DTI/MIS 

AKADEMIE DER WISSENSCHAFTEN 

RECHENZENTRUM 

LABORATORY FOR COMPUTER TECH & AUTOM 

TECHNISCHEN HOCHSCHULE AACHEN 

AMSTERDAM 

EDB CENTER 

RECHENZENTRUM 

DATA CENTER 

ABT.DIGITALRECHENANLAGE 

EBOD 

AKADEMIE DER WISSENSCHAFTEN 

DIVISION INFORMATIQUE 

DIVISION INFORMATIQUE 

SERVICO ORGANIZACAO INFORMATICA 

COMPUTATION CENTER 

AND DECISION SUPPORT 
COMPUTATION CENTER 
THE COMPUTER SECTION 
FE RECHENZENTRUM 
DE TOUTOUSE 

COMPUTING CENTER-QZ 



LOCAL ADMINISTRATION DEPARTMENT 

DIVISION ENGINS TACTIQUES 
GVT-DITN-CSGN 
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DELEGATE REPORT 



LAST NAME 

SPIRLING 

SRISARACAM 

STAUB 

STAVROS 

STEINECK 

STENBERG 

STRUCH 

STUEKEN 

TAI 

THIRY 

THOELEN 

THOMAS 

THOMAS 

THURLING 

TIILIKKA 

TORLEN 

TRASCASA 

TSOURI 

V/D WERF 

VALENZUELA 

VAN AARDENNE 

VAN DER LAAN 

VAN DER VEN 

VAN EERDE 

VAN GAALEN 

VAN LINDE 

VAN POUCKE 

VAN SCHALKWIJK 

VAN SURELL 

VIdAYADITYA 

VIK 

VON DER LINDEN 

WAAL 

WAHLUND 

WALLBERG 

WARD 

WATTS 

WEHINGER 

WEINBERG 

WEISS 

WESTCOTT 

WHITEHEAD 

WIEMER 

WIHL 

WILLIS 

WINBERG 

WIND 

WINTERHOLER 

WITTE 

WOERZ 

WOLF 



FIRST NAME, H 


HI CODE 


A. G. 


ICST 


SURACHA 


MO I 


PETER 


ETHZ 


VANAKAR 


UOACC 


HARTMUT 


I NAT 


BERTIL 


MORA 


PETER 


ENR 


K.-d. 


TUB 


YING-SH 


CSIST 


M. F. 


ULB 


M. 


LUC 


ALAN 


GCHQ 


B. 


RUEN 


ROBERT 


BUMET 


ANTERO 


RLO 


JAN 


AMS 


RICARDO 


ENUSA 


N. 


NRCN 


C. 


SARA 


F. 


EPFL 


C. d. 


ACCU 


C. G. 


RUG 


M. d. M 


LIPS 


H. 


SARA 


A. 


TWDTN 


H. d. 


RUG 


L. C. 


LUC 


0. 


RUG 


PHILIPP 


FRAM 


N. 


NICEC 


OLE P. 


OPUS 


F.d.M. 


ACCU 


A. V. D 


MID 


PER 


MIMER 


HANS 


UMDC 


ROGER d 


BRAD 


B. M. 


BATRD 


W. 


RUS 


RUTH 


HUdI 


DIETER 


dLUG 


GLYNIS 


RNEC 


PETER 


ICST 


S. 


PRAKL 


GUNTER 


ZAMET 


C. 


TRRL 


LARS 


FMI 


EMANUEL 


IMD 


M. 


CNES 


WOLFGAN 


UGHW 


0. 


UIBK 


F. 


RUEN 



BY DELEGATE LAST NAME 

INSTALLATION NAME 

IMPERIAL COLLEGE COMPUTER CENTRE 

MINISTRY OF INTERIOR THAILAND 

RECHENZENTRUM DER EIDGENOESSISCHEN 

UNIVERSITY OF ATHENS 

INTERNATIONALE ATOMREAKTORBAU GMBH 

MORA TEKNIKCENTRUM AB 

ENR TECHNISCH WETENSCHAPPELIdK 

TECHNISCHE UNIVERSITAET BERLIN 

COMPUTER CENTER OF CHUNG-SHAN INSTI 

BRUSSELS UNIVERSITIES COMP. CENTRE 

LIMBURGS UNIVERSITAIR CENTRUM 

GOVERNMENT COMMUNICATIONS HO 

REGIONALES RECHENZENTRUM 

BUREAU OF METEOROLOGY 

RIIHIMAEN LASI OY 

ARBETSMARKNADSSTYRELSEN 

EMPRESA NACIONAL DEL URANIO S.A. 

NUCLEAR RESEARCH CENTER - NEGEV 

STICHTING ACADEMISCH REKENCENTRUM 

ECOLE POLYTECHNIQUE FEDERALE 

ACADEMISCH COMPUTER CENTRUM UTRECHT 

REKENCENTRUM DER RIdKSUNIVERSITEIT 

LIPS B.V. 

STICHTING ACADEMISCH REKENCENTRUM 

TWD-TNO 

REKENCENTRUM DER RIdKSUNIVERSITEIT 

LIMBURGS UNIVERSITAIR CENTRUM 

REKENCENTRUM DER RIdKSUNIVERSITEIT 

FRAMATOME 

NATIONAL INFORMATICS CENTRE 

OPUS DATA A/S 

ACADEMISCH COMPUTER CENTRUM UTRECHT 

MAATSCHAPPId VOOR INFORMATICA DIENST 

MIMER SOFTWARE AB 

UMDAC 

UNIVERSITY OF BRADFORD 

BAT COMPANY 

RECHENZENTRUM DER UNIVERSITAET 

HEBREW UNIVERSITY OF dERUSALEM 

UNIVERSITAET GIESSEN 

ROYAL NAVAL ENGINEERING COLLEGE 

IMPERIAL COLLEGE COMPUTER CENTRE 

PRAKLA-SEISMOS AG 

ZENTR. ANST. F. METEOR. U. 

TRANSPORT & ROAD RESEARCH LAB. 

FINNISH METEOROLOGICAL INSTITUTE 

ISRAEL MINISTRY OF DEFENSE 

CENTRE NATIONAL D ETUDES SPATIALES 

RECHENZENTRUM 

UNIVERSITAET INNSBRUCK 

REGIONALES RECHENZENTRUM 



DEPARTMENT NAME 



LOCAL ADMINISTRATION DEPARTMENT 
TECHNISCHEN HOCHSCHULE ZUERICH 
COMPUTER CENTER 
K123 

REKENCENTRUM 

ZENTRALEINRICHTUNG RECHENZENTRUM 

TUTE OF SCIENCE AND TECHNOLOGY 

N.I.H.I.L. 

X34 

ERLANGEN-NUERNBERG UNIVERSITAET 

COMMUNICATIONS AND COMPUTING 

AU-ENHETEN 

SUBDIRECCION DE INFORMATICA 

THE COMPUTER SECTION 

AMSTERDAM 



AMSTERDAM 

GWR-CYBER COMPUTING CENTER 

N.I.H.I.L. 

SERVICE DE L INFORMATIOUE SCIENTIFIC 

INFORMATION TECHNOLOGY SERVICES 

UMEA DATAMASKINCENTRAL 
COMPUTER CENTER 
BATUKE R&D CENTRE 
STUTTGART 

COMPUTATION CENTER 
HOCHSCHULRECHENZENTRUM 
COMPUTER CENTRE 



ABT. ADV 
COMPUTER SERVICES 



DTI/MIS 

UNI-GH-WUPPERTAL 

EDV ZENTRUM 

ERLANGEN-NUERNBERG UNIVERSITAET 
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ECODU DELEGATE REPORT - BY DELEGATE LAST NAME 

LAST NAME FIRST NAME, MI CODE INSTALLATION NAME DEPARTMENT NAME 

WOLFGARTEN K.J. TSNA TELESYSTEMES-NANTES 

ZEYONS J. ONERA OFFICE NATIONAL D ETUDES ET DE RECH ERCHES AEROSPATIALES 

ZOLLER HANS PE RUB RUHR-UNIVERSITAET RECHENZENTRUM 

ZOLLER HANS PE RUHR-UNIVERSITAET RECHENZENTRUM 
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